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LI  BRAKY  REGULATIONS. 


1.  The  Library  is  open  from  Nine  o’clock  a.m.  until  Six  o’clock 
p.m.  daily,  except  on  Saturdays,  when  it  is  closed  at  Two  o’clock  p.m. 
On  Evening  Meeting  nights  the  Librarian  is  in  attendance  until 
Eight  o’clock  p.m. 

2.  Subscribers  to  the  Society  may  obtain  books  on  making 
personal  or  written  application  for  them. 

3.  No  person  shall  have  more  than  two  volumes  at  a time, 
or  be  entitled  to  keep  any  book  for  a longer  period  than  fourteen 
days,  except  Subscribers  residing  in  the  provinces,  who  shall  be 
allowed  to  retain  books  twenty- one  days.  But  when  a book  is 
returned  it  may  be  borrowed  again,  provided  it  has  not  been 
bespoken  by  any  other  person.  Books  which  have  been  bespoken 
shall  circulate  in  rotation,  according  to  priority  of  application. 

4.  The  scientific  journals  shall  not  be  circulated  until  the 
expiration  of  the  month  of  publication.  The  volumes  comprising 
the  Hanbury  Library,  works  containing  valuable  plates,  and  certain 
standard  works  of  reference  shall  not  be  circulated  ; such  books 
shall  be  distinguished  in  the  Catalogue  by  an  asterisk. 

5.  If,  under  special  circumstances,  more  than  the  stipulated 
number  of  volumes,  or  the  loan  of  any  volume  marked  with  an 
asterisk,  be  required,  the  Librarian  is  authorised  to  supply  them, 
on  receiving  the  sanction  of  the  Secretary,  who  shall  report  the 
loan  to  the  Library  Committee  at  their  next  meeting. 

6.  The  outward  carriage  of  books  borrowed  by  Subscribers 
residing  in  the  provinces  will  be  defrayed  by  the  Society. 

7.  If  a book  be  retained  by  a borrower  after  written  application 
has  been  made  to  him  for  it,  the  Council  may  order  it  to  be  replaced, 
and  charge  the  borrower  in  default  with  the  amount  thus  incurred. 
If  any  book,  when  returned,  is  found  to  have  been  damaged,  the 
borrower  shall  make  good  the  damage  or  replace  the  book. 

8.  The  Library  is  closed  during  the  first  fortnight  in  September, 
to  admit  of  the  examination  of  the  books. 


London,  February , 1901. 


EXPLANATIONS. 


Full  entries  of  works  appear  under  the  names  of  authors,  when  ascertained, 
except  in  the  case  of  biographies  ; under  the  names  of  the  subjects  of  bio- 
graphies ; under  the  initials  of  authors’  names  when  these  only  are  known, 
the  last  initial  being  put  first ; under  the  pseudonyms  of  writers  when  the  real 
names  are  not  ascertained ; under  the  names  of  editors  of  collections ; under 
the  names  of  countries,  cities,  societies,  or  other  bodies  which  are  responsible 
for  the  publication  ; under  the  first  word,  not  an  article,  of  the  titles  of  anony- 
mous periodicals,  and  of  anonymous  books  the  names  of  whose  authors  are 
not  known ; under  the  names  of  commentators  who  do  not  give  the  text  of 
the  works  upon  which  they  write. 

Short  entries  or  references  appear  under  subjects,  titles,  co-authors,  authors 
of  biographies,  reporters,  editors,  translators,  and  pseudonyms  ; in  a few  cases, 
under  artists. 

In  the  case  of  a work  occupying  two  or  more  volumes,  the  number  of 
volumes  is  given;  of  single  volumes  the  numbers  of  pages  are  stated. 


Abbreviations  are  explained  thus  : 


anon. 

anonymous. 

Aufl. 

Auflage. 

Ausg. 

Ausgabe. 

Bd. 

Band,  Biinde,  Bind. 

col. 

coloured. 

diss. 

dissertation. 

ed. 

edited,  edition,  editio,  etc. 

elem. 

elementary,  elements. 

Eng. 

English. 

engr. 

engraved. 

££. 

folios,  i.e.,  leaves. 

Fr. 

French. 

Ger. 

German. 

Gr. 

Greek. 

&• 

Hanbury  library. 

introd. 

introduction,  introductory 

Lat. 

Latin. 

ms.,  mss. 

manuscript,  manuscripts. 

n. 

new,  nouvelle,  etc. 

n.  p.,  n.  d.  no  place,  no  date. 

n.  t.-p. 

no  title-page. 

no.,  nos. 

number,  numbers. 

p.  page,  pages  ; if  in  brackets 

before  a date,  published, 
pam.  pamphlets, 
pi.  plate,  plates, 

pseud.  pseudonym,  pseudonymous, 
pt.,  pts.  part,  parts. 

s.  or  ser.  series. 

suppl.  supplement,  supplementary, 
etc. 

t.  or  tom.  tome,  tomes,  tomus,  etc. 
tab.  table,  tables. 

t.-p.  mut.  title-page  mutilated, 
t.-p.  w.  title-page  wanting, 
tr.  translated,  traduit,  etc. 

v.  volume,  volumes,  or  von. 

[ ] include  words  added  to,  or 

transposed  in,  title,  or 
numbers  of  pages  as 
counted  by  cataloguer, 
matter  omitted. 

? probably,  perhaps. 

* not  circulated. 


Other  abbreviations  are  sufficiently  obvious. 


The  books  marked  ItJ.  belonged  formerly  to  the  late  Daniel  Hanbury,  I .R.S., 
and  were  presented  bv  his  brother,  Thomas  Hanbury,  F.L.S.,  in  November,  189- 
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Abbott  (A.  C.).  Principles  of  bacteriology,  with  illustrations.  Lon- 
don, 1892.  8 p.+p.  13-264. 

Abdallah  Ben  Ahmed  (Abu  Mohammed),  called  Ebn  Baithar. 

Grosse  Zusammenstellung  liber  die  Krafte  der  bekannten 
einfachen  Heil-  und  Nahrungsmittel ; aus  dem  arabischen 
iibersezt  von  J.  v.  Sontheimer.  Stuttgart,  1840—42.  1.— 2. 

Band.  % * 

Abd  Er-Rezzaq  ed  Djezairy.  Kachef  er-roumouz : revelation  des 
enigmes ; ou  Traite  de  matiere  medicale  arabe ; traduit  et 
annote  par  L.  Leclerc.  Paris,  1874.  4 + 400  p.  IB.  * 

Abel  (F[rederick]  Augustus])  & C[harles]  L[oudon]  Bloxam. 

Hand-book  of  chemistry.  London,  1854.  20  + 724  p. 

Aberdeen  (George,  Earl  of).  See  Gregory  (W .),  Letter  on  the 
state  of  the  schools  of  chemistry  in  the  United  Kingdom, 
1842. 

Aberdeen.  See  University  of  Aberdeen. 

Abies  Brunoniana.  Parlatore  ([F-]),  Note  sur  une  monstruosite 
des  cones  de  l’abies  Brunoniana,  [1863], 

Abietineae.  Russow  (E.  [A.  F.]),  Uber  die  Entwickelung  des  Hof- 
tiipfels,  der  Membran  der  Holzzellen  und  des  Jahresringes  bei 
den  Abietineen,  [1881]. 

Abney  (W[illiam]  de  Wiveleslie).  Treatise  on  photography.  Lon- 
don, 1878.  16  + 326  p.  (Text-books  of  science.) 

— Same.  Third  edition.  London,  1885.  16  + 326  p. 

— Same.  Fifth  edition.  London,  1888.  16  + 368  p. 

— Instruction  in  photography.  Tenth  edition.  London,  1900. 

6 + 502  p.  + 8 pi. 

— See  also  Eder  (J.  M.),  The  chemical  effect  of  the  spectrum,  1883- 

— See  also  Photographic  (Royal)  Society  of  Great  Britain, 

Photographic  journal. 
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Abrus  precatorius  or  Jequirity.  Warden  (C.  J.  H.)  <£•  L.  A. 

Waddell,  The  non-bacillar  nature  of  abrus-poison,  1884. 
Abyssinia.  Dragendorff  ([G.]),  tiber  einige  abyssinische 
Heilmittel,  [1878], 

Academia  Caesarea  Leopoldino-Carolina  Germanica  Naturae 
Curiosorum.  Nova  acta.  [Vratislavise,  1846 ;]  Dresdae, 
1865-77  ; Halis  Saxonum,  1878-99.  Vol.  21,  suppl.  ; vol. 
32-72,  74. 

— [Biographische  Mittheil  ungen  und  Nekrologe,  1881-87.  Dres- 

den, 'printed .]  n.  t.-p. 

Academia  Imperialis  Medico-chirurgica  Mosquensis.  See  Fischer 
(G.),  Zoognosia,  ed.  3,  1813,  vol.  1. 

Academia  medico-quirurgica  de  [Mexico].  Ensayo  para  la  materia 
medica  mexicana.  Puebla,  1832.  12  + 102  p.  B.  * 

Academie  des  sciences,  Paris.  Memoirs  for  a natural  history  of 
animals;  done  into  English  by  a F.R.S.  London,  1701.  12  + 

280  + 40  p.  +34  pi.  +engr.  t.-p. 

— Comptes  rendus  hebdomadaires  des  stances.  Paris,  1843-1900. 

Tomes  16-131.  * 

— Supplement  aux  Comptes  rendus.  Paris,  1856-61.  Tomes  1-2.  * 

— Table  generale  des  Comptes  rendus;  tomes  1— [61],  1835-[65]. 

Paris,  1853-70.  2 tomes.  * 

Academie  imperiale  des  sciences  de  St.  Petersbourg.  Memoires. 
St.  Petersburg,  1860.  Ser.  7,  tome  3,  no.  8,  8 pi. 

— Same.  Another  copy.  B.  * 

Borszczow  (E.),  Die  pharmaceutisch-wichtigen  Ferulaceen  der  aralo- 
caspischen  Wiiste  : Asa  fcetida,  Ammoniacum  und  Galbanum. 

Academie  royale  de  medecine  de  Belgique,  Brussels.  See  Belgium  , 
Pharmacopoeia,  1854,  Note. 

Academies.  See  the  first  word,  not  an  article,  of  the  title  of  each 
academy;  or  a reference  under  the  place  of  head-quarters. 
Acclimatisation.  Societe  d’acclimatation,  Paris,  La  production 
animale  et  vegetale,  1867. 

— Societe  d’acclimatation,  Pains,  Bulletin,  1877-86. 

Aocum  (Fredrick).  System  of  theoretical  and  practical  chemistry. 
Second  edition.  London,  1807.  2 vol.,  7 pi. 

— Elements  of  crystallography,  after  the  method  of  Haiiy.  London, 

1813.  64  + 396  p.  +4  pi. 

— Practical  essay  on  chemical  re-agents  or  tests.  London,  1816. 

42  + 264  p. 

— Practical  treatise  on  the  use  and  application  of  chemical  tests, 

with  directions  for  analysing  metallic  ores,  metals,  soils, 
manures,  and  mineral  waters.  Second  edition  [of  Practical 
essay].  London,  1818.  2 + 504  p.  +2  pi. 
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Accum  (Fredrick) — continued. 

— Fr.  Traite  pratique  sur  l’usage  et  le  mode  d’application  des 

reactifs  chimiques  ; traduit  de  l’anglais  par  J.  Riffault.  Paris, 
1819.  34+306  p.  +2  pi. 

— Chemical  amusement,  comprising  a series  of  experiments  in 

chemistry.  Fourth  edition.  London,  1819.  432  p.  +2  pi. 

— Culinary  chemistry.  London,  1821.  2 + 24  + 336  p.  + 1 pi.  I 

— Treatise  on  the  art  of  making  bread,  exhibiting  the  alimentary 

properties  and  chemical  constitution  of  different  kinds  of  bread 
corn,  and  of  substitutes  used  for  bread.  London,  1821. 
2 + 4+160  p. 

— Treatise  on  the  art  of  making  wine  from  native  fruits ; exhibiting 

the  chemical  principles  on  which  the  art  depends ; the  fruits 
best  adapted  for  home-made  wines,  and  the  method  of  pre- 
paring them.  Second  edition.  London,  1823.  2 + 8 + 92  p. 

Acetaria.  Evelyn  (J.),  Silva,  ...  Acetaria,  [2nd  ed.,]  etc.,  1706. 
Acetate  of  solium.  See  Sodium  (Acetate  of). 

Acetic  acid.  Churchill’s  Technological  handbooks,  Acetic  acid 
and  vinegar,  etc.,  1885. 

— Payne  (M.  H.),  Creosote  and  acetic  acid,  [1866]. 

Acetous  acid.  Higgins  (B.),  Experiments  and  observations,  1786. 
Acheson  (Frederick).  Essay  on  the  collection  and  storage  of  water 
in  Victoria.  {In  Victoria,  Government,  Prize  essays,  1861, 
p.  1-50.) 

Acheta.  Afzelius  (A.),  Achetae  Guineenses,  1804.  * 

Achundow  (Abdul-Chalig).  See  Muwaffak  bin  Ali  (A.  M.), 
Die  pharmakologischen  Grundsatze,  1893. 

Acids.  {See  individual  acids  thus  : Acetic  acid,  etc.) 

— Church  ([A.  H.]),  Acids,  alkalies,  etc.,  2nd  ed.,  1877. 

— Dalton  (J.),  On  phosphates,  ...  acids,  bases,  and  water,  1840-42. 

— Fluckiger  (F.  A.),  Uber  die  Nachweisung  freier  Mineralsauren 

durch  Colchicin,  [1876]. 

— Freire,  jun.  (D.  J.),  Estudo  dos  principaes  acidos  organicos,  1874. 

— Peretti  (P.),  Dell’  azione  chimica  dell’  acqua  sopra  i sali  e sopra 

gli  acidi,  1861. 

— TJre  (A.),  Chemistry  simplified,  testing  of  acids,  [1844], 

Acland  {Sir  Thomas  Dyke).  Introduction  to  the  chemistry  of 

farming.  Second  edition.  London,  1892.  2 + 8 + 222  p. 

Aconite  and  Aconitine.  Dragendorff  (G.)  <Sa  H.  Spohn,  Die 
Alkaloide  des  Aconitum  Lycoctonum,  1884. 

Fleming  (A.),  Inquiry  into  the  properties  of  aconitum  napellus, 
[with]  observations  on  other  species  of  aconitum,  1845. 
Jacobowsky  (G.),  Beitrage  zur  Kenntniss  der  Alcaloide  des 
Aconitum  Lycoctonum,  1,  Lycaconitin,  1884. 
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Aconite  and  Aconitine — continued. 

— Jurgens  (A.),  Beitrage  zur  Kenntniss  der  Alkaloide  des  Acomtum 

Napellus,  1885.  _ 

— Laborde  (J.  V.)  & H.  Duquesnel,  Des  aconits  et  de  1 aconitine, 

1883.  . . .. 

_ Lezius  (0.),  Untersuckung  einer  angeblich  von  Acomtum 

sinense  abstammenden  ■ aus  Japan  importirten  Sturmhut- 
knolle,  1890. 

— Lubbe  (A.),  Chemisch-pliarmakologiscke  Untersuckung  des 

krystallisirten  Alkaloides  aus  den  japanischen  Kusa-uzu- 

Knollen,  1890.  _ 

_ Patrouillard  (0.),  Des  aconits  et  de  l’aconitine,  1872. . 

_ Reichenbach  (H.  [G.]  L.),  Monograpkia  generis  acomti,  1820. 

— Salmonowitz  (S.),  Beitrage  zur  Kenntniss  der  Alcaloide  des 

Aconitum  Lycoctonum,  2,  Myoctonin,  1885. 

Squibb  (E.  R),  Notes  on  a new  form  of  percolator,  tke  triplex 

pill,  rkubarb,  aconite  root,  etc.,  1873. 

Storck  (A.  v.),  Libellus,  quo  demonstratur  aconitum,  etc.,  1762. 

_ Zinoffsky  (0.),  Die  quantitative  Bestimmung  des  Aconitins, 

1872 

Acosta  (Christobal).  Aromatum  et  medicamentorum  in  oriental!. 
India  nascentium  historia,  plurimum  lucis  adferens  ns  quai  a. 
G.  de  Orta  in  hoc  genere  scripta  sunt.  Tertia  editio.  > n 
Clusius,  Exoticorum  libri,  1605,  p.  253-294.)  1|-  * 

pr_  Des  drogues  et  medicamens  qui  naissent  aux  Indes,  a iregee 

par  C.  de  l’Ecluse.  Seconde  edition.  Lyon,  1619.  182  p. 

(In  Orta,  Histoire  des  drogues.)  B-  * 

Acosta  (Joseph  de).  Historia  natural  y moral  de  las  Indias, 

Sevilla,  1590.  572  p.  %.  * 

Acta  medica  et  philosophica  Hafniensia.  See  Bartholinus  (T.)  , 
1673,1675,1680. 

Acton  (E.  Hamilton).  See  Darwin  (F.)  & E.  H.  A.,  Practical 
physiology  of  plants,  1894. 

Actonian  prize.  Fownes  (G.),  Chemistry,  as  exemplifying  tha 

wisdom  and  beneficence  of  God,  1844. 

_ Jones  (T.  W.),  The  wisdom  and  beneficence  of  the  Almighty,  a i 

displayed  in  the  sense  of  vision,  1851. 

Actuaries  (Institute  of).  See  Institute  of  Actuaries. 

Actuaries  (Joannes).  Opera  [medica].  Pansns,  1556.  -0-H 

408  + 656  p.  %* 

— See  also  Medico  artis  principes,  1657,  tom.  2. 

Adam  in  Eden  j or,  Nature’s  Paradise.  ^ See  Coles  (W .),  165  . 
Adams  (Francis).  See  Hippocrates,  Works,  1849. 

See  Paulus  H^gineta,  Seven  books,  1844-4  f. 
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Adams  (J[oseph?J).  See  Medical  and  physical  journal,  1808-9. 
Adams  (Joseph).  See  Hunter  (J.),  Memoirs,  by  J.  A.,  2nd  ed., 
1818. 

Addison  (Thomas).  See  Morgan  (J.)  <&  T.  A.,  Essay  on  the 
operation  of  poisonous  agents  on  the  living  body,  1829. 
Addison  (W.  Innes).  See  University  of  Glasgow,  Roll  of 
graduates,  189S. 

Addison  (William).  Dissertation  on  the  nature  and  properties  of 
Malvern  water  ; the  causes  and  treatment  of  scrofulous  diseases 
and  consumption,  [and]  the  influence  of  terrestrial  radiation 
of  caloric  upon  local  salubrity.  Second  edition.  London, 
1831.  10  + 222  p. 

Addyman  (Frank  T.).  Agricultural  analysis,  quantitative. 

London,  1893.  8 + 200  p. 

Adermann  (Friedrich).  Beitrage  zur  Kenntniss  der  in  der  Cory- 
dalis  cava  enthaltenen  Alkaloide.  Dorpat,  1890.  44p.  (Pam.  49.) 
Adet.  See  Annales  de  chimie. 

Admiralty  manual  of  scientific  inquiry.  See  Great  Britain  and 
Ireland,  Admiralty,  2nd  ed.,  1851  ; 4th  ed.,  1871. 

Adrian.  Etude  historique  sur  les  extraits  pliarmaceutiques. 
Paris,  1889.  16  + 382  p. 

Adulterations.  (See  also  under  separate  drugs  or  articles  of  food.) 

— Bussy  (A.  [A.  B.])  <£•  A.  F.  Boutron-Charlard,  Traite  des 

moyens  de  reconnaitre  les  falsifications  des  drogues,  1829. 

— Chevallier  ([J.  B.]  A.),  Dictionnaire  des  alterations  et  falsifi- 

cations des  substances  alimentaires,  medicamenteuses  et  com- 
merciales,  3me  ed.,  1857-58. 

— Gille  (N.  [J.  G.]),  Falsifications  des  substances  aliment.,  1853. 

— - — Falsifications  des  medicaments  simples,  2me  ed.,  1891. 

— Hassall  (A.  H.),  Food  and  its  adulterations,  1855. 

Adulterations  detected  in  food  and  medicine,  2nd  ed.,  1861. 

Food,  its  adulterations,  and  methods  for  detection,  1876. 

— Peirce  (C.  H.),  Examinations  of  drugs,  etc.,  1852. 

— Squibb  (E.  R.),  Proposed  legislation  [in  the  United  States],  1879. 
JEneis.  Vergilius  Maro  (P.),  Bucolica,  etc.,  1876. 

Aerated  water.  See  Water. 

Aesculapius.  See  Hildegardis,  Physica,  1533. 
iEsculus  hippocastanum.  Lepage  (P.  H.),  Quelques  faits  pour 
servir  a l’histoire  chimique  et  technologique  du  marron  d’lnde, 
[1855]. 

— Thibierge  (A.)  <£■  Remilly,  De  l’amidon  du  marron  d’lnde, 

2me  ed.,  1857. 

iEsop.  See  Piledrus  (A.  L.),  Fabulse  Alsopise,  1860. 

Aetius  Amidenus.  See  MediCjE  artis  principes,  1567,  tom.  3. 
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Africa.  Bernardin  (K.  J.),  L’Afrique  centrale,  6tude  sur  ses 
produits  commerciaux,  1877. 

Burman  (J.),  Thesaurus  Zeylanicus,  [Catalogi  duo  plantarum 

Africanaruru,]  1737. 

— CjESAR  (C.  J.),  Commentarii  [...  de  bello  Africano],  1578  ; 1840..  ' 
Durand  (T.)  & H.  Schinz,  Conspectus  flor*  Africa,  1895.  * 

Grant  (C.  S.),  West  African  hygiene,  1882  ; 2nd  ed.,  1884. 

Great  Britain  and  Ireland,  Commissioners  of  Works,  etc.,  Flora 

of  tropical  Africa,  by  D.  Oliver,  etc.,  1868—  i I,  1897—98. 

Harvey  (W.  H.)  & 0.  W.  Sonder,  Flora  Capensis,  1859-65, 

1896-1900.  * 

— Hooker  (W.  J.),  Niger  flora,  1849.  * 

Loureiro  (J.  de),  Flora  Cochinchinensis,  quibus  accedunt 

[plant*]  observatfe  in  Africa  orientali,  1790.  * 

— Moore  (F.),  Travels  into  inland  parts,  2nd  ed.,  [1735  ?].  * 

— Pappe  ([C.  W.]  L.),  Florae  Capensis  medic*  prodromus,  2nd  ed.,. 

1857  ; 3rd  ed.,  1868.  * 

Afzelius  (Adam).  Achetae  Guineenses.  U psaliae,  1804.  2 + 34  p. 

+ ipl.  %■* 

Genera  plantarum  Guineensium.  Upsaliae,  1804.  4 + 8 + 28  p. 

B.  * 

Remedia  Guineensia.  Upsaliae.  1813-17.  [108]  p.  + 1 pi.  ©■  **' 

gtirpium  in  Guinea  medicinalium  species  cognitae.  Upsaliae,. 

1817- 25.  4 + 2 + 16  p.  % * 

Stirpium  in  Guinea  medicinalium  species  novae.  Upsaliae,. 

1818- 29.  4 + 2 + 16  p.  B.  * 

Agaric  resin.  Masing  (E.),  Uber  das  Harz  des  Larehenschwamms,-. 
[1875]. 

Agave.  Martius  (C.  F.  P.  v.),  Beitrag  zur  Natur-  und  Literar- 
Geschichte  der  Agaveen,  1855. 

Agriculture  and  Farming.  (See  also  Horticulture,  Manures,  etc.  i 

— Acland  (T.  D.),  Introduction  to  the  chemistry  of  farming,  2nd  ed.  . 

1892. 

Addyman  (F.  T.),  Agricultural  analysis,  1893. 

Ainslie  (W.),  Materia  medica  of  Hindoostan,  and  agriculturist  i 

nomenclature,  1813.  * 

Materia  Indica,  articles  employed  in  agriculture,  1826. 

— Annals  of  philosophy;  or,  Magazine  of  ...  agric.,  etc.,  1813-26. 
_ Boussingault  (J.  B.  [J.  D.]),  Rural  economy,  2nd  ed.,  1845. 

Chemist,  monthly  journal  of  chemistry  applied  toagiic.,  1849  m * 

— Church  (A.  II.),  Laboratory  guide  for  students  of  agriculture 

chemistry,  1864;  3rd  ed.,  1874;  4th  ed.,  1877  ; 5th  ed.,  1882.’. 

Cleghorn  (H.  [F.  C.]),  Notes  on  agric.  of  Malta  and  Sicily,  1S7<  I 

_ Davy  (II.),  Collected  works,  1839-40,  vol.  7-8  (see). 
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Agriculture  and  Farming — continued. 

— Davy  (H.),  Elements  of  agricultural  chemistry,  3rd  ed.,  1821  ; 

6th  ed.,  1839  ; new  ed.,  1846. 

— Fordyce  (G.),  Elements  of  agriculture,  2nd  ed.,  [with]  appendix 

for  farmers,  1771  ; 4th  ed.,  1789. 

— Frankland  (P.  F.),  Agricultural  chemical  analysis,  1883. 

— Fream  (W.),  Elements  of  agriculture,  5th  ed.,  1893. 

— Great  Britain  and  Ireland,  Parliament,  Agricultural  returns 

of  G.  B.,  British  possessions,  and  foreign  countries,  1871-73. 

— Heryey-Saint-Denys  ([M.  J.]  L.  d’),  Recherches  sur  l’agricul- 

ture  et  l’horticulture  des  chinois,  1850.  * 

— Imperial  College  of  Agriculture,  Japan,  catalogue  of  agri- 

cultural products  in  the  Sydney  International  Exhibition, 
1879. 

— Johnson  (S.  W.),  How  crops  grow,  1869. 

— Johnston  (J.  F.  W.),  Elements  of  agricultural  chemistry  and 

geology,  9th  ed.,  1871. 

— Liebig  (J.  v.),  Organic  chemistry  in  its  applications  to  agricul- 

ture and  physiology,  1840  ; 4th  ed.,  1847. 

— — Familiar  letters  on  chemistry,  3rd  ed.,  1851  ; 4th  ed.,  1859. 
Letters  on  modern  agriculture,  1859. 

— Miller  (P.),  Abridgement  of  the  Gardener’s  dictionary,  1763. 

— Mitchell  (J.),  Manual  of  agricultural  analysis,  1845. 

— Nesbit  (J.  C.),  On  agricultural  chemistry,  3rd  ed.,  [1856  ?]. 

— Normandy  (A.),  The  farmer’s  manual  of  agricultural  chemistry, 

1853. 

— Percival  (J.),  Agricultural  botany,  1900. 

— Philosophical  magazineand  journal  of  ...  agriculture,  1814-17.  * 

— Recreations  in  agriculture,  by  J.  Anderson,  1799-1802. 

— Ronquillo  (J.  O.),  Diccionario  de  materia  mercantil,  industrial 

y agricola,  1 85 1— [ 60], 

— Royal  Agricultural  and  Commercial  Society  of  British 

Guiana  (see). 

— Semler  (H.),  Die  tropische  Agrikultur,  4.  Bd.,  1892-93  ; 2.  Aufl., 

1.-2.  Bd.,  1897-1900. 

— Solly  (E.),  Rural  chemistry,  1843. 

— Stillingfleet  (B.),  Miscellaneous  tracts,  2nd  ed.,  1762. 

— Storer  (F.  H.),  Agriculture  in  some  of  its  relations  with 

chemistry,  1887. 

— Story  (W.),  Essay  on  agriculture  of  Victoria,  1861. 

— United  States  of  America,  Department  of  Agriculture, 

Report  of  commissioner,  1872-78. 

Division  of  chemistry,  bulletin,  1884-93. 

— Warington  [jun.]  (R.),  Chemistry  of  the  farm,  1881. 
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Agriculture  and  Farming — continued. 

Wilson  (John),  Agricultural  products  and  implements,  1853. 

_ Wrightson  ([J.]),  Agricultural  machinery,  2nd  ed.,  1877. 

Aguiar  (Joaquim  Macedo  de).  Memoria  sobre  a araroba. 

1879.  6 + 156  p.  +4  pi. 

Aikiu  (Arthur).  See  Annals  of  philosophy,  1818. 

gee  Guy’s  Hospital,  Syllabus  of  chemical  lectures,  1822. 

Aikin  (A[rthurj)  & C.  B.  Aikin.  Dictionary  of  chemistry  and: 
mineralogy  ; with  an  account  of  processes  in  chemical  manu- 
factures, a description  of  chemical  apparatus,  and  various- 

tables.  London,  1807.  2 vol.,  15  pi. 

_ Account  of  recent  discoveries  and  improvements  in  chemistry, 
and  mineralogy;  an  appendix  to  their  Dictionary.  London,. 

1814.  176  p.  +1  pi-  • 

Aikin  (Charles  Bochemont).  See  Aikin  (A.)  tt  C.  B.  A.  ... 
Aikin  (John).  See  Baume  (A.),  Manual  of  chemistry,  translated!. 

2nd  ed.,  1786.  . .,  , 

- See  Lewis  (W.),  Experimental  history  of  materia  medica,  4th  eel.. 

1791  • Complete  dictionary  of  materia  medica,  4th  ed.,  1810. 

■it...  (Alex.).  See  Barham  (H.),  Hortus  Americans,  1794  , 

Ainslie  (Whitelaw).  Materia  medica  of  Hindoostan,  and  artisan  i; 
and  agriculturist’s  nomenclature.  Madras,  1813.  10  + 3O4+- 

48  p , interleaved,  ms.  notes , bound  in  2 vol.  % * 

_ Materia  Indica;  account  of  articles  employed  by  the  Hindoo* 
and  other  eastern  nations  in  medicine,  arts,  and  agriculture? 
[with!  formulae,  names  of  diseases  in  eastern  languages,  list  co: 
oriental  books  connected  with  general  science,  etc.  [Seconni 
edition  of  the  preceding  work.]  London,  1826.  2 vol. 

— Same.  Another  copy.  %*  . , 

Ainsworth  ([Bobert]).  Latin  [and  English]  dictionary;  wi 

additions  by  Bev.  B.  W.  Beatson  ; revised  by  W illiam  Ellul 
London,  1878.  4 + 24+1104  + 122  + 82  p.  * 

Air  or  Atmosphere.  (See  also  Phlogiston  Pneumatics.) 

_ Beddoes  (T.)  & J.  Watt,  Considerations  on  the  medicinal  ush 
and  on  the  production  of  factitious  airs,  ed.  3rd,  1(96. 

_ Boyle  (B  ),  Continuation  of  new  experiments  physico-mechamc;  i 
touching  the  spring  and  weight  of  the  air,  [with]  discourse  .(j 
the  atmospheres  of  consistent  bodies,  1669. 

Tracts,  account  of  a statical  hygroscope,  the  force  of  tt| 

air’s  moisture,  etc.,  1674. 

Tracts,  suspicions  about  hidden  qualities  of  the  air,  16(4. 

jrELDT  (V.),  Der  Kohlens'auregehalt  der  Luft  in  Dorpat,  18S(. 

T0X  (C.  B.),  Sanitary  examinations  of  water,  air  and  food,  2.j 

ed.,  1886. 


AIR— ALB 


15 


Air  or  Atmosphere — continued. 

— Frey  (E.  v.),  Der  Kohlensauregehalt  der  Luft  in  Dorpat,  1889. 

— Heimann  (J.),  Der  Kohlensauregehalt  der  Luft  in  Dorpat,  1888. 

— Hippocrates,  Upon  air,  water,  and  situation,  1734. 

— Ingen-Housz  (J.),  Experiments  upon  vegetables,  discovering 

their  power  of  purifying  the  air,  and  of  injuring  it,  1779. 

— Macdonald  (J.  D.),  Guide  to  the  microscopical  examination  of 

drinking  water,  with  an  appendix  on  air,  2nd  ed.,  1883. 

— Priestley  (J.),  Philosophical  empiricism,  with  observations  re- 

lating to  different  kinds  of  air,  1775. 

Experiments  and  observations,  1 7[77— ]81  ; 1779-86;  1790  ; 

1796. 

— Ramsay  (W.),  The  gases  of  the  atmosphere,  1896. 

— Reid  (J.),  Description  of  a revolving  washer,  for  removing 

impurities  from  gas  and  air,  1867. 

— Saul  (E.),  Historical  and  philosophical  account  of  the  barometer, 

theory  of  the  atmosphere,  etc.,  2nd  ed.,  1735. 

— Scheele  (C.  W.),  Chemical  observations  and  experiments  on 

air  and  fire,  1780. 

— Smith  (R.  A.),  Air  and  rain,  chemical  climatology,  1872. 

— Tyndall  (J.),  Essays  on  the  floating-matter  of  the  air  in  relation 

to  putrefaction  and  infection,  1881. 

Air  (Dense  inflammable).  See  Hydrogen. 

Air  (Fixed).  See  Carbonic  acid. 

Air  (Oxygen  or  Vital).  Hill  (D.),  Practical  observations  on  the 
use  of  oxygen  in  the  cure  of  diseases,  2nd  ed.,  1820. 
Aitchison  (James  Edward  Tierney).  Catalogue  of  the  plants  of 
the  Punjab  and  Sindh.  London,  1869.  8+204  p.  1§.  * 

Aitken  (W.  C.).  Guns;  Nails;  Locks;  Wood  screws;  Railway 
bolts  and  spikes  ; Buttons ; Pins ; Needles  ; Saddlery ; Electro- 
plate. (In  Bevan,  G.  P.,  British  manufacturing  industries, 
2nd  ed.,  1878,  Birmingham  trades,  p.  1-150.) 

Aitken  ( Sir  William).  On  the  animal  alkaloids  ; the  ptomaines, 
leucomai'nes,  and  extractives  in  their  pathological  relations ; 
being  a short  summary  of  recent  researches.  London,  1 887. 

8 + 62  p. 

Aiton  (William).  Hortus  Kewensis  ; catalogue  of  plants  cultivated 
in  the  Royal  Botanic  Garden  at  Kew.  London,  1789.  3 vol., 

13  pi.  * 

Akazga  or  M’boundou.  Fraser  (T.  R.),  On  the  characters  of  the 
akazga  plant,  1868. 

— Kauffeisen  (L.),  Du  m’boundou,  ou  poison  d’epreuve  du  Gabon, 
1876. 

Albert  (E.).  See  Jaiiresbericht  der  chirurgischen  Klinik,  1871. 
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Albumen.  (For  Albuminuria,  see  Urine.) 

_ Girgensoiin  (L.),  Beitrage  zur  Albuminometrie,  etc.,  1872. 

Liborius  (P.),  Beitrage  zur  quantitativen  Eiweissbestimmung, 

1871. 

Alcaptone.  Schmitt  (E.),  L’alcaptone  dans  les  urines,  1882. 

Alchemy.  (See  also  Chemistry  Philosopher’s  stone.) 

— Bacon  (R),  Radix  mundi,  Speculum  alchimise,  1692. 

_ Cooper  (W.),  Catalogue  of  chymicall  books,  1675[— 88]. 

Faber  (P.  J.),  Palladium  spagyricum,  ed.  2a,  1632. 

— Glauber  (J.  R),  Works,  containing  secrets  in  alchymy,  1689. 

Description  of  new  philosophical  furnaces,  1652. 

— f Jabir  ibn  Hayyan  or  Geber,]  Summa  perfections,  etc.,  1682. 

Lullius  (R.),  Libelli  aliquot  chemici,  opera  Toxitse  editi,  1600. 

Codicillus,  seu  Vade  mecum,  postrema  ed.,  1651. 

— Ripley  (G.),  Medulla  alchymise,  1692. 

— Rodwell  (G.  F.),  Birth  of  chemistry,  1874. 

_ Thompson  (C.  J.  S.),  The  mystery  and  romance  of  alchemy  and 

pharmacy,  1897.  r vi. 

Alcock  (Randal  H.).  Botanical  names  for  English  readers  ; [with 

sketch  of  the  history  of  botany].  London,  1876.  20  + 236  p. 

Alcock  (Rutherford).  International  Exhibition,  1862  ; catalogue 
of  works  sent  from  Japan.  London,  [1862].  12  p. 

Alcohol.  (See  also  Beer  Distillation  --Spirits  Wine.) 

_ Dragendorff  (G.),  Die  Yerfalschung  atherischer  Ole  mit  Ter- 
pentin-01,  etc.,  und  ihre  Erkennung  durch  Wemgeist,  [I8i3j. 

_ Prescott  (A.  B.),  Chemical  examination  of  alcoholic  liquors, 

_ Stevenson  (T.),  Treatise  on  alcohol,  with  tables  of  spin  - 
gravities,  2nd  ed.,  1888.  * 

Aldini  (John).  General  views  on  the  application  of  galvanism  to 
medical  purposes;  principally  in  cases  of  suspended  animation. 

London,  1819.  8 + 2 + 96  p.  (Pam.  34.) 

Aldis  (Sir  Charles).  See  Carolus. 

Aldous  (Rev.  J.  C.  P.).  Elementary  course  of  physics.  London, 

1898.  12  + 862  p.  . , , . 

[Alechamps  (Jacques  4'),  «■  Jacobus  Dalechamplua]  H.stona 

generate  plantarum.  Lugduni,  1586.  12+  1922+  112  p„  m 

Alessandri  (P.  E.).  Manuals  del  farmacUta.  Scconda  edisione. 

Milano,  1898.  14  + 732  p.  , 

[Alessio,  Piemontese,  pseud,  for  Girolomo  Ruscelli?  Secrets  of: 
Alexis;  containing  excellent  remedies  against  divers  diseases,, 
woundes,  and  accidentes,  etc.,  translated  oute  of  Frenche  into 
Englyshe,  by  W.  Warde.  London,  1560-62.]  Pts.  - . 
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[Alessio,  Piemontese,  pseud,  for  Girolomo  Ruscelli  ?] — continued. 

— Secrets — continued.  [Another  edition.  London,  1568?  Pt.  1.] 
Note. — Wants  t.-p.,  introcl.,  pt.  of  fol.  00,  ff.  08,  02-93,  and  pt.  of  contents. 

Alexander  (William).  Experimental  essays  on  the  external  appli- 
cation of  antiseptics  in  putrid  diseases  ; on  the  doses  and  effects 
of  medicines ; [and]  on  diuretics  and  sudorifics.  London, 
1768.  4 + 8 + 220  p. 

Alexander  Trallictnus.  Pharmacognostische  Notizen  aus  A.  T.  ; 
von  F.  A.  Fliickiger.  [Halle,  1880.]  [10]  p.,  n.  t.-p.  (Pam. 

45.) 

— See  also  Medicae  artis  principes,  1567,  tom.  1. 

Alexandria.  C/esak  (C.  J.),  Commentarii  [...  de  bello  Alexandrino], 
1578  ; ed.  nova,  1840. 

Alexandrow  (F.).  New  practical  and  easy  method  of  learning  the 
Russian  language.  Second  edition.  London,  1879.  8 + 128  p. 
Alexis.  See  Alessio,  Piemontese. 

Algae.  Cooke  (M.  C.),  British  fresh- water  algae,  exclusive  of 
desmidieae  and  diatomaceae,  1882-84.  * 

— Cooke  (M.  C.),  British  desmids,  18[86-]87.  * 

— Lautie  (H.  B.),  Des  algues  pharmaceutiques,  1887.  m 

Algebra.  Griffin  (W.  N.),  Elem.  of  algebra,  1871 Notes,  1872. 
Algeria.  France,  Ministers  de  l’interieur,  Exposition  universelle 

de  1873  a Vienne,  Algerie,  catalogue  special,  1873. 

— Hardy  ([A.]),  Note  sur  la  culture  du  quinquina,  1868. 

— Roucher  (C.),  De  la  rage  [hydrophobie]  en  Algerie,  1866. 

Alibert  (J.  L.).  Nouveaux  elemens  de  therapeutique  et  de  matiere 

medicale,  suivi  d’un  essai  sur  l’art  de  formuler.  Paris,  an 
12-13,  [1804-5].  2 tomes. 

— Same.  Quatrieme  edition.  Paris,  1817.  2 tomes.  1|.  * 

— Same.  Cinquieme  edition,  [suivi  d’un  precis  sur  les  eaux 

minerales].  Paris,  1826.  3 tomes. 

Aliment.  See  Food,  Drink,  and  Diet. 

Alison  (Sfomerville]  Scott).  Practical  analysis  of  seventy  cases  of 
disease  of  the  heart.  London,  1851.  2 + 46  p.  (Pam.  35.) 

Alkalies.  Black  (J.),  Experiments  upon  alcaline  substances,  1777. 

— Church  ([A.  H.]),  Acids,  alkalies,  soap,  etc.,  2nd  ed.,  1877. 

— Kingzett  (C.  T.),  History,  products,  and  processes  of  the  alkali 

trade,  1877. 

— Lunge  (G.),  Theoretical  and  practical  treatise  on  the  manufac- 

ture of  sulphuric  acid  and  alkali,  1879-80. 

Lunge  (G.)  d F.  Hurter,  The  alkali-makers’  handbook,  2nd  ed., 
1891. 

— Ure  (A.),  Chemistry  simplified,  testing  of  alkalies,  [1844], 
Alkaline  permanganates.  See  Disinfec  tion. 
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Alkaline  salts.  Patrouillard  (C.),  Sur  le  gmgembre  blanc  ... 

Recherche  des  arseniates  dans  les  sels  alcalms,  etc.,  1875. 
Alkaloids  (Animal).  Aitken  (W.),  On  the  animal  alkaloids,  the 
ptomaines,  leucomaines,  and  extractives,  1887. 

— Gautier  (E.  J.  A.),  Sur  les  alcaloides  derives  de  la  destruction 
bacterienne  ou  physiologique  des  tissue  animaux,  ptomaines  et 


Grabner  (F.),  Beitrage  zur  Kenntniss  der  Ptomaine,  1882. 

— Guareschi  (I.),  Einfiihrung  in  das  Studium  der  Alkaloide  ... 

und  der  Ptomaine,  1896-97. 

Alkaloids  (Vegetable).  ( See  individual  alkaloids  under  their  names.) 

— Arbre  (W.  F.  de  l’),  Uber  die  Verbindungen  einzelner  Alkaloide 

mit  Gallensauren,  1871. 

— Bourgoin  ([A.]  E.),  Chimie  organique,  des  alcalis  orgamques, 

— . Guareschi  (I.),  Einfiihrung  in  das  Studium  der  Alkaloide, 

1896-97.  . , , ... 

— Hasselt  (A.  van),  De  oplosbaarheid  van  eemge  alcaloiden  m 

verband  beschouwd  met  de  methoden  hunner  afscheuhng, 

1869.  n r,  n n 

Keith  (B.)  and  Co.,  Positive  medical  agents,  [by  G.  Goe?| 

1855. 

Kopp  (E.),  On  the  artificial  formation  of  alkaloids,  1848. 

— Marchand  (E.),  Notes  ...  suiviesd’un  memoire  sur  les  alterations 

eprouvees  par  quelques  alcalis  organiques,  au  contact  et  sous 
l’influence  de  l’oxigene,  a l’etat  naissant,  1843. 

— Schmidt  (J.),  Uber  die  Erforschung  der  Konstitution  und  < le 

Versuche  zur  Synthese  wichtiger  Pflanzenalkaloide,  1900. 

— Sohn  (C.  E.),  Dictionary  of  the  active  principles  of  plants, 

iG  C.h  Organic  constituents  of  plants,  1878. 
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leucomaines,  1886. 


1 tab.  Ofvol.  3,  pt.  1,  2 copies. 
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Allen  (William).  Life  of  W.  A.,  with  selections  from  his  corre- 
spondence. London,  1846-47.  3 vol. 

— Memoir  of  W.  A.,  by  J.  Sherman.  London,  1851.  8 + 462  p. 

— The  Spitalfields  genius  : the  story  of  W.  A.  retold  by  J.  Fayle. 

London,  1884.  20  + 200  p.  +3  pi. 

— See  also  Guy’s  Hospital,  Syllabus  of  chemical  lectures,  1802, 

1816,  1822. 

Allgemeiner  deutscher  Apotheker-Congress,  Leipsic.  Bericht  ; 

erstattet  von  L.  F.  Bley.  Hannover,  1848.  2 + 58  p. 

Allgemeiner  deutscher  Apotheker-Verein,  Abtheilung  Norddeutsch- 
land.  See  Deutscher  Apotheker-Verein. 

Allgemeiner  deutscher  Apotheker-Verein,  Abtheilung  Siiddeutsch- 
land.  See  Jahrbuch  fiir  practische  Pharmacie,  1849-72. 
Allgemeiner  osterreichischer  Apotheker-Verein,  Vienna.  Zeit- 
schrift ; redigirt  von  F.  Klinger  [und  A.  J.  Sicha].  Wien, 
1871-1900.  Jahi-g.  9-38  (oder  Osterr.  Zeitschrift  fiir  Pharmazie, 
Jahrg.  25-54).  * 

— - Bericht  liber  die  ...  25. [-29.]  General-Versammlung  des  Vereines; 

verfasst  von  A.  J.  Sicha.  Wien,  1886-90.  5 pam.  * 

Almond.  See  Amygdalus. 

Alms  houses.  C[lark]  (B.),  An  exposure  of  the  corruption  of  the 
Saxon  name  arm’s  housen,  [18 — ]. 

Aloes  and  Aloin.  Dietrich  (J.),  Das  Verhalten  des  Aloin  im 
Thierkorper,  1885. 

— Kondraciii  (E.),  Beitrage  zur  Kenntniss  der  Aloe,  1874. 

— Squibb  (E.  R.),  Notes  on  a new  form  of  percolator,  ...  and  aloes, 

1873. 

— Treumann  (C.),  Beitrage  zur  Kenntniss  der  Aloe,  1880, 

Alpaca.  See  Worsted. 

Alpagus  (Andreas).  See  Husain  ibn  Abd  Allah,  Avicenna;  liber 
canonis,  de  medicinis  cordialibus,  etc.,  1555. 

Alpe  (E.  N.).  Handy  book  of  medicine  stamp  duty,  with  statutes 
and  appendices.  London,  [1888J.  142  p.  2 copies. 

Alpine  plants.  Cordus  (V.),  Annotationes,  descriptio  Aretii,  1561.* 

— Matthiolus  (P.  A.),  Compendium,  opusculum  de  itinere  Cal- 

ceolario,  1571.  * 

— Seboth  (J.),  Alpine  plants,  [1879-80],  * 

Alpinia.  See  Zingiberace.e. 

Alpinus  (Prosper).  Medicina  HCgyptiorum.  Venetiis,  1591  12  + 

175  ff. 

— Same.  Accedunt  ejusdem  auctoris  libri  de  balsamo  et  rhapon- 

tico,  ut  et  J.  Bontii  Medicina  Indorum ; editio  nova.  Lugduni 
Bata vorum,  171  [8-]9.  24  + 372+  2 + 48+  1 1 2 + 26  p.  +7  pi. 

— Same.  Another  copy.  B.  * 


ALP— AME 


Alpinus  (Prosper) — continued. 

De  balsamo  dialogus,  in  quo  verissima  balsami  plants?,  opobal- 

sami,  carpobalsami,  et  xylobalsami  cognitio  nunc  elucescit. 

2 + 48  p.  ( With  his  Medicina  /Egyptiorum,  171[8-]9.) 

_ Fr.  Histoire  du  baulme ; livre  quatriesme.  Lyon,  1619. 

110  p.  (In  Orta,  Histoire  des  drogues,  2e  ed.)  B.  * 

De  rhapontico  disputatio,  in  qua  rhapontici  planta,  quam  hactenus 

nulli  viderunt,  medicinse  studiosis  nunc  ob  oculos  ponitur, 
ipsiusque  cognitio  accuratius  expenditur,  atque  proponitur. 

26  p.  +1  pi.  (With  his  Medicina  ^Egyptiorum,  171[8-]9.) 

_ De  medicina  methodica  libri  tredecim.  Editio  secunda.  Lugduni 
Batavorum,  1719.  [24] + 804  p. 

Alston  (Charles).  Lectures  on  materia  medica,  and  appendix  on 
prescribing;  from  ms.  of  A.,  by  J.  Hope.  London,  1770. 

2 vol. 

Same.  Another  copy , bound  in  1 vol.  B.  * 

Althof  (Ludovicus  Christoph.).  See  Murray  (J.  A.),  Apparatus 
medicaminum,  1792-94. 

Alum.  Churchill’s  Technological  handbooks,  Acetic  acid  and 
vinegar,  ammonia,  and  alum,  1885. 

Aluminium.  Causse  (E.),  De  Valuminium  et  de  ses  sels,  1887. 

— Richards  (J.  W.),  Aluminium,  1887. 

Tommasi  (D.),  Ossicloruri  alluminici,  osservazioni  sull’  attuale 

peso  atomico  dell’  alluminio,  1880. 

Aluminium  (Hydrate  of).  Tommasi  (D.),  Sopra  ana  nuova  modi- 
ficazione  isomera  del  triidrato  alluminico,  1880. 

Alumni  Associations.  See  the  various  bodies  with  which  they  are 

connected. 

Amazon.  Poeffic  (E.  [F.]),  Reise  in  Chile,  Peru  und  auf  dem 
Amazonstrome,  wahrend  1827-32. 

__  Wallace  (A.  R.),  Palm  trees  of  the  Amazon,  1853.  * 

Amber.  Dragendorff  ([G.]),  Die  Entstehungsgeschichte  des 

Bernsteins,  [18781]. 

Ambition’s  dream  ; [a  poem,]  in  two  fyttes.  New  edition.  London, . 
1879.  24  + 92  p. 

America.  (See  also  below Indies  (West),  and  various  portions- 
of  America  under  their  respective  names.) 

— Monardes  (N.),  Simplicium  medicamentorum  historia,  4a  ed., 

1605.  * 

Fr.  Histoire  des  simples,  ed.  2e,  1619.  * 

— Seemann  (B.),  Die  Yolksnamen  der  amerikanischen  Ptlanzen 

1851. 

America  (Central).  Godman  (F.  D.)  A O.  Salvin,  Biologia,  Botany-, 
by  W.  B.  Hemsley,  18/9—88.  * 
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America  (North).  Drugs  and  medicines  of  N.  America,  1884-87. 

— Head  (G.),  Forest  scenes  and  incidents  in  the  wilds,  2nd  ed., 

1838. 

— Purs[c]h  (F.  [T.]),  Flora  Americse  septentrionalis,  1814.  * 
America  (South).  Barham  (H.),  Hortus  Americanus,  1794. 

— FeuillIse  (L.),  Beschreibung  zur  Arzeney  dienlicher  Pflanzen, 

1756.* 

— Humboldt  ([F.  H.]  A.  v.)  & A.  Bonpland,  Plantes  equinox- 

iales,  1808-9.* 

— Ivarsten  (H.  [G.  K.  W.]),  Florse  Columbia  specimina  selecta, 

1858.* 

— Lambert  (A.  B.),  An  illustration  of  the  genus  cinchona,  Hum- 

boldt’s account  of  cinchona  forests,  Ruiz  on  various  medicinal 
plants,  1821.  * 

— Miers  (J.),  On  the  apocynaceas,  1878.* 

— Piso  (G.  [or  W.]),  De  Indiae  utriusque  re  naturali  et  medica, 

1658.* 

America  (United  States  of).  See  United  States  of  America. 
American  Chemical  Institute,  New  York.  See  Keith  (B.)  & Co. 
American  Chemical  Society.  Journal.  New  York,  1879-92; 

Easton,  1893-1900.  Yol.  1-22,  pi.* 

American  chemist  (The) ; edited  by  C.  F.  Chandler  and  W.  H. 

Chandler.  New  York,  187[4->]7.  Vol.  5-7. 

American  dispensatory.  See  King  (J.),  8th  ed.,  1872  ; 17th  ed.,  1895. 
American  druggist,  1884-97.  See  New  remedies. 

American  homoeopathic  pharmacopoeia.  See  Boericke  & Tafel, 
3rd  ed.,  by  J.  T.  O’Connor,  1885.  * 

— See  Keene  (J.)  d L.  T.  Ashwell,  Companion  to  British  and 

American  homoeopathic  pharmacopoeias,  3rd  ed.,  1884. 

American  journal  of  pharmacy.  See  Philadelphia  College  of  P.  * 
American  Library  Association,  N.Y.  See  Library  journal. 
American  library  journal.  See  Library  journal,  1876-77,  vol.  1. 
American  monthly  microscopical  journal.  Washington,  1894-97. 
Vol.  15-18,  pi. 

American  new  dispensatory.  See  Thacher  (J.),  2nd  ed.,  1813. 
American  Pharmaceutical  Association,  Philadelphia.  Minutes  of 
the  Convention  of  Pharmaceutists  and  Druggists,  New  York, 
1851.  Philadelphia,  [reprinted]  1865.  12  p. 

— Proceedings  of  the  National  Pharmaceutical  Convention,  Phila- 

delphia, 1852.  Second  edition.  Philadelphia,  1865.  32  p. 

— Proceedings  of  the  A.  P.  A.  Philadelphia,  1853-8;  Boston, 

1859;  Phila.,  1860,  1862-93;  Baltimore,  1894-99.  Yol. 
3-47  ; por.,  tab.  Of  v.  8,  2 copies. 

— Same.  Index  to  vol.  [1-8].  Philadelphia,  1862.  64  p. 
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American  Pharmaceutical  Association,  Philadelphia— continued. 

— Proceedings.  Index  to  vol.  9-17.  Philadelphia,  1871.  116  p. 

Same.  Index  to  vol.  18-30.  Philadelphia,  1884.  2+176  p. 

— Same.  Index  to  vol.  31-38.  Philadelphia,  1891.  138  p. 

Address  to  druggists  and  apothecaries,  and  their  clerks  and 

apprentices.  Philadelphia,  1854.  12  p.  (Pam.  13.) 

Syllabus  of  a course  of  study,  intended  as  an  aid  to  students 

of  pharmacy,  who  cannot  avail  themselves  of  regular  instruc- 
tion; being  a report  made  to  the  A.  P.  A.  by  W.  Procter,  jr., 
chairman  of  committee  appointed  for  that  purpose.  [Phila- 
delphia, 1858.]  66  p.,  n.  t.-p.  (Pam.  40.) 

_ Report  on  the  revision  of  the  U.  S.  pharmacopeia,  preliminary 
to  the  convention  of  1880  ; prepared  and  compiled  by  C.  Rice, 
chairman  of  the  committee.  New  York,  [ privately  printed ,] 
1880.  18  + 202  p. 

— National  formulary  of  unofficinal  preparations;  first  issue. 

[Philadelphia,]  1888.  12  + 176  p. 

— Same.  Revised  edition.  [Baltimore,]  1896.  14  + 196  p. 

Ammi  visnaga.  Malossb  (T.),  Sur  l’ammi  visnaga,  1881. 

Ammonia.  Churchill’s  Technological  handbooks,  Acetic  acid  and 

vinegar,  ammonia,  and  alum,  1885. 

— Halford  (G.  B.),  On  the  injection  of  ammonia  into  the  circula- 

tion, 1869. 

— Lunge  (G.),  Treatise  on  the  distillation  of  coal-tar  and  ammo- 

niacal  liquor,  1882. 

Coal-tar  and  ammonia,  2nd  ed.  of  Treatise,  1887. 

— [Taylor  (E.),]  Use  and  value  of  ammoniacal  liquor,  1853. 
Ammonia  (Citrate  of  bismuth  and).  Squibb  (E.  R.),  Notes,  1873. 
Ammoniacal  liquor.  See  Ammonia. 

Ammoniacum.  Borszczow  (E.),  Die  pharmaceutiscli-wichtigen 
Ferulaceen  der  aralo-caspischen  Wiiste,  etc.,  I860. 

— - Hirschsohn  (E.),  Vergleichende  Untersuchungen  der  wichti- 
geren  Sorten  des  Galbanum-  und  Ammoniakgummis,  1875.^ 

Fr.  Etude  comparative  ...  de  la  gomme  ammoniaque,  1876. 

Ammunition.  Lindsey  (G.),  Pens,  Ammunition,  etc.,  2nd  ed.,  18 <8. 
Amoenitates  exotica*.  See  Kasmpfer  (E.),  1712. 

Amsterdam.  See  Pharmacopiea  Amstelredamensis,  1701. 
Amygdalin.  Lehmann  (E.),  Uber  das  Amygdalin  in  den  Fruclit- 
kernen  der  Kirschen,  Pflaumen,  Pfirsiche  und  Apfel,  etc., 
1874. 

Amygdalus  communis.  Lepage  (P.  H.),  Experiences  pour  >er\n- 
a l’histoire  ...,  eau  distillee  d’amandes  anises,  [1848]. 
Amyrin.  Burn  (E.),  Neue  Beitrage  zur  Kenntniss  des  Elemi, 

[1876]. 
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Anaesthesia.  ( See  also  individual  anaesthetics  under  their  names.) 
Coleman  (A.),  Anaesthesia  in  reference  to  dental  surgery,  1862. 

- Dana  jun.  (R.  H.),  History  of  the  ether  discovery,  1848. 

— Duroy  ([J.  L.  P.]),  Anesthesim&tre,  nouvel  appareil,  1856. 

— [Shaw  (S.  P.),]  Who  discovered  anaesthesia?  [1868]. 

United  States  [of  America],  Congress,  Statements,  supported 

by  evidence,  of  W.  T.  G.  Morton,  on  his  claim  to  the  dis- 
covery of  the  anaesthetic  properties  of  ether,  [Majority 
report,  Report  of  the  minority  vindicating  the  rights  of 
C.  T.  Jackson,  Testimony  in  relation  to  the  claims  of  H.  Wells, 
etc.,]  1853. 

— Valat  (H.),  Des  anesthesiques,  1887. 

Analysis  (Chemical).  See  Chemistry. 

Analyst  (The)  ; including  the  proceedings  of  the  Society  of  Public 
Analysts;  a monthly  journal,  edited  by  G.  W.  Wigner,  [J. 
Muter,  etc.\  London,  [1876-1900].  Vol.  1-25,  tab.  * 

Note. — Vol.  1 and  vol.  16-25  published  under  the  direction  of  the  Society. 

— General  index  to  vol.  1-20,  1876-96.  London,  1897.  4-184  p.  * 
Anatomy.  ( For  Vegetable  anatomy,  see  Botany.) 

— Blumenbach  (J.  F.),  Manual  of  comparative  anatomy,  2nd  ed., 

1827.  * 

— - Carpenter  (W.  B.),  Manual  of  physiology,  including  physiological 
anatomy,  4th  ed.,  1865. 

— Cuvier  ([G.  L.  C.  F.  D.  de]),  Le  regne  animal,  introduction  a 

l’anatomie  comparee,  1817  ; nouv.  ed.,  1829. 

— Davy  (J.),  Researches,  physiological  and  anatomical,  1839. 

— Edinburgh  philosophical  journal,  [comparative  anatomy,] 

1824-6. 

— Jones  (T.  Rymer),  General  outline  of  the  animal  kingdom, 

1841  ; 4th  ed.,  1871. 

— [Mehu  (C.  J.  M.)],  Solubilite  de  I’acide  arsenieux  dans 

l’alcool,  liquide  pour  la  conservation  des  pieces  anatomiques, 
[1870?]. 

— Pare  (A.),  Les  oeuvres,  6me  ed.,  1607. 

Dutch,  [158-  -16—?]. 

Eny.,  Workes  of  A.  Parey,  1649. 

I — Quain  ([J.]),  Elements  of  anatomy,  8th  ed.,  1878. 

— Raokstrow,  Descriptive  catalogue  of  anatomical  figures,  1780. 

— St.  Thomas’s  Hosp.,  Descriptive  catalogue  of  museum,  1847-59. 
Anchors.  Lindsey  (G.),  Pens,  Anchors  and  chain  cables,  2nd  ed., 

1878. 

Ancient  war  of  the  knights.  See  Hermetical  triumph,  1723. 
Anderson  (Mrs.  Elizabeth  Garrett).  See  London  School  of 
Medicine  for  Women,  Inaugural  address,  1877. 
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Anderson  (James).  See  Recreations  in  agriculture,  1799-1802. 
Anderson  (Sir  John).  Strength  of  materials  and  structures. 
Third  edition.  London,  1876.  2+144-302  + 2 p.  (Text- 

books of  science.) 

Anderson  (Thomas).  See  Edinburgh  philosophical  journal,  1855-6. 
Andonard  (A.).  Nouveaux  elements  de  pharmacie.  Deuxieme 
edition.  Paris,  1882  [pub.  1881-2].  24  + 950  p. 

Andre  (G.  G.).  See  Spons’  Encyclopaedia,  1879,  1 Vote. 

Andromedotoxin.  Zaaijer  (H.  G.  de),  Onderzoekingen  over  andro- 
medotoxine,  1886. 

Anemonin.  Basiner  (A.),  Die  Vergiftung  mit  Ranunkelol,  Ane- 
monin  und  Cardol,  etc.,  1881. 

Angelas  (Fr.).  See  Persia,  Pharmacopoea  Persica,  1681. 

Anglesey.  Griffith  (J.  E.),  Flora,  [1895].  * 

Angola.  Welwitsch  (F.),  Synopse  explicativa  das  amostras  de 
madeiras  e drogas  medicinaes,  1862.  * 

Angrsecum  fragrans.  Delteil  (A.),  La  vanille  ;Y  la  Reunion,  [avec 
Notice  sur  le  faham,  angrsecum  fragrans,]  1878. 

Angstrom  (A[nders]  J[ons]).  Memoire  sur  la  polarisation  recti- 
ligne  et  la  double  refraction  des  cristaux  a trois  axes  obliques. 

Upsal,  1849.  2 + 72  p.  (Pam.  6.) 

Aneustura  hark.  Brande  (A.  E.),  Experiments  and  observations, 

1791- 

Aniline.  Engelhardt  (R.  v.),  Beitrage  zur  Toxikologie  des  Amlin, 
1888. 

Geoffroy  (E.),  Aniline  et  fuchsine,  1887. 

Animal  kingdom.  See  Anatomy  ; — Physiology  ; Zoology,  etc. 
Animal  products.  Owen  (R.),  Raw  materials  from  the  animal 
kingdom,  1852. 

— Simmonds  (P.  L.),  Animal  products,  preparation,  etc.,  1877. 

Ann  Arbor.  See  University  of  Michigan. 

Annalen  der  Chemie. 

— Annalen  der  Pharmacie;  vereinigte  Zeitschrift  des  neuen 

Journals  der  Pharm.  und  des  Magazins  fur  Pharm.  und 
Experimentalkritik ; herausgegeben  von  F.  Wohler  und  J. 
Liebig.  Heidelberg,  1838-39.  Bd.  26-32,  pi.  * 

— Annalen  der  Chemie  und  Pharmacie;  herausgegeben  von  F. 

Wohler,  J.  Liebig,  [IT.  Kopp,  E.  Erlenmeyer  und  J.  Volhard]. 
Heidelberg,  1840,  1843-55;  Leipzig,  1855-73.  Bd.  33-36, 
45-168  (oder  Bd.  33-36,  45-76;  neue  Reihe,  Bd.  1-92);  Sup- 

piemen  tbd.  1-8 ; pi.  * 

— Justus  Liebig’s  Annalen  der  Chemie  und  Pharmacie ; heraus- 

gegeben von  F.  Wohler,  H.  Kopp,  E.  Erlenmeyer  [und]  J. 
Volhard.  Leipzig,  1873-74.  Bd.  169-<2,  pi.  * 
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Annalen  der  Chemie — continued. 

— Justus  Liebig’s  Annalen  der  Chemie ; herausgegeben  von  F. 

Wohler,  H.  Kopp,  A.  W.  Hofmann,  A.  Kekule,  E.  Erlenmeyer, 
J.  Volhard,  etc.  Leipzig,  1874-1900.  Bd.  173-312,  pi.  * 

— Autoren-  und  Sach-Register.  Leipzig,  1861,  1874,  1885,  1895. 

5 Bd.  * 

1.  Bd.  1-100,  1832-56,  von  G.  C.  Wittsfcein.— 2.  Bd.  101-16,  1857-60,  von 
G.  C.  Wittstein. — 3.  Bd.  117-64  und  Supplemented.  1-8,  1861-72,  von  F. 
Carl.— 4.  Bd.  165-220,  1873-83,  von  F.  Carl.— 5.  Bd.  221-76,  1884-93. 

Annalen  der  Pharmacie.  See  Annalen  der  Chemie. 

Annalen  der  Physik  und  Chemie ; herausgegeben  von  J.  C.  Poggen- 
dorff , etc.  Leipzig,  1858-59, 1891-99.  Bd.  181-84,  278-305,  pi.  * 

— Annalen  der  Physik.  Leipzig,  1900.  Bd.  306-8.  * 

— Same.  Namenregister  zum  227.-286.  Bd.,  1874-93.  Leipzig, 

1894.  118  p.  * 

— Same.  Sachregister  zum  237.-286.  Bd.,  1877-93.  Leipzig, 

1897.  4 + 238  p.  * 

Annales  de  chimie ; ou  Recueil  de  memoires  concernant  la  chimie 
et  les  arts  qui  en  dependent  [et  specialement  la  pharmacie]  ; 
par  [Guyton]  de  Morveau,  Lavoisier,  Monge,  Berthollet,  de 
Fourcroy,  de  Dietrich,  Hassenfratz,  Adet,  [Seguin,  Vauquelin, 
Pelletier,  C.  A.  Prieur,  Chaptal,  van  Mons,  Deyeux,  Parmentier, 
Bouillon-Lagrange,  Collet- Descostils,  A.  Laugier,  Gay-Lussac, 
Thenard  et  d’Arcet].  Paris,  1789-1815.  96  tomes,  pi.  * 

— Same.  Table  generale  des  30  premiers  volumes.  Paris,  1801.  * 

— Same.  Table  generale  des  v.  31-60;  [par  L.  Biet].  Paris, 

1807.  * 

— Same.  Table  generale  des  36  derniers  volumes.  Paris,  1821.  * 

— Annales  de  chimie  et  de  physique.  [Seconde  serie] ; par  Gay- 

Lussac,  Arago,  [Chevreul,  Savary,  Dumas,  Pelouze,  Boussin- 
gault  et  Regnault].  Paris,  18[16]-40.  75  tomes,  pi.  * 

— Same.  Table  generale  des  30  premiers  volumes.  Paris, 

1831.  * 

— Same.  Table  generale  des  [v.]  31-60.  Paris,  1840.  * 

— Same.  Troisieme  serie;  [par  Gay-Lussac,  Arago,  Chevreul, 

Savary,  Dumas,  Pelouze,  Boussingault,  Regnault,  de  Senar- 
mont,  Wurtz  et  Yerdet],  Paris,  1841-63.  69  tomes,  pi.  * 

— Same.  Table  des  tomes  1-30 ; [par  E.  Maumene].  Paris, 

1851.  * 

— Same.  Table  des  tomes  31-69  ; par  E.  Willm.  Paris,  1866.  * 

— Same.  Quatrieme  serie  ; [par  Chevreul,  Dumas,  Pelouze,  Bous- 

singault, E,egnault,  Wurtz,  Yerdet  et  Bertin],  Paris,  1864-73. 
30  tomes,  pi.  * 

— Same.  Table;  par  U.  Gayon.  Paris,  1874.  * 
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Annales  de  chimie  et  de  physique — continued. 

Same.  Cinquieme  serie ; [par  Ohevreul,  Dumas,  Boussingault, 

Regnault,  Wurtz,  Berthelot,  Pasteur  et  Bertin].  Paris,  1874-83. 

30  tomes,  pi.  * 

— Same.  Table  ; par  U.  Gayon.  Paris,  1885.  * 

Same.  Sixieme  serie ; [par  Ohevreul,  Dumas,  Boussingault, 

Wurtz,  Berthelot,  Pasteur,  Bertin,  Friedel,  Becquerel  et  j 
Maseart],  Paris,  1884-93.  30  tomes,  pi.  * 

— Same.  Table  ; par  C.  Matignon.  Paris,  1895.  * 

— Same.  Septieme  serie ; [par  Berthelot,  Pasteur,  Friedel  et  Mas- 

cart].  Paris,  1894-1900.  Tomes  1-21.  * 

Annales  des  sciences  naturelles ; redigees  pour  la  zoologie  [et  la 
paleontologie]  par  [H.  et  A.]  Milne  Edwards,  pour  la  botanique 
par  A.  Brongniart,  J.  Decaisne  [et  P.  van  Tieghem]. 
Paris,  1858-1900.  Ser  4,  tom.  9-20;  ser.  5,  tom.  1-20; 
ser.  6,  tom.  1-20;  ser.  7,  botanique,  tom.  1-20;  ser.  8,  tom.  . 
1-12,  pi.  * 

Anna.li  di  chimica  medico-farmaceutica  e di  farmacologia.  Milano, 

1885-86.  Serie  4,  vol.  1-4.  * 

Annals  and  magazine  of  natural  history,  including  zoology,  botany, 
and  geology  ; being  a continuation  of  the  [Annals,  by  Jardine, 
etc.,  combined  with]  Loudon  and  Charlesworth’s  Magazine 
of  natural  history ; conducted  by  P.  J.  Selby,  G.  Johnston, 

C.  C.  Babington,  J.  H.  Balfour,  B.  Taylor,  [J.  E.  Graj, 
A.  Ilenfrey,  W.  Francis,  W.  S.  Dallas,  A.  G.  L.  G.  Giinthei, 
W.  Carruthers,  etc.\  London,  1851-1900.  Ser.  2,  v.  7-20; 
ser.  3,  v.  2-20  ; ser.  4,  v.  1-20  ; ser.  5,  v.  1-20 ; ser.  6,  v.  1-20; 
ser.  7,  v.  1-6 ; pi.,  por.  * 

Annals  of  botany;  editors,  C.  Konig  and  J.  Sims.  London,  1805  6. 

2 v.,  pi.,  por. 

Annals  of  botany;  edited  by  I.  B.  Balfour,  S.  H.  Vines,  M.  G. 

Farlow,  etc.  Oxford,  1887-1900.  Vol.  1-14,  pi. 

Annals  of  chemical  medicine.  See  Thudichum  (J.  L.  W.),  1879-81. 
Annals  of  chymistry  and  practical  pharmacy.  London,  184[2-]o. 
V.  1 ; v.  2,  p.  1-84  ; pi. 

Annals  of  electricity,  magnetism,  and  chemistry  ; and  guardian  of 
experimental  science;  conducted  by  W.  Sturgeon,  etc.  London, 
183[6]-43.  10  v.,  pi. 

Annals  of  pharmacy  and  practical  chemistry  ; a monthly  record  ot 
materia  ruedica,  pharmacy,  and  chemistry ; edited  by  A . 
Bastick  and  W.  Dickinson.  London,  1852-4.  3 v. 

[Annals  of  philosophical  discovery,  and  monthly  reporter  of  the 
progress  of  science  and  art ; edited  by  W.  Sturgeon.  London,, 
1843.]  Vol.  1,  t.-p.  and  index  wanting. 
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Annals  of  philosophy  ; or,  Magazine  of  chemistry,  mineralogy, 
mechanics,  natural  history,  agriculture,  and  the  arts ; by  T. 
Thomson,  [A.  Aikin,  J.  Bostock  and  R.  Phillips],  London, 
1813-26.  Ser.  1,  v.  1-16  ; s.  2,  v.  1-12  ; pi. 

Xote. — V.  1-2  of  s.  1 are  of  the  second  edition.  The  work  was  after- 
wards incorporated  with  the  Philosophical  magazine,  which  see. 

Annandale  (Charles).  See  Ogilvie  (J.),  Imperial  dictionary  of  the 
English  language,  new  ed.,  1883. 

Annuaire  de  la  pharmacie  francaise  et  etrangere  ; redige  par  C. 
Mehu  ; annee  1875.  Paris,  1876.  24  + 552  p.  2 copies. 

Annuaire  de  therapeutique,  de  mature  medicale,  de  pharmacie  et 
de  toxicologie,  par  A.  Bouchardat,  etc.  Paris,  1845,  1850-54, 
1857-59,  1867-78.  Annees  5,  10-14,  17-19,  27-38. 

Annuaire  des  specialites  medicates  et  pharmaceutiques.  Paris, 
1880,  [1882-84].  Annees  1,  3-5. 

Annuaire  pharmaceutique ; ou  Expose  analytique  des  travaux  de 
pharmacie,  physique,  histoire  naturelle  pharmaceutique,  hy- 
• giene,  toxicologie  et  pharmacie  legale,  etc.  ; par  O.  Reveil,  [L. 
Parisel  et  C.  Mehu].  Paris,  [1863-74].  Of  1871-74,  2 copies. 

Annual  report  of  the  progress  of  chemistry,  physics,  mineralogy, 
geology,  etc.  See  Jahresbericht  fiber  die  Fortschritte  der 
reinen,  pharmaceutischen  und  technischen  Chemie,  1849-53. 

Anschutz  (R.).  See  Richter  (Y.  v.),  Organic  chemistry,  3rd  ed., 
1900. 

Ansted  (D[avid]  T[homas]).  Non-metallio  mineral  manufactures. 
(In  Society  for  the  Encouragement  of  Arts,  Lectures  on 
results  of  Great  Exhibition,  2nd  ser.,  1853,  p.  331-74.) 

— Elementary  course  of  geology,  mineralogy,  and  physical  geo- 

graphy. Second  edition.  London,  1856.  16  + 606  p. 

Anstie  (Francis  Edmund).  See  Practitioner,  1868-74. 

Anthelmintics  (Indian).  Waring  (E.  J.),  Notes,  [1859], 

Anthology.  See  Nuova  antologia. 

Anthon  (Ernst  Friedrich).  Handworterbuch  der  chemisch-phar- 
mazeutischen,  technisch-chemischen  und  pharmakognostischen 
Nomenklaturen,  oder  Ubersicht.  aller  lateinischen,  deutschen 
und  franzosischen  Benennungen  sammtlicher  chemischen 
Praparate  des  Handels  und  sammtlicher  rohen  Arzneistoffe. 
Zweite  Auflage.  Leipzig,  1861.  12  + 864  p.  * 

Anthropology.  Tylor  (E.  B.),  Anthropology,  an  introduction  to 
the  study  of  man  and  civilization,  1881. 

Antimony.  [Gesner  (C.),  Newe  jewell  of  health,  wherein  is  con- 
tayned  the  use  and  preparation  of  antimonie,  1576.] 

— Huxham  ([J.]),  Medical  and  chemical  observations  on  ant.,  1756. 

— Valentinus  (B.),  Triumphant  chariot  of  antimony,  1678. 
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Antipyretics.  Provot  (II.),  Des  antipyretiques  de  la  serie  aroma- 
tique,  1888. 

Antipyrin.  Blumenbach  (E.),  Beitrag  zum  forensiseh-chemischen  | 
Nachweis  des  Thallin  und  Antipyrin  im  Thierkorper,  1885. 
Antisell  (Thomas).  Manufacture  of  photogenic  or  hydrocarbon 
oils,  from  coal  and  other  bituminous  substances,  capable  of  ; 
supplying  burning  fluids.  New  York,  1859.  144  p. 

Antiseptics.  ( See  also  Disinfection.) 

Alexander  (W.),  Experimental  essays  on  the  external  application 

of  antiseptics  in  putrid  diseases,  1768. 

Buciioltz  (L.),  Antiseptica  und  Bakterien,  [1875]. 

Dragendorff  ([G.]),  Berichte  iiber  die  Versuche  uber  Einwir- 

kung  versckiedener  Antiseptica  auf  Bacterien,  1879. 

— Haberkorn  (T.),  Das  Yerhalten  von  Harnbacterien  gegen  einige 

Antiseptica,  1879. 

— Jalan  de  la  Croix  (N.),  Das  Yerhalten  der  Bacterien  des 

Fleischwassers  gegen  einige  Antiseptica,  1880. 

Macbride  (D.),  Experimental  essay  on  antiseptics,  1764. 

_ Meyer  (H.),  Tiber  das  Milchsaureferment  und  sein  Yerhalten 
gegen  Antiseptica,  1880. 

— Schwartz  (N.),  Uber  das  Verhalten  einiger  Antiseptica  zu 

Tabacksinf  usbacterien , 1 8 8 [0-]  1 . 

Wenckiewicz  (B.),  Das  Yerhalten  des  Schimmelgenus  Mucor 

zu  Antisepticis,  etc.,  1880. 

— Werncke  (W.),  Uber  die  Wirkung  einiger  Antiseptica  undi 

verwandter  Stoffe  auf  Hefe,  18/9. 

_ Wernitz  (I.),  Uber  die  Wirkung  der  Antiseptica  auf  ungeformte 


Eermente,  1880. 

Antwerp.  See  Societe  de  pharmacie  d’ Anvers. 

Aphides.  Courchet  (L.),  Etude  sur  le  groupe  des  aphides,  1878. 
Apicius  (Caelius).  See  Dierbach  (J.  H.),  Flora  Apiciana,  lb31.  ' 
Apocynacese.  Miers  (J.),  On  the  apocynaceie  of  South  America,. 

with  remarks  on  the  whole  family,  1878.  * 

Planchon  (L.),  Produits  fournis  a la  matiere  medicale  par  lai 


famille  des  apocynees,  1894. 

Apoplexy.  Allen  (B.),  Natural  history  of  chalybeat  and  purging 
Waters  of  England,  with  their  uses,  1699. 

Apothecaries.  American  Pharmaceutical  Association,  Address 
to  druggists  and  apothecaries,  1854. 

Browne  (H.  M.),  Apothecary’s  va.de  inecuin,  1812. 

— Burrows  (G.  M.),  Statement  of  circumstances  connected  witllj 

the  Apothecaries’  act,  1817. 

— Great  Britain  and  Ireland,  House  of  Commons,  Special  repoi  I 


on  Apothecaries’  licences  bill,  1874. 
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Apothecaries — continued.  ■ ■ 

— Society  of  Apothecaries,  Statement  on  the  administration  of 

the  Apothecaries’  act,  1844.  '■ 

Address  to  general  practitioners,  1844  ; 1845. 

Three  reports  on  the  subject  of  the  incorporation  of  general 

practitioners,  1846. 

Apotheker-Verein  in  Hessen.  See  Jahrbuch  fur  practische  Phar- 
macie,  1843-50. 

Apotheker-Verein  in  N orddeutschland.  See  Deutscher  Apotheker- 
Verein. 

Apotheker-Verein  in  Wurttemberg.  See  Jahrbuch  fiir  practische 
Pharmacie,  1843-50. 

Apotheker-Zeitung.  See  Deutscher  Apotheker-Verein. 

Apping  (Georg).  Untersuchungen  liber  die  Trehalamanna.  Dor- 
pat,  1885.  58  p.  (Pam.  28.) 

Apple.  [Dragendorff  (G.),  Analysen  zweier  Apfel,  1878  ?] 

— Dragendorff  (G.),  Chemische  Beitrage  zur  Pomologie,  1878. 
Aptera.  Murray  (A.),  Economic  entomology,  aptera,  [1877  ?]. 
Arabia.  Forskal  (P.),  Descript iones  animalium,  1775. 

— Forskal  (P.),  Flora  AEgyptiaco-Arabica,  1775.  * 

leones  rerum  naturalium,  1776.  * 

— [Husain  ibn  Abd  Allah,  or  Avicenna,]  Zusammengesetzte 

Heilmittel  der  Araber,  iibersetzt  von  Sontheimer,  1845.  * 

Arago  (Dominique  Francois  Jean?).  See  Annales  de  chimie  et 
de  physique,  2me  ser.  ; 3me  ser. 

Araroba.  Aguiar  (J.  M.  de),  Memoria  sobre  a araroba,  1879. 

Arata  (Pedro  N.).  Estudio  quimico  de  la  persea  lingue.  Buenos 
Aires,  1880.  18  p.  +1  pi.  (Pam.  9.) 

[— | Nota  sobre  la  thevetia  iccotli.  [Buenos  Aires,  1880?]  [8]  p. 

(Pam.  9.) 

[ — ] Nota  sobre  la  pretentida  identidad  de  la  paitina  con  la  aspido- 
spermina.  [Buenos  Aires?  1881.]  4 p.,  n.  t.-p.  (Pam.  9.) 

Arboriculture.  See  Trees. 

Arbre  (Wilhelm  Franz  de  1’).  Uber  die  Verbindungen  einzelner 
Alkaloide  mit  Gallensauren  ; Inaugural-Dissertation.  Dorpat, 
1871.  64  p.  (Pam.  23.) 

Arbuthnot  (John).  Essay  concerning  the  nature  of  aliments,  and 
the  choice  of  them.  London,  1731.  32 -(-232  p. 

Arbutin.  Laurentz  (H.),  Beitrag  zum  forensisch-chemischen 
Nachweis  des  Hydrochinon  und  Arbutin  im  Thierkorper, 
1886. 

Arcachon.  Pereyra  (E.  L.),  Des  bains  de  mer  d’Arcaclion,  1853. 

— Societe  d’acclimatation,  Paris,  Rapport  sur  les  expositions 
internationales  de  peche,  1871. 
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Arcana  Fairfaxiana.  See  Fairfax. 

Arcana  Goddardiana.  See  Bate  (G.),  Pharmacopoeia,  1694,  etc. 
Arcet  (d’).  See  Annales  de  chimie. 

Archer  (Thomas  Croxen).  Popular  economic  botany;  botanical 
and  commercial  characters  of  articles  of  vegetable  origin. 

London,  1853.  16  + 360  p.  +20  col.  pi. 

— Paper.  (In  Bevan,  G.  P.,  British  manufacturing  industries, 

2nd  ed.,  1877,  Paper,  etc.,  p.  1-34.) 

-Wool  and  its  applications.  (In  Bevan,  G.  P.,  British  manufac- 
turing industries,  2nd  ed.,  187/,  Wool,  etc.,  p.  l-o6.) 

Archer  (William).  See  Pritchard  (A.),  History  of  infusoria,  4th 


ed.,  1861. 

$ee  Quarterly  journal  of  microscopical  science,  1876-80. 

Archer  (William  Henry)  See  Victoria,  Registrar  General, 
Statistical  register  of  Victoria,  1854  ;— Statistical  notes  on  the 
progress  of  Victoria,  1861  ;— Exposition  intercoloniale,  progres. 
de  Victoria,  1866. 

— See  Victoria,  Victorian  Exhibition,  Catalogue,  with  essays, 

Iggl  ; Lie  Colonie  Victoria,  1861  ; — Essais  divers,  1861. 

Architecture.  See  Building  ;— Naval  architecture. 

Archiv  der  Pharmacie.  See  Deutscher  Apotheker-Verein. 

Archiv  for  Pharmaci  og  technisk  Chemi,  med  deres  Grundviden- 
skaber;  redigeret  af  S.  M.  Trier,  etc.  Kjpbenliavn,  1859-93. 
Bind  13-47  (Archiv  for  Pharmaci,  Bind  16-50).  * 

— Archiv  for  Pharmaci  og  Chemi ; udgivet  af  Damn  arks  Apotlie- 

kerforening,  redigeret  af  A.  Kldcker.  Kjpbenhavn,  1894-1900. 
Bind  1-7  (Archiv  for  Pharmaci,  Bind  51-57).  * 

Archiv  fur  experimented  Pathologie  und  Pharmakologie ; heraus- 
gegeben  von  E.  Klebs,  B.  Naunyn,  O.  Schmiedeberg  [R. 
Bohm,  etc.].  Leipzig,  1880-1900.  Bande  13-44.  * 

Note. — Band  20  contains  Register  of  1-20  ; Bd.  30,  Reg.  of  21-30  ; 

Bd.  10,  Reg.  of  31-40. 

Archives  beiges  de  medecine  militaire ; journal  des  sciences  nmh- 
cales,  pharmaceutiques  et  veterinaires.  Bruxelles,  1858-62. 
Tome  21,  nos.  5-6;  t.  22,  25-7  ; t.  28,  nos.  1-4,  6;  t.  29, 


RU&.  x— cf.  ~ . 

Archives  de  pharmacie;  recueil  pratique  dinge  par  G.  Cnnon. 

Paris,  1886-88.  Tomes  1-3.  * 

Note, Merged  in  the  Repertoire  de  pharmacie,  which  see. 

Arendt  (Rudolf).  Teclinik  der  Experimentalcliemie.  Zweito 
Auflage.  Hamburg,  1892.  36  + 756  p.  + 1 pi. 

Arenstein  (Jos.).  See  Austria,  Austria  at  the  International  Exhi- 
bition of  1862. 

Aretaeus  Cappadox.  See  Medicae  artis  principes,  1567,  tom.  1. 
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Aretius  (Benedictus).  See  Cordus  (V.),  Annotationes,  1561. 

Argentine  Republic.  Murray  (C.),  Apuntes  para  la  historia  de  la 
farmacia  argentina,  [1867], 

Argentoratum.  See  Strassburg. 

Aristolochia.  Planchon  (L.),  Les  aristoloches,  1891. 

Arithmetic.  Arnott  (N.),  Arithmetic  simplified,  1867. 

— Dittmar  (W.),  Chemical  arithmetic,  1890. 

— Hunter  (J.),  Key  to  Merrifield’s  Technical  arithmetic,  1873. 

— Keith  (T.),  Complete  practical  arithmetician,  11th  ed.,  1834. 

— Lupton  (S.),  Elementary  chemical  arithmetic,  1882. 

— Macfarlane  (A.),  Physical  arithmetic,  1885. 

— Merrifield  (C.  W.),  Technical  arithmetic  and  mensuration,  1872. 

— Woodward  (C.  J.),  Arithmetical  physics,  1885-86. 

Arlensis  de  Scudalupis  (Petrus).  Sympathia  septem  metallorum, 
ac  septem  selectorum  lapidum  ad  planetas.  (In  Leonardus, 
C.,  Speculum  lapidum,  etc.,  1610,  p.  245-499.)  * 

Arlidge  (J.  T.).  See  Pritchard  (A.),  History  of  infusoria,  4th  ed.r 
1861. 

Armieux  (Dr.).  Topographie  medicale  du  Sahara  de  la  province 
d’Oran.  Alger,  1866.  8+114  p.  B.  * 

Arm’s  housen.  C[lark]  (B.),  An  exposure  of  the  corruption  into 
alms  houses,  [18 — ]. 

Armstrong  (Henry  E[dwardJ).  Introduction  to  the  study  of 
organic  chemistry  : chemistry  of  carbon  and  its  compounds. 
London,  1874.  12 + 350  + 2 p.  +3  tab.  (Text-books  of  science.) 

— Same.  Another  copy.  B.  * 

— See  also  Miller  (W.  A.),  Elements  of  chemistry,  5th  ed.,  ^880. 

Army.  (See  also  various  countries.) 

— Roucher  (0.),  De  l’autorite  et  de  la  responsibility  medicales  dans 

l’armee,  1873. 

Amaldus  de  Villa  Nova.  See  -Joannes  de  Mediolano,  Schola  Saler- 
nitana,  cum  luculenta  et  succincta  Arnoldi  V.  exegesi,  1649. 

Arnaud  (Charles).  Etude  sur  le  mabit  et  le  quinquina  piton 
Montpellier,  1887.  38  p.  +1  pi.  (Pam.  15.) 

Arnaud  (George).  See  Goulard  (T.),  Treatise  on  lead,  3rd  ed.r 
1772;  new  ed.,  1777. 

Arneman  (J.).  See  Medical  and  physical  journal,  1805. 

Arnoldus  de  Villa  Nova.  See  Arnaldus. 

Arnott  (George  Arnold  Walker).  See  Hooker  (W.  J.),  British 
flora,  6th  ed.,  1850. 

Arnott  (Neil).  Elements  of  physics,  or  natural  philosophy,  in  plain 
or  non-technical  language.  Fifth  edition.  London,  1833. 
Yol.  1 ; vol.  2,  pt.  1. 

— Same.  Sixth  edition.  London,  1864-65.  2 pts. 


32 


ARN— ARS 


Arnott  (Neil) — continued. 

— Elements  of  physics — continued . Seventh  edition,  by  A.  Bain 
and  A.  S.  Taylor.  London,  1876.  20  + 876  p. 

Arithmetic  simplified  for  general  use  ; supplement  to  Elements 

of  physics,  etc.  London,  1867.  2 + 48  p. 

Arnoux  (L.).  Ceramic  manufactures,  porcelain  and  pottery.  (In  j 
Society  for  the  Encouragement  of  Arts,  Lectures  on  results 
of  Great  Exhibition,  1853,  2nd  ser.,  p.  375-416.) 

Pottery.  (In  Bevan,  G.  P.,  British  manufacturing  industries, 

2nd  ed.,  1877,  Pottery,  etc.,  p.  1-74.) 

Aromatics.  Acosta  (C.),  Aromatum  in  orientali  India  nascen- 
tium  historia,  3a  ed.,  1605.  * 

— Acosta  (C.),  Fr.,  Des  drogues,  2e  ed.,  1619.  * 

— Clusius  (C.),  Exoticorum  libri  decern,  1605.  * 

— Orta  (G.  de),  Colloquios,  2a  ed.,  1872.  * 

Fr.,  Histoire  des  drogues,  2e  ed.,  1619.  * 

Fat.,  Aromatum  historia,  1574.  * 

pISo  (G.  [or  W.]),  De  Indiae  utriusque  re  naturali  et  medica,  1658.* 

[Suardus  (P.),]  Thesaurus  aromatariorum,  [1512].  * 

Arrow-poisons.  See  Toxicology. 

Arseniates.  Dalton  (J.),  On  the  phosphates  and  arseniates,  1840-2. 

Patrouillard  (C.),  Sur  le  gingembre  ...  , Recherche  des  arseniates 

dans  les  sels  alcalins,  1875. 

Arsenic.  Chevallier  ([J.  B.]  A.),  Recherches  sur  l’appareil  de 
Marsh,  1839. 

Hogg  (J.),  Arsenic  and  arsenical  domestic  poisoning,  1879. 

Inflammation  of  the  eye  and  injuries  to  health  by  arsenical 

wall-paper  poisoning,  1879. 

— Jorban  (N.),  V ergleichende  Untersuchungen  der  wichtigerem 

zum  Nachweise  von  Arsen  in  Tapeten  und  Gespinnsten 
empfohlenen  Methoden,  1889. 

— Mehu  (C.  [J.  M.]),  Sulfure  de  mercure,  [et  Note  pom-  servir  a 

l’histoire  des  accidents  toxiques  produits  par  l’arsenic  dans  les- 
fabriques  de  couleurs  d’aniline,  1876]. 

Payne  (M.  H.),  Arsenic  and  arsenious  acid,  [1866]. 

Wohler  (F.),  Analytical,  chemist’s  assistant,  [with]  rules  forr 
detecting  arsenic,  1853. 

Arsenic  (Iodide  of).  Chevallier  ([J.  B.]  A.),  Recherches,  1839. 
Arsenious  acid.  Guy  (W.  A.),  On  the  microscopic  characters  off 
the  crystals,  1861. 

— Hirsciisohn  (E.),  The  behaviour  of  dialyzed  iron  towards 

arsenious  acid,  1878. 

— [Mehu  (C.  J.  M.),]  Solubilite  de  l’acide  arsenieux  dans  ralcoollj 

liquide  pour  la  conservation  des  pieces  anatomiques,  [1870?]. 
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Arsenious  acid — continued. 

— Payne  (M.  H.),  Arsenic  and  arsenious  acid,  [1866]. 

— Tiersot  fils  (H.),  Observations  sur  1’emploi  de  l’oxide  de  fer 

contre  l’empoisonnement  par  l’acide  ars£nieux,  1840. 
Arseniuretted  hydrogen.  Chevallier  ([J.  B.]  A.),  Recherches,  1839. 
Art  (The)  of  dispensing.  London,  1885.  4 + 196  p. 

— Same.  Third  edition.  London,  1888.  8 + 280  p. 

— Same.  Sixth  edition,  by  P.  MacEwan.  London,  1900.  8 + 

490  p. 

Arteries.  Spigelxos  (A.),  Angeiologia,  1649. 

Arts.  (For  Chemical  arts,  see  Chemistry.) 

— Ainslie  (W.),  Materia  medica  of  Hindoostan,  and  artisan’s 

nomenclature,  1813.  * 

Materia  Indica,  articles  employed  in  arts,  1826. 

— [Annals  of  philosophical  discovery,  progress  of  art,  1843.] 

— Annals  of  philosophy,  or  Magazine  of  arts,  1813-26. 

— Athenaeum,  journal  of  ...  the  fine  arts,  1871-1900. 

— Bachhoffner  (G.  H.),  Chemistry  as  applied  to  fine  arts,  1837. 

— Brande  (W.  T.)  <£G.  W.  Cox,  Dictionary  of...  art,  n.  ed.,  1866-7.  * 

— Cunningham  (A.),  On  the  rise  and  progress  of  fine  arts,  1862. 

— Edinburgh  philosophical  journal,  1819-26;  1854-56. 

— Encyclopaedia  Americana,  18S3-89.  * 

— Encyclopaedia  Britannica,  9th  ed.,  1875-89.  * 

— Fairholt  (F.  W.),  Dictionary  of  terms  in  art,  [1870  ?]. 

— Jamieson  (A.),  Dictionary  of  mechanical  science,  etc.,  7 ed.,  1833. 

— Jones  (O.),  Attempt  to  define  the  principles  which  should  regu- 

late the  employment  of  colour  in  the  decorative  arts,  1853. 

— Journal  of  natural  philosophy,  etc.,  1802-13. 

— Journal  of  science,  and  annals  of  .. . industrial  arts,  etc.,  1879-85.  * 

— Lewis  (W.),  Commercium  philosophico-technicum,  1765. 

— Philosophical  magazine,  liberal  and  fine  arts,  1814-17.  * 

— Polytechnisches  Journal,  von  Dingier,  1858-59, 

— Popular  encyclopedia  or  Conversations  lexicon,  new  ed.,  [1862]  * 
- Recreations  in  agriculture,  arts,  etc.,  by  J.  Anderson,  1799-1802. 

— Repertory  of  arts  and  manufactures,  1 794— [1802]. 

Boyal  Institution  of  Gt.  Britain,  [Quarterly]  journal,  1816-30 

— Royal  Society  of  Arts  and  Sciences  of  Mauritius  Trans- 

actions, 1872.  * 

— Royle  (J.  F.),  Arts  and  manufactures  of  India,  1852. 

— Smith  (G.),  Laboratory,  or  School  of  arts,  1756. 

— Society  for  the  Encouragement  of  Arts,  Trans.,  [1754-18351  * 
Journal  of  the  Society  of  Arts,  1 852-1900.  * 

— Solly  (E.),  Vegetable  substances  used  in  arts,  1852. 

— Spons’  Encyclopaedia  of  the  industrial  arts,  1879-82. 


c 


ART — ASK 


Arts — continued. 

— Student  and  intellectual  observer,  1868-71. 

Technologist,  record  of  science  applied  to  art,  1860-66. 

Thornton  (R.  J.),  New  family  herbal,  plants  used  in  arts,  1810. 

_ Tolhausen  (A.),  Technological  dictionary,  2nd  ed.,  1878.  * 

Technologisches  Worterbuch,  2.  Aufl.,  1882.  * 

Dictionnaire  technologique,  3e  ed.,  1883.  * 

XJre  (A.),  Recent  improvements  in  arts,  2nd  ed.,  1846  * ; 1851.  : 

Dictionary  of  arts,  3rd  ed.,  1846  * ; 4th  ed.,  1853;  5th  ed., 

I860  ; 6th  ed.,  1872  ; 7th  ed.,  1878.  * 

Whewell  (W.),  General  bearing  of  the  Great  Exhibition  on  the 

progress  of  art  and  science,  1852. 

— Wornum  (R.  N.),  On  the  progress  of  the  fine  arts  during  the 

19th  century,  [1862]. 

_ Wyatt  (M.  D.),  Attempt  to  define  the  principles  which  should 
determine  form  in  the  decorative  arts,  1853. 

Artus  ([Wilhelm  Friedrich]  Wilibald).  Hand- Atlas  sammtlicher 
medicinisch-pharmaceutischer  Gewachse,  oder  naturgetreue 
Abbildungen  nebst  Beschreibungen.  Ffinfte  Auflage.  Jena, 
1876.  2 Bd.,  241  col.  pi.  * 

Arzneimittellehre.  See  Materia  medica. 

Asa  fcetida.  Balfour  (J.  H.),  Description  of  plants,  1860. 

_ Borszczow  (E.),  Die  pharmaceutisch-wichtigen  Ferulaceen  der 

aralo-caspischen  Wfiste,  etc.,  1860. 

[Curtis  (W.),  Botanical  magazine,]  5168,  Narthex  asafoetida 

[by  Hooker],  1860.  * 

— Deniau  (P.  C.  F.),  Le  silphium,  asa  foetida,  1868. 

Asarum  canadense.  Power  (F.  B.),  On  the  constituents  of  the 
rhizome,  1880. 

Aschan  (Ossian).  See  Bruhl  (J.  W.),  E.  Hjelt,  <£•  O.  A.,  Chemie 
der  sechsgliedrigen  heterocyklischen  Systeme,  1899. 

Asclepiad  (The).  See  Richardson  (B.  W.),  1884-95. 

Asclepias  vincetoxicum.  Patrouillard  (C.),  Sur  le  gingembre,  [et 
Falsification  de  la  racine  de  polygala  de  Virginie  par  la  racime 
d’asclepiade  dompte-venin,  18(5. 

Ascobolus.  Cooke  (M.  C.),  The  genus  ascobolus,  [1864], 

Ashwell  (Lawrence  T[homas]).  Companion  to  the  British  hommo 
pathic  pharmacopoeia.  See  Keene  (J.)  <0  L.  T.  A. 

Asia.  Boissikr  ([P.]  E.),  Flora  orientalis,  1867-88. 

KyEMPFER  (E.),  Amoenitatum  exoticarum  fasciculi  5,  1712. 

Wallich  (N.),  Plantae  Asiaticae  rariores,  1830-32.  * 

Askern.  Lankester  (E.),  Account  of  Askern,  1842. 

Askinson  (G.  W.).  See  Brannt  (W.  T.),  Practical  treatise  o i 

animal  and  vegetable  fats  and  oils,  1888. 
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Asociacion  farmaceutica  de  Buenos  Aires.  See  Sociedad  de  far- 


MACIA  NACIONAL  ARGENTINA. 

Asphyxia.  Aldini  (J.),  General  views  on  the  application  of  gal- 
vanism, principally  in  cases  of  suspended  animation,  1819. 

— Bouchardat  (A.),  Nouveau  formulaire,  ...  secours  a donner  aux 

asphyxies,  2me  ed.,  1843  ; 17me  ed.,  1872  ; 28me  ed.,  1889. 

— Ferrand  (E.),  Premiers  secours  aux  ...  asphyxies,  1878. 

— Foy  (F.),  Formulaire  des  medecins  praticiens,  4me  ed.,  1843. 
Hall  (M.),  Abstract  of  an  investigation  into  asphyxia,  1856. 

Aspidium.  See  Filix  mas. 

Aspidosperma  quebracho.  See  Quebracho. 

Aspidospermin.  [Arata  (P.  N.),]  Nota  sobre  la  pretentida  iden- 
tidad  de  la  paitina  con  la  aspidospermina,  [1881], 

Assaying,  See  Metallurgy  ; — Pharmacy. 

Assimilation.  See  Digestion. 

Association  beige  des  chimistes,  Bruxelles.  Bulletin.  Bruxelles. 
1893-1900.  Annees  7-14. 

— Congres  international  de  chimie  appliquee,  organise  par  l’asso- 

ciation;  compte  rendu.  Bruxelles,  1894.  232  + 302  p. 

Associations.  See  first  word,  not  an  article,  of  title  of  association, 
or  reference  under  place  of  head-quarters. 

Associazione  chimico-farmaceutica  fiorentina.  L’Orosi,  bollettino 
di  chimica,  farmacia  e scienze  aflini.  Firenze,  1878-82.  Anni 
1-5,  pi. 

Assurance  (Life).  Thomas  (L.),  Brief  considerations  on  diseases  of 
the  ear,  in  relation  to  life  assurance,  2nd  ed.,  1876. 

Assurance  magazine.  See  Institute  of  Actuaries,  London. 

Asthma.  Dobell  (H.),  On  winter  cough,  etc.,  3rd  ed.,  1875. 
Astragalus.  Fischer  (F.  B.),  Synopsis  astragalorum,  1853. 
Astringents.  ( See  also  Tannic  acid  ; Tannin.) 

— Irving  (R.),  Experiments  on  red  and  quill  bark  ...  phenomena 

and  doctrines  of  vegetable  astringents,  1785. 

— Percival  (T.),  Essays  ...  on  astringents  and  bitters,  1767. 
Astronomy.  Ball  (R.  S.),  Elements  of  astronomy,  1880. 

- — Frend  (W.),  Evening  amusements,  1822. 

— Journal  of  science,  and  annals  of  ...  astronomy,  1879-85.  * 

— Philosophical  magazine,  or,  Annals  of  ...  astronomy,  1827-32.  * 

— Schodler  (F.),  Book  of  nature,  1851. 

— Society  for  the  Diffusion  of  Useful  Knowledge,  Library  of 

useful  knowledge,  natural  philosophy,  1829-38,  vol.  3 ( see ), 

— Victoria,  Registrar  General,  Statistical  register  of  Victoria, 

with  astronomical  calendar  for  1855. 

— Whewell  (W.),  Astronomy  and  natural  theology,  [2nd  ed.,] 

1833. 
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Athenaeum  (The) ; journal  of  literature,  science,  the  fine  arts,  music 
and  the  drama.  London,  1871-1900.  60  vol. 

Athens.  Hippocrates,  Upon  air,  water,  and  situation,  [with] 
Thucydides’  account  of  the  Plague  of  Athens,  1734. 

Theophrastos,  Calendar  of  Flora,  1762. 

Atkinson  (Edmund).  See  Ganot  (A.),  Elementary  treatise  on 
physics,  2nd  ed.,  1866,  etc.  /—Natural  philosophy,  1872,  etc. 

_ See  Helmholtz  (H.  L.  F.),  Popular  lectures  on  scientific  sub- 
jects, 1881. 

Atkinson  (George  T.).  See  Johnston  (J.  F.  W.),  Elements,  of 
agricultural  chemistry  and  geology,  9th  ed.,  1871. 

Atlas.  See  Maps  and  under  various  subjects. 

Atlas  Chemical  Company,  Sunderland.  Chemical  recipes.  Sunder- 


land, 1896.  14  + 316  p. 

Atlas  de  botanique.  Paris,  \n.  d.\  22  p.  +120  col.  pi.  * 

Atmosphere.  See  Air  Pneumatics. 

Atomic  theory.  Dalton  (J.),  Memoir,  and  history  of  the  atomic 
theory,  by  R.  A.  Smith,  1856. 

— Daubeny  (C.  [G.  B.]),  Introduction  to  the  atomic  theory,  l&Al. 
Supplement  to  the  Introduction,  1840. 

— Filhol  ([E.]),  Studies  on  the  connection  existing  between  the 

atomic  weights,  crystalline  forms  and  density  of  bodies,  1848 

— Otto  (F.  J.),  On  the  relation  of  the  volumes  of  bodies  m the 

solid  state  to  their  equivalents  or  atomic  weights,  1848. 

— Roscoe  (H.  E.)  J'  A.  Harden,  A new  view  of  the  origin  of 

Dalton’s  atomic  theory,  1896. 

__  WURTZ  ([C.]  A.),  The  atomic  theory,  1880.  * 

Atractylis  gummifera.  Lefranc  (E.),  Etude  botanique,  chimique 

et  toxicologique,  1866. 

Atropa  belladonna.  Harley  (J.),  The  old  vegetable  neurotics.  1869. 
Atrophy.  Russell  (R.),  Dissertation  on  sea-water,  etc.,  LI  < bU-b-  • j- 
Atropia.  Fraser  (T.  R.),  Investigation  into  tetanic  symptoms 
produced  by  atropia  in  cold-blooded  animals,  etc.,  Sb  . 

— Fraser  (T.  R.),  Experimental  research  on  the  antagonism  be- 

tween the  actions  of  physostigma  and  atropia,  1872. 

Attfield  (John).  Introduction  to  pharmaceutical  chemistry.  London, 
1867.  6 + 448  p.  +1  tab.  +3  pi. 

-Chemistry:  general,  medical,  and  pharmaceutical,  including 
the  chemistry  of  the  British  pharmacopoeia.  [Second  edition 
of  Introduction  to  pharmaceutical  chemistry.]  London,  18b.  . 
8 + 624  p.  + 1 tab.  +2  pi. 

_ Same : including  the  chemistry  ot  the  U.  S. 

[Third  edition,]  from  the  second  English.  Philadelphia,  U < 

12  + 552  p.  +1  tab. 
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Attfield  (John) — continued. 

— Chemistry — continued.  Fourth  [English]  edition.  London,  1872. 

16  + 694  p.  +1  tab.  +2  pi.  3 copies. 

— Same.  Fifth  [U.  S.]  edition.  Philadelphia,  1873.  16  + 608  p.  + 

1 tab. 

— Smne.  Sixth  [English]  edition.  London,  1875.  2 + 18  + 766  p. 

+ 2 tab.  +3  pi.  2 copies. 

— Same.  Seventh  [LT.  S.]  edition.  Philadelphia,  1876.  16  + 668  p. 

+ 2 tab.,  wanting  p.  421-32. 

— Same.  Eighth  [U.  S.]  edition.  Philadelphia,  1879.  16  + 700  p. 

+ 4 tab. 

— Same.  Ninth  [English]  edition.  London,  1881.  20  + 812  p.  + 

3 tab.  + 3 pi.  2 copies. 

— Same.  Tenth  [U.  S.]  edition.  Philadelphia,  1883.  16  p.  + 

p.  13-728  +3  tab. 

— Same.  Eleventh  [English]  edition.  London,  1885.  24  + 870  p. 

+ 4 tab.  + 3 pi.  3 copies. 

— Same.  Twelfth  [U.  S.]  edition.  Philadelphia,  1889.  16  p.  +p. 

13-770  +3  tab. 

— Same  Thirteenth  [English]  edition.  London,  1889.  24  + 

862  p.  + 4 tab.  + 3 pi. 

— Same.  Fourteenth  [LT.  S.]  edition.  Philadelphia,  1894,  20  p. 

+ p.  13-794  +4  tab. 

— Same.  Fifteenth  [English]  edition.  London,  1893.  24  + 888  p. 

+ 4 tab.  + 3 pi.  2 copies. 

— Same.  Sixteenth  [U.  S.]  edition.  Philadelphia,  1899.  22  p.  + 

p.  17-780  +4  tab. 

— Sa/me.  Seventeenth  [English]  edition.  London,  1898.  22  + 

886  p.  + 4 tab.  + 3 pi.  2 copies. 

— Microscopic  examination  of  urinary  sediments.  [London,  1867.] 

4 p.  + 2 pi.,  n.  t.-p.  (Pam.  47.) 

— Origin,  extension,  and  prevention  of  fires,  and  the  relation  of 

mineral  and  vegetable  oils  to  fires.  London,  [1872].  32  p. 

(Pam.  31.) 

— A pamphlet  on  the  relation  to  each  other  of  education  and 

examination,  especially  with  regard  to  pharmacy  in  Great 
Britain  ; with  an  introduction,  letters  from  leaders  in  phar- 
macy, appendices  and  an  index.  [Second  edition.]  London, 
1882.  2+10  + 98  p.  2 copies. 

— Water  and  water-supplies ; and  unfermented  beverages.  Third 

edition.  London,  1884.  10  + 114  p.  (International  Health 

Exhibition  Handbooks.) 

— See  also  General  Council  of  Medical  Education,  Reports  on 

the  British  pharmacopoeia. 
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Aublet  ([Jean  Baptiste  Christoph  ore]  Fusee).  Histoire  des  plantes 
de  la  Guiane  framboise,  et  nne  notice  des  plantes  de  l’lsle  de 
France.  Londres  et  Paris,  1775.  4 tomes,  393  pi. 

Auche  (Auguste).  Le  curare.  Montpellier,  1886.  72  p.  (Paui.  8.) 

Auckland  (William  Eden,  Baron).  History  of  New  Holland;  with 
a description  of  Botany  Bay  [etc.  ; also]  a discourse  on  banish- 
ment. London,  1787.  24+254  p.  +2  maps. 

Augsburg  or  Augusta  Vindelicorum.  See  Collegium  Medicum, 
Augsburg,  Pharmacopoeia  Augustana,  etc.,  1622. 

Aural  surgery.  See  Ear. 

Austin  (Sarah).  See  Raumer  (F.  L.  G.  v.),  England  in  1835. 

Australasia.  Pharmaceutical  Society  of  Australasia  (see). 

— Pharmacy  and  poison  laws,  [1892], 

Australasian  chemist  and  druggist.  See  Chemist  and  druggist, 
1878-85. 

Australasian  journal  of  pharmacy.  Melbourne,  1886-1900.  \ ol.  , 

1-15,  por. 

Australia.  ( See  also  Australasia  and  the  various  colonies.) 

— Auckland  (W.  Eden,  Baron),  History  of  New  Holland,  1787. 

— Bentham  (G.)  & F.  v.  Muller,  Flora  Australiensis,  1863-78.  * 

Cooke  (M.  C.),  Handbook  of  Australian  fungi,  1892.  * 

— Muller  (F.  v.),  Eucalyptographia,  1879-84. 

— New  South  Wales,  Technological  Museum,  The  useful  plants 

of  Australia,  by  J.  H.  Maiden,  1889. 

— Victoria,  Government,  Systematic  census  of  Australian  plants, 

by  F.  v.  Muller,  1882-89. 

Austria.  Austria  at  the  International  Exhibition  of  1862  ; b\ 

J.  Arenstein.  Vienna,  1862.  6 + 44+126  p. 

Austria  Pharmacopoeia.  Pharmacopcea  Austriaco-provincialis. 
Viennse,  1774.  8 + 312  p.  * 

Pharmacopcea  Austriaca.  Editio  sexta.  V iennse,  1869.  10 

+ 294  p.  * 

Same.  Editio  septima.  Viennse,  1889.  18  + 380  p.  * 

Ger.  Oesterreichische  Pharmakopoe,  1834 ; nebst  alien 

Abweicliungen  der  osterreichischen  Militarpharmakopoe  von 
1841.  Leipzig,  1844.  14  + 88  p.  (In  Codex  der  Pharma - 

kopoen,  2.  Sect.,  1.  Biindchen.) 

Ger.  Commentar  zur  osterreichischen  Pharmacopoe,  mit 

[verdeutschtem  Texte,  und]  Rucksicht  auf  die  wichtigsten 
Pharmacopoeen  des  Auslandes ; bearbeitet  von  F.  C.  Schneider 
und  A.  [E.]  Vogl.  Dritte  Auflage.  Wien,  1880-81  [pub 
1878-81].  3 B'ande  in  1.  * 

See  also  Kletsinsky  (V.),  Die  osterreichische  Landes-Phar- 

makopoe,  5.  Ausgabe  erlautert,  neue  Ausg.,  1860. 
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Avebury  (Lord).  See  Lubbock  (Sir  J.). 

Avicenna.  See  Husain  ibn  Abd  Allah  (Abu  Ali  Al). 

Avogadro.  See  Nernst  (W.),  Theoretical  chemistry,  1895. 

Aygalliers  (P.  d’).  L’ olivier  et  l’huile  cl’ olive.  Paris,  1900.  368  p. 

Ayrton  (W[illiam]  E[dward]).  Practical  electricity ; with  illus- 
trations. London,  1887.  16-1-516  p. 

Azores.  Ramos  (A.  G.),  Noticia  do  archipelago  dos  Azores,  e do 
que  ha  mais  importante  na  sua  historia  natural,  2a  ed.,  1871. 

Babbage  (Charles).  The  ninth  Bridgewater  treatise;  a fragment. 
London,  1837.  4 + 242  p. 

Babington  (Charles  Cardale).  Manual  of  British  botany,  contain- 
ing flowering  plants  and  ferns.  Third  edition.  London,  1851. 
32  + 434  p. 

— Same.  Fourth  edition.  London,  1856.  32  + 446  p. 

— Same.  Seventh  edition.  London,  1874.  64  + 474  p. 

— Same.  Eighth  edition.  London,  1881.  48  + 488  p. 

— Flora  of  Cambridgeshire.  London,  1860.  56  + 328  p.  + 1 map. 

— See  also  Annals  and  magazine  of  natural  history,  ser.  2-4. 
Babington.  (William).  Systematic  arrangement  of  minerals, 

founded  on  the  joint  consideration  of  their  chemical,  physical, 
and  external  characters ; [in]  the  form  of  tables,  [with 
analyses].  London,  1795.  4+26  p. 

— New  system  of  mineralogy,  in  the  form  of  catalogue,  after  Born. 

London,  1799.  8 + 288  p. 

— See  also  Guy’s  Hospital,  Syllabus  of  chemical  lectures,  1789, 

1797,  1802,  1816. 

Bache  (Franklin).  See  Wood  (G.  B.)  & F.  B.,  Dispensatory  of  the 
United  States,  5th  ed.,  1843,  etc. 

Bachhoffner  (George  H.).  Chemistry  as  applied  to  the  fine  arts. 

London,  1837.  16  + 172  p.  +1  tab. 

Bacon  (Francis,  Lord).  Sylva  sylvarum : or  a natural  historic ; 
written  by  Francis,  Lord  Verulam ; published  after  author’s  death 
by  W.  Rawley.  Third  edition.  London,  1631.  10  + 266  p.  * 

— New  Atlantis,  [preface  by  W.  Rawley].  [W.  p.,  n.  d.]  4 + 44  p.  * 

— See  also  Orridge  (B.  B.),  Some  particulars  of  ancestors  of 

Sir  F.  B.,  1868. 

Bacon  (Roger).  Radix  mundi ; Speculum  alchimiae.  (In  Salmon, 
W.,  Medicina  practica,  1692,  p.  585-642.) 

Bacteriology,  Microbiology,  etc.  (See  also  Microscopy.) 

— Abbott  (A.  C.),  Principles  of  bacteriology,  1892. 

— Bary  ([H.]  A.  de),  Comparative  morphology  and  biology  of  the 

fungi,  mycetozoa,  and  bacteria,  1887.  * 

Lectures  on  bacteria,  2nd  ed.,  1887.  * 
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Bacteriology,  Microbiology,  etc. — continued. 

Boiilendorff  (H.  V.),  Ein  Beitrag  zur  Biologic  einiger  Schizo- 

myceten,  1880. 

— Bucholtz  (L.),  Antiseptica  und  Bakterien,  [1875], 

Untersuchung  iiber  den  Einfluss  dev  Teraperatiu’  auf  Bak- 

tevienvegetation,  [1875], 

Crook  shank  (E.  M.),  Introduction  to  practical  bacteriology,  1886. 

Manual  of  bacteriology,  2nd  ed.,  1887  ; 3rd  ed.,  1890. 

Text-book  of  bacteriology,  4th  ed.,  1896. 

— Dragendorff  ([G.]),  Berichte  liber  die  Yersuche  iiber  Ein- 

wirkung  verschiedener  Antiseptica  auf  Bacterien,  1879. 

— Frankland  (P.  [F.]  <fc  [G.  C.]),  Micro-organisms  in  water,  1894. 
Griffiths  (A.  B.),  Manual  of  bacteriology,  1893. 

Haberkorn  (T.),  Das  Yerhalten  von  Harnbacterien  gegen  einige 

Antiseptica,  1879. 

— Hewlett  (R.  T.),  Manual  of  bacteriology,  1898. 

— Institut  Pasteur,  Annales,  1887-1900.  * 

— Jalan  de  la  Oroix  (N.),  Das  Yerhalten  der  Bacterien  des 

Fleischwassers  gegen  einige  Antiseptica,  1880. 

— Johanson  (E.),  Zur  Bacterienfrage,  [1880], 

— Klein  (E.  [E.]),  Micro-organisms  and  disease,  3rd  ed.,  1886. 

Kuhn  (P.),  Ein  Beitrag  zur  Biologie  der  Bacterien,  1879. 

— Lafar  (F.),  Technical  mycology,  schizomycetic  fermentation,  1898. 

— Pearmain  (T.  H.)  & G.  G.  Moor,  Applied  bacteriology,  1897. 

— Schenk  (S.  L.),  Elements  of  bacteriology,  1893. 

— Schwartz  (N.),  Tiber  das  Verhalten  einiger  Antiseptica  zu 

Tabacksinfusbacterien,  1 8S[0 — ]1 . 
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don, 1872.  24  + 476  p.  +28  pi. 

— Bioplasm  : introduction  to  the  study  of  physiology  and  medicine. 

London,  1872.  16  + 352  p. 

— Protoplasm  ; or,  Matter  and  life  ; with  some  remarks  upon  the 

Confession  of  Strauss.  Third  edition.  London,  1874.  18  + 

392  p.  +16  col.  pi. 

— On  life  and  vital  action  in  health  and  disease ; Lumleian  lectures. 

London,  1875.  4+114  p. 

— The  machinery  of  life  ; a lecture.  London,  [1875  ?].  52  p. 

The  microscope  in  medicine.  Fourth  edition.  London,  1878 

[pub.  1877].  32  + 544  p.  +86  pi. 

Beasley  (Henry).  Pocket  formulary,  and  synopsis  of  the  British 
and  foreign  pharmacopoeias.  Second  edition.  London,  1842. 
12  + 284  p. 

— Same.  Fifth  edition.  London,  1851.  12  + 546  p. 

Same.  Eighth  edition.  London,  1866.  12  + 584  p. 

— Same.  Ninth  edition.  London,  1872.  12  + 548  p. 

— Same.  Tenth  edition  [by  J.  Gardner].  Lond.,  1877.  8 + 512  p. 

— Same.  Eleventh  edition  [by  J.  Gardner].  London,  1886  [pub. 

1885],  8 + 518  p. 

— Same.  Continued  under  Brajthwaite  (J.  O.). 

— Druggist’s  general  receipt  book  : comprising  a veterinary  formu- 

lary and  materia  medica,  recipes  in  patent  and  proprietary 
medicines,  druggists’  nostrums,  perfumery  and  cosmetics, 
beverages,  dietetic  articles,  condiments,  trade  chemicals,  etc. 
Second  edition.  London,  1852.  8 + 460  p. 
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Beasley  (Henry) — continued. 

— Druggist’s  general  receipt  book — continued.  Ninth  edition  [by 

J.  Gardner].  London,  1886.  8 + 508  p.  2 copies. 

— Same.  Tenth  edition.  London,  1895.  8 + 538  p. 

— Book  of  prescriptions,  from  the  practice  of  physicians,  English 

and  foreign ; also  a history  of  the  materia  medica,  lists  of 
doses,  and  an  index  of  diseases  and  remedies.  Third  edition. 
London,  1865.  16  + 560  p. 

— Same.  Seventh  edition.  London,  1892.  20  + 600  p. 

Beatson  (Rev.  B.  W.).  See  Ainsworth  (R.),  Latin  dictionary,  1878. 
Beaume.  See  Baume  (A.),  Manual  of  chemistry,  2nd  ed.,  1786. 
Beaver.  See  Castoreum. 

Bebeeru.  Maclagan  (D.),  On  the  bebeeru  tree  of  British  Guiana,  1843. 

Maclagan  (D.),  On  the  medical  qualities  of  the  beb.  bark,  1843. 

Beccari  (Jacopo  Bartolommeo).  See  Wilson  (B.),  Series  of  experi- 
ments relating  to  phosphori,  with  translation  of  two  memoirs 
by  J.  B.  B.,  1775. 

Becher  (Johann  Joachim).  Actorum  laboratorii  chymicie  Mona- 
censis,  seu  Physicse  subterranese  libri  duo ; accesserunt  mille 
hypotheses  seu  mixtiones  chymicie,  etc.,  elaboravit  et  publi- 
cavit  Job.  Joachimus  Becherus.  Francofurti,  1681.  22  + 820  p. 

+ 1 P^*  , • i 

Bechet  jeune.  See  Cazenave  (A.),  Appendice  therapeutique  du 

Codex,  edite  par  B.,  1841. 

Becker  (Bernard  H.).  Scientific  London.  Lond.,  1874.  8 + 340  p. 

Beckmann  (Joh[an]u).  History  of  inventions  and  discoveries ; 
translated  from  the  German  by  W.  Johnston.  Third  edition. 
London,  1817.  4 vol. 

Beckurts  (Heinrich).  See  JaiiresbEricht  fiber  die  Fortschritte  der 
Pharmacognosie. 

Beckurts  (Heinrich)  & B.  Hirsch.  Handbucli  der  praktischen 
Pharmacie.  Stuttgart,  1887-89.  2 Bande. 

Becquerel  ([Alfred?])  <£•  [A.?]  Rodier.  Pathological  chemistry; 
translated  from  the  French  by  S.  T.  Speer.  London,  185/. 
24  + 566  p. 

Becquerel  ([Edmond  ?]).  See  Annales  de  chimie  et  de  physique, 
1885-91. 

Beddoes  (Thomas).  Collection  of  testimonies  respecting  the  treat- 
ment of  venereal  disease  by  nitrous  acid.  London,  1799.  18 

+ 278  p.  (Pam.  19.) 

Notice  of  some  observations  made  at  the  Medical  Pneumatic 

Institution,  [Bristol].  London,  1799.  48  p.  (Pam.  63.) 

— See  also  Bergmann  (T.  O.),  Physical  and  chemical  essays,  1784 

Dissertation  on  elective  attractions,  1785. 
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Beddoes  (Thomas) — continued. 

— See  also  Mayow  (J.),  Chemical  experiments,  etc.,  1790. 

— See  also  Scheele  (C.  W.),  Chemical  essays,  1786. 

Beddoes  (Thomas)  <£•  James  Watt.  Considerations  on  the  medicinal 
use,  and  on  the  production  of  factitious  airs.  Edition  the  third. 
London,  1796.  [246]  p.  +5  pi. 

Bedford  (P.  W.).  See  Pharmaceutical  record,  1884-92. 

Bedson  (P.  Phillips).  See  Meyer  (J.  L.),  Modern  theories  of 
chemistry,  1888; — Outlines  of  chemistry,  1892. 

Bee-keeping.  India,  Revenue  and  Agricultural  Department, 
Collection  of  papers  on  bee-keeping  in  India,  1883. 

Beer.  ( See  also  Alcohol  ; — Brewing.) 

— Deutsches  Brauerbund,  Die  Herbstzeitlo.se  im  Bier,  1877. 

— Dragendorff  ([G.]),  tjber  Nachweisung  fremder  Bitterstoffe 

im  Biere,  1874. 

Ft.  Sur  la  recherche  des  substances  am&res,  1874. 

— [ — ] Untersuchung  des  Bieres  auf  fremde  Bitterstoffe,  [1881]. 

— Johanson  (E.),  Das  Bier  von  sonst  und  jetzt  und  die  in  Dorpat 

consumirten  Biere,  [1879]. 

— Jundziel  (H.),  Uber  die  Ermittelung  einiger  Bitterstoffe,  1873. 

— Kubicki  (W.),  Beitrage  zur  Ermittelung  fremder  Bitterstoffe  im 

Biere,  1873. 

— Meyke  (W.),  Beitrage  zur  Ermittelung  einiger  Hopfen-Surro- 

gate  im  Biere,  1878. 

— Mulder  (G.  J.),  De  la  biere,  3me  ed.,  1865. 

— Pasteur  (L.),  Etudes  sur  la  biere,  1876.  * 

Eng.  Studies  on  fermentation,  diseases  of  beer,  1879. 

Societe  de  medecine  de  Gand,  Rapport  sur  les  inconvenients  cjue 
presentent  les  tuyaux  en  plomb  pour  Inspiration  de  la  biere, 
[par  une]  commission,  Morel,  rapporteur,  1877. 

Beesley  (Thomas).  Botany  and  geology  of  the  neighbourhood  of 
Banbury.  N.  p.,  1841.  [36]  p.,  ms.  notes.  (Pam.  37.) 

— Sketch  of  geology  of  the  neighbourhood  of  Banbury.  Banbury, 

1872.  16  p.  (Pam.  70.) 

— Same.  [Warwick  printed .]  1873.  24  p.,  n.  t.-p.  (Pam.  33.) 

— Lias  of  Fenny  Compton,  Warwickshire.  Banbury,  [1877].  16  p. 

(Pam.  70.) 

— On  the  geology  of  the  eastern  portion  of  the  Banbury  and  Chel- 

tenham Railway.  [London,  1877  ?]  2 + 22  p.  (Pam.  47.) 

Beguin  (Jean).  Tyrocinium  chymicum ; or,  Chymical  essays,  by 
John  Beguinus.  London,  1669.  12+140  p. 

Behrens  (H.).  Manual  of  microchemical  analysis ; with  introductory 
chapter  by  J.  W.  Judd;  84  illustrations.  London  1894 
26  + 246  p. 
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Behrens  (Wilhelm  Julius).  Text-book  of  general  botany ; trans- 
lation from  the  second  German  edition  ; revised  by  P.  Geddes ; 
with  408  illustrations.  Edinburgh,  1885.  8 + 374  p.  +4  tab.  * 

The  microscope  in  botany  ; from  the  German,  translated  by  Rev. 

A.  B.  Hervey,  assisted  by  R.  IT.  Ward.  Boston,  [IT.  S.,]  1885.  j 
16  + 466  p.  +13  pi.  +2  tab.  * 

— Tabellen  zum  Gebrauch  bei  mikroskopischen  Arbeiten.  Zweite  ; 

Auflage.  Braunschweig,  1892.  8 + 206  p. 

Beilstein  (F.).  Handbuch  der  organischen  Chemie.  Zweite 
Auflage.  Hamburg,  1886-90.  3 Bande. 

— Same.  Dritte  Auflage.  Hamburg,  1893-99.  4 Bande. 

_ See  also  Curtman  (C.  0.),  Lessons  in  chemical  analysis,  3rd  : 

ed.,  1889. 

Bela.  See  Bael. 

[Belanger  (Ch.).]  Essais  de  culture  du  quinquina  a la  Martinique. 

[Paris,  1870.]  8p n.  t.-p.  (Pam.  20.)  _ I 

Belgium.  Pharmacopcea  Belgica  nova.  Bruxellis,  1854.  1l  + -4 
+ 376+10  + 28  + 446  + 4 p.  * 

— Same.  Editio  secunda.  Bruxelles,  1885.  394  + 444  p.  * 

— See  also  Patrouillard  (C.),  Etude  sur  la  Pharmacopee  beige,  sa 

comparaison  avec  le  Codex  fran9ais,  [1881-2], 

Bell  (Sir  Charles).  The  hand;  its  mechanism  and  vital  endow- 
ments as  evincing  design.  London,  1833.  16  + 288  p.  (Bridge- 

water  treatises,  4.) 

— See  also  Paley  (W.),  Natural  Theology,  illustrated  with  notes, . 

1835.  „ , 

Bell  (Jacob).  Concise  historical  sketch  of  the  progress  of  pharmacy 
in  Great  Britain,  from  its  partial  separation  from  the  practice  of- 
medicine  until  the  establishment  of  the  Pharmaceutical  Society; 
an  introduction  to  the  Pharmaceutical  journal.  London,  1843. 
108  p.  2 copies. 

- Same.  [New  edition,  with  continuation,]  by  T.  Redwood.  Lorn, 
don,  Pharmaceutical  Society,  1880.  4 + 416  p.  4 copies.  ^ 

Chemical  and  pharmaceutical  processes  and  products.  (/»  So- 
ciety for  the  Encouragement  of  Arts,  Lectures  on  results  o'; 
the  Great  Exhibition,  1st  ser.,  1852,  p.  133-56.) 

_ See  also  Pharmaceutical  Society  of  Great  Britain,  Pharma* 
ceutical  journal  and  transactions,  1841-59. 

Bell  (James).  Analysis  and  adulteration  of  foods.  [London^. 
1881-83.  Parts  1-2.  2 copies.  (Great  Britain  and  Ireland 

Committee  of  Council  on  Education,  South  Kensington 
Museum  science  handbooks.) 

Bell  (Thomas).  See  Linnean  Society  of  London,  Address  of  1.  W 
president,  1855-57. 
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Bellingham  (O’Bryen).  Elements  of  materia  medica  and  phar- 
macy; edited  by  A.  Mitchell.  Dublin,  1841.  Pt.  1,  8 + 302  p. 

Belon  (Pierre),  Lat.  Petrus  Bellonius.  Plurimarum  singularium 
et  memorabilium  rerum  in  Graecia  etc.  observationes.  Altera 
editio.  [Antwerpise,]  1605.  12  + 244  p.  ( In  Clusius,  Exo- 

ticorum  libri.)  1+  * 

Beneden  (P.  J.  van).  See  Gervais  (P.)  <L-  P.  J.  v.  B.,  Zoologie,  1859. 

Benedikt  (R.).  Chemistry  of  the  coal-tar  colours  ; translated  from 
the  German  and  edited  by  E.  Knecht.  London,  1886.  8 + 248  p. 

— Chemical  analysis  of  oils,  fats,  waxes,  and  of  the  commercial 
products  derived  therefrom ; from  the  German,  revised  and 
enlarged  by  J.  Lewkowitsch.  London,  1895.  18  + 684  p. 

Bengal.  Botany.  East  India  Co.,  Hortus  Bengalensis,  [by 
W.  Roxburgh,]  1814.  * 

Bengal.  Government.  Bengal  dispensatory  and  companion  to  the 
pharmacopoeia ; [edited]  by  W.  B.  O’Shaughnessy.  London, 
1842.  24  + 794  p.  +9  pi. 

Same.  Another  copy.  Calcutta,  1842.  1§.  * 

Bengal  pharmacopoeia,  and  general  conspectus  of  medicinal 

plants ; edited  by  W.  B.  O’Shaughnessy.  Calcutta,  1844. 
10  + 454  p. 

Same.  Another  copy.  ]§.  * 

Bengal.  Medical  Department  ? Indigenous  drugs  of  India ; alpha- 
betical list,  by  K.  L.  Dey.  [Calcutta,  18771]  22  p.,  n.  t.-p. 

[Report  of  the  Chemical  Examiner’s  Department  for  1877-8, 

by  K.  L.  Dey,  to  the  Surgeon -General ; Letter  from  the 
Surgeon-General  to  the  Judicial  Department ; Resolution  by 
the  Medical  Department.  Calcutta,  18781]  2 + 12  p.,  n.  t.-p. 

Benites  (J[ose]  Maria).  Principios  para  la  materia  medica  del  pais 
[Venezuela]  en  forma  de  diccionario.  Segunda  edicion,  con 
una  noticia  biografica  del  autor  y un  apendice  por  [G.  ?]  A. 
Ernst.  Caracas,  1869.  60  + 4 p.  (Pam.  30.) 

Bennett  (Alfred  William).  See  Henfrey  (A.),  Elementary  course 
of  botany,  4th  ed.,  1884. 

— See  Sachs  (J.  v.),  Text-book  of  Botany,  1875. 

— See  Saunders  (W.  W.),  W.  G.  Smith,  A A.  W.  B.,  Mycological 

illustrations,  hymenomycetous  fungi,  1871-72. 

— See  Seboth  (J.),  Alpine  plants,  [1879-80]. 

— See  Thome  (O.  W.),  Text-book  of  botany,  3rd  ed.,  1879. 

Bennett  (Alfred  W[illiam])  A G.  Murray.  Handbook  of  crypto- 

gamic  botany.  London,  1889.  8 + 474  p. 

Bennett  (John  Hughes).  Treatise  on  the  oleum  jecoris  aselli,  or 
cod  liver  oil,  as  a therapeutic  agent  in  certain  forms  of  gout, 
rheumatism,  and  scrofula,  with  cases.  Loudon,  1841.  180  p. 
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Bennett  (John  Joseph).  See  Linnean  Society  of  London,  Address 
of  T.  Bell,  obituary  notices  by  J.  J.  B.,  1855-57. 

Bentham  (George).  Handbook  of  the  British  flora ; [with  Outlines 
of  elementary  botany].  London,  1858.  16  + 656  p. 

— Same.  Fourth  edition.  London,  1878.  80  + 608  p. 

— Same.  Fifth  edition,  revised  by  Sir  J.  D.  Hooker.  London, 

1887.  80  + 584  p. 

Same.  [Another  edition]  ; with  illustrations  from  drawings  by 

W.  Fitch.  London,  1865.  2 v.' 

— See  also  Fitch  (W.  H.)  & W.  G.  Smith,  Illustrations,  1880. 

Outlines  of  elementary  botany.  {In  his  Handbook  of  the  Bri- 
tish flora,  1858,  etc. ; In  Harvey  & Sonder,  Flora  Capensis, 
1859,  v.  1 ; — Gt.  Britain  & Ireland,  Colonial  Office,  Flora 
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— Revision  of  the  genus  cassia.  [Lond.,  1871.]  [90]  p.  + 4 pi.,  n.  t.-p. 

See  also  Gt.  Britain  & Ireland,  Colonial  Office,  Flora  Hong- 
kongensis, by  G.  Bentham,  1861. 

_ See  also  Hooker  (W.  J.),  Niger  flora,  including  Flora  Nigritiana, 
by  J.  D.  Hooker  and  G.  B.,  1849. 

See  also  Martius  (C.  F.  P.  v.),  Flora  Brasiliensis,  1859-62. 

Bentham  (G[eorge])  <&■  J.  D.  Hooker.  Genera  plantarum  adi 
exemplaria  imprimis  in  herbariis  Kewensibus  servata  definita. 
Londini,  1862-83.  3 vol.  * 

— See  also  Durand  (T.),  Index  generum  phanerogamorum,  1888. 

Bentham  (George)  & F.  v.  Muller.  Flora  Australiensis  : a descrip- 
tion of  the  plants  of  the  Australian  territory;  [with  B.’s  Out- 
lines of  botany]  ; published  under  the  authority  of  the  several  1 
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— Botany.  London,  S.JP.C.  K.,  1882.  128  p.  J 
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Bentley  (Robert) — continued. 

— Student’s  guide  to  systematic  botany,  the  classification  of  plants 

and  descriptive  botany.  London,  1884.  12  + 178  p. 

— Text-book  of  organic  materia  medica.  London,  1887.  28  + 

416  p.  2 copies. 

— See  also  King’s  College,  London,  On  the  advantages  of  botany 
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— See  also  Pharmaceutical  Society  of  Great  Britain,  Pharmaceu- 

tical journal  and  transactions,  1859-70. 

Bentley  (Robert)  <£•  H.  Trimen.  Medicinal  plants : being  de- 
scriptions with  original  figures  of  the  principal  plants  em- 
ployed in  medicine,  and  an  account  of  their  properties  and 
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col.  pi.  * 
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accompagnees  d’une  nouvelle  metliode  de  formuler,  et  de  for- 
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— See  also  Journal  de  chimie  medicale,  etc.,  1839-47. 

Berberidaceae.  Hirschhausen  (L.  v.),  Beitrage  zur  forensischen 

Chemie  der  wichtigeren  Berberideenalkaloide,  1884. 

Berg  (Otto  [Carl]).  Pharmazeutische  Waarenkunde.  Berlin,  1858. 
Thed  2. 

— Same.  Dritte  Auflage.  Berlin,  1863.  Theil  1. 

— Same.  Another  copy.  B.  * 
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Berlin.  Berlin,  1865.  4 + 48  p.  +10  pi.  B.  * 

— Pharmazeutische  Botanik.  Fiinfte  Auflage.  Berlin,  1866. 
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— Same.  Another  copy.  1§.  * 
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— Same.  Another  copy,  bound  in  2 vol.  B.  * 
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Bergen.  See  Societe  d’acclimatation,  Sur  I’exposition  Internationale 
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notes,  etc.],  by  E.  Cullen,  [also  notes  by  Guyton  de  Morveau  i 
and  T.  Beddoes  1].  London,  1784.  Vol.  1-2,  5 pi.,  1 tab. 

— Same.  [Another  ed.]  London,  1788.  Vol.  1-2,  5 pi.,  1 tab. 

— Same.  Edinburgh,  1791.  Vol.  3. 

Dissertation  on  elective  attractions ; translated  from  the  Latm 

by  [T.  Beddoes].  London,  1785.  16  + 384  p.  +7  tab. 

_ See  also  Scheele  (C.  W.),  Chemical  observations  on  air  andi 

fire,  1780.  . 

Berichte  vomFeldeder  pharmazeutischen  Literatur,  [1.-4.  Jahresb.J.. 

See  Brandes  (R),  1822-26.  _ 

Berkeley  (Rt.  Rev.  George),  Bp.  of  Cloyne.  Siris  : a chain  of  philo- 
sophical reflexions  and  inquiries  concerning  the  virtues  of  tan 
water,  etc.  Second  edition.  London,  1744.  176  p.  (Pam.  59. 
_ Letter  to  T[homas]  P[rior],  containing  farther  remarks  on  tan 
water;  [with]  an  answer  to  a supposed  physician’s  letteri 

London,  1744.  2 + 28  p.  (Pam.  59.) 

Berkeley  (Rev.  Miles  Joseph).  Introduction  to  cryptogamic  botanjy 

London,  1857.  10+604  p. 

— See  also  Cooke  (M.  C.),  Fungi,  2nd  ed.,  1875. 

— See  also  Griffith  (J.  W.)  & A.  Henfrey,  Micrographic  dictionary. 

3rd  ed.,  1875;  4th  ed.,  1883. 

— See  also  Smith  (James  E.),  English  flora,  183l>,  v.  5,  pt.  2. 
Berkenhout  (John).  Pharmacopeia  medici.  London,  17b;>! 

12+132  p. 

Berkshire.  Druce  (G.  C.),  Flora  of  Berkshire,  1897.  * 

Berlin.  See  Berg  (0.  C.),  Die  Chinarinden,  1865. 

See  Collegium  Medicum  et  Sanitatis. 

See  Deutsche  botanische  Gesellschaft. 
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Berlin — continued. 

— See  Deutsche  che.misciie  Gesellsciiaft. 
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[Berlinisches  Jahrbuch  fiir  clie  Pharmacie;  Namen-  und  Sach- 
Register.  Berlin,  1809-23.]  2 Bd.  * 

Berlu  (Jo.  Jacob).  The  treasury  of  drugs  unlock’d.  London, 
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Bermudas  or  Somers’  Islands.  Reade  (O.  A.),  Plants,  1883. 
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[avec  supplement].  Gand,  1872 [ — 7 5 ] . 20  + 4 p.  (Pam.  12.) 

— Visite  a l’Exposition  de  Vienne.  Gand,  1874.  32  p.  (Pam.  12.) 

— Classification  de  160  huiles  et  graisses  vegetales.  2e  edition, 
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Gand,  1874.  24  p.  (Pam.  12.) 

— Classification  de  40  savons  vegetaux.  Gand,  1875.  12  p. 

(Pam.  12.) 

— Classification  de  250  fecules.  Gand,  1876.  28  p.  (Pam.  12.) 

— L’Afrique  centrale  : etude  sur  ses  produits  commerciaux.  Gand, 

1877.  48  p.  +1  col.  map.  (Pam.  12.) 

— Classification  de  350  matieres  tannantes.  Gand,  1880.  48  p. 

(Pam.  17.) 

— See  also  Maison  de  Melle,  Notice  sur  les  collections,  1871. 
Bemays  (Adolphus).  Familiar  German  exercises  and  key.  New 

edition.  London,  1833.  14+186  + 70  p.  +5  lith.  pi. 

Bernays  (Albert  James).  Notes  for  students  in  chemistry.  Fifth 
edition.  London,  1870.  6+122  p. 

— Notes  on  analytical  chemistry.  Second  edition.  London,  1886. 

6 + 130  p. 

— Same.  Third  edition.  London,  1889.  8+150  p. 

Bemthsen  (A.).  Text-book  of  organic  chemistry : translated  by 

G.  M‘Gowan.  London,  1889.  20  + 544  p.  2 copies. 

— Same.  Second  edition.  London,  1894.  20  + 596  p. 

Bert  (Paul).  First  year  of  scientific  knowledge ; translated  by 
Madame  Paul  Bert.  London,  1885.  344  p. 

— Same.  Third  edition.  London,  1886.  344  p. 

Berthelot  (Marcelin  Pierre  Eugene  ?).  See  Annales  de  chimie  et 
de  physique,  5-7  ser. 

Berthier  (P[ierre  ?]).  Traite  des  essais  par  la  voie  s6che ; ou  des 
proprietes,  de  la  composition,  et  de  l’essai  des  substances  metal- 
liques  et  des  combustibles.  Paris,  1834.  2 tomes,  13  pi. 

Berthollet  ([Claude  Louis]).  Elements  of  the  art  of  dyeing ; trans- 
lated from  the  French  by  W.  Hamilton.  London,  1791.  2 v.,  1 pi. 
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Berthollet  ([Claude  Louis]) — continued. 

Researches  into  the  laws  of  chemical  affinity ; translated  from 

the  French  by  M.  Farrell.  London,  1804.  8 + 214  p. 

— See  also  Annales  de  chimie. 

Bertin  (A.  ?).  See  Annales  de  chimie  et  de  physique,  3-6  ser. 
Berzelius  (Jons  Jakob).  View  of  the  progress  and  present  state  of 
animal  chemistry  ; translated  from  the  Swedish  by  G.  Brunn- 
mark.  London,  1818.  8+116  p. 

Use  of  the  blowpipe  in  chemical  analysis,  and  in  the  examination 

of  minerals  ; translated  from  the  French  of  M.  Fresnel,  by 
J.  G.  Children.  London,  1822.  40  + 344  p.  +3  pi. 

— Traite  de  chimie;  traduit  par  A.  J.  L.  Jourdan  [et  M.  Esslinger], 

sur  des  mss.  inedits  et  sur  la  derniere  edition  allemande.  Paris, 
1829-33.  8 tomes,  13  pi.,  1 tab. 

— Same.  [Nouvelle  edition.]  Bruxelles,  1840.  8 tomes,  8 pi. 

Analysis  of  inorganic  bodies ; translated  from  the  French  by 

G.  O.  Rees.  London,  1833.  8 + 164  p.  +1  pi. 

Bethnal  Green  Branch  Museum.  See  Great  Britain  and  Ireland, 
Committee  of  Council  on  Education. 

Betton  (Thomas  R.).  See  Regnault  (H.  V.),  Elements  of  chemis- 
try, translated,  1852. 

Betula  alba.  Dragendorff  (G.),  Chemische  Untersuchung  iiber 
einen  an  der  Betula  alba  ...  vorkommenden  Pilz,  1864. 

Bevan  (G.  Phillips).  Industrial  classes  and  industrial  statistics. 
London,  1876.  [Vol.  1,]  2 col.  maps.  (British  manufacturing 
industries.) 

Contents.— Mining,  Metals,  Chemicals,  Ceramics,  Glass,  and  Paper. 

— British  manufacturing  industries.  Second  edition.  London, 

1876-78.  12  vol.,  pi. 

Iron  and  steel,  by  W.  M.  Williams  ; Copper  smelting,  by  J.  A.  Phillips  ; | 
Brass  founding,  tin  plate  and  zinc  working,  by  W.  Graham.  1876. 
Acids,  alkalies,  soap,  and  minor  chemical  products,  by  [A.  H.]  Church  , 
Oils  and  candles,  by  W.  M.  Williams  : Gas  and  lighting,  by  R.  H. 
Patterson.  1877. 

Hosiery  and  lace,  by  W.  Felkin ; Carpets,  by  C.  Dresser ; Dyeing  and 
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and  woodwork,  by  J.  H.  Pollen.  1877. 
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Clark.  1877. 

Tobacco,  by  J.  Dunning;  Hides  and  leather,  Gutta-percha,  and  India- 
rubber,  by  J.  Collins  ; Fibres  and  cordage,  by  P.  L.  Simmonds.  18i  7. 
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Bevan  (G.  Phillips).  British  manufacturing  industries — continued. 
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refining,  by  C.  H.  Gill ; Butter  and  cheese,  by  M.  Evans ; Brewing, 
Distilling,  by  T.  A.  Pooley.  1878. 

Beverages.  See  Food,  Drink,  and  Diet. 

Beverovicius  \or  van  Beverwyck]  (Joh.).  Idea  medicin®  veterum. 
Lugd.  Batav.,  1637.  8 + 400  p. 

Bewick  (Thomas).  See  Thornton  (R.  -J.),  New  family  herbal,  1810. 
Beyerstein  (Joh.  Georg.).  Obstacles  to  the  improvement  of  physic. 
{In  Stillingfleet,  B.,  Miscellaneous  tracts,  2nd  ed.,  1762, 
p.  201-27.) 

Bezoar  stone.  Bauhin  (C.),  De  lapidis  bezaaris,  1625.  * 

BGR  (I.).  See  Royal  College  of  Physicians  of  London,  Statutes, 
[the  base,  dishonourable  & illegal  dealing ;of  the  Colledge,]  1693. 
Biberg  (Isaac  J.).  (Economy  of  nature.  {In  Stillingfleet,  B., 
Miscellaneous  tracts,  2nd  ed.,  1762,  p.  37-129.) 

Bible.  Holy  Bible,  containing  the  old  and  new  testaments,  [with 
marginal  references].  London,  183£. 

— Same.  With  explanatory  notes  and  references,  by  T.  Scott. 

New  edition.  London,  1844.  6 v.,  84  pi. 

— Select®  e veteri  testamento  histori®  ; ad  usum  eorum  qui  Latin® 
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— See  also  Declaration  of  students  of  the  natural  and  physical 
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— See  also  Smith  (John)2,  Bible  plants,  1877. 
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dungen  einzelner  Alkaloide  mit  Gallensauien,  18(1. 

— Deubner  (C.),  Vergleichende  Untersuchungen  uber  die  neueren 

Methoden  zum  Nachweis  des  Gallenfarbstoffes  im  Ham  ictei 

ischer,  1884.  . 
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— Benites  (J.  M.),  Principios  ... , noticia  biog.  por  A.  Ernst,  1869. 
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— Guibourt  (N.  J.  B.  G.),  Histoire  des  drogues,  7me  ed.,  avec  eloge 

par  H.  Buignet,  1876. 
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D.  H.,  Nekrolog,  [von  F.  A.  Fliickiger,]  1875  ; — Eng.,  1876. 
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Seemann  (B.),  Flora  Yitiensis,  with  [biograph,  sketch],  1865-73. 
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— Poisons  : their  effects  and  detection  ; with  an  introductory  essay 

on  the  growth  of  modern  toxicology.  [Second  edition.] 
London,  1884.  36+712  p.  +1  tab. 

— Same.  Third  edition.  London,  1895.  32  + 724  p.  +1  pi. 

— Manual  of  public  health.  London,  1890.  24  + 654  p.  +12  pi. 

Blyth  (John).  See  Liebig  (J  v.),  Familiar  letters  on  chemistry, 

4th  ed.,  1859  ; — Letters  on  modern  agriculture,  1859. 

Blytt  (Matthias  Numsen).  Parole  in  morte  di  Matteo  B.,  da  F. 

Parlatore.  Firenze,  1863.  8 p.  (Pam.  11.) 

Bocker  (Friedrich  Wilhelm).  Die  Vergift ungen  in  forensischer  und 
klinischer  Beziehung.  Iserlohn,  1857.  12+152  p. 

Bocquillon  (H[enri]).  La  vie  des  plantes;  172  dessins  sur  bois. 
Paris,  1868.  12  + 376  p.  B.  * 

— See  also  Baillon  (H.  E.),  Dictionnaire  de  botanique. 
Bocquillon-Limousin  (H.).  Formulaire  des  medicaments  nouveaux 

et  des  medications  nouvelles.  3“  edition.  Paris,  1892.  322  p. 

Boecker.  See  Bocker. 

Boehlendorff.  See  Boiilendorff. 

Boehm.  See  Bohm. 

Boening.  See  Boning. 

Boerhaave  (Hermann).  Praxis  medica  Boerhaaveana,  a body  of 
prescriptions  adapted  to  the  Aphorisms  of  B.,  from  the  original 
ms.  ; [with]  Methodius  prsescribendi  formulas,  secundum  A. 
Pitcarnium;  [edited  by  R T.].  London,  1716.  12  + 136  p. 

— Libellus  de  materie  medica  et  remediorum  formulis,  qme  serviunt 

Aphorismis  de  cognoscendis  et  curandis  morbis.  Lugduni 
Batavorum,  1719.  12  + 304  p. 

— Same.  Editio  altera.  Lugduni  Batavorum,  1727.  14+304  p. 

Eng.  Treatise  of  the  materia  medica  and  forms  of  medicines  ; 

transl.  from  the  Latin.  London,  1739.  2 + 8 + 246  + 30  p. 

Eng.  Materia  medica : a series  of  prescriptions ; translated 
from  the  Latin.  London,  1741.  8 + 208  + 32  p.  3 copies. 

— Elementa  chemke.  Lugduni  Batavorum,  1732.  Tom.  2. 

— Eng.  New  method  of  chemistry ; translated  from  the  [Latin], 

by  P.  Shaw  and  E.  Chambers,  with  notes.  London,  1727. 
16  + 384  + 336  p.  +2  pi. 

Same.  Translated,  [with]  notes,  and  appendix  shewing  the  neces- 
sity and  utility  of  enlarging  the  bounds  of  chemistry,  by  P.  Shaw. 
Second  edition.  London,  1741.  2 v.,  18  pi.  2 copies. 

Note. — One  copy  wants  the  frontispiece. 

— Same.  Third  edition.  London,  1753.  2 v.,  17  pi. 

— Eng.  Elements  of  chemistry ; translated  from  the  Latin  by 

T.  Dallowe.  London,  1735.  2 v.,  17  pi.  ; v.  2 interleaved. 


E 


boe— bon 


66 


Boerhaave  (Hermann) — continued. 
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chemische  Tabellen,  1883. 

Borocitrate  of  magnesium.  See  Magnesium. 

Borocitrates.  Scheibe  (E.),  Beitrage  zur  Kenntniss  und  Dar- 
stellung  der  Borocitrate,  [1880]. 

Borocitric  acid.  Scheibe  (E.),  Darstellung  und  Beschreibung  der 
Borcitronensaure  und  ihrer  Salze,  [1879]  ; — 1880. 

Borszczow  (El.).  Die  pharmaceutisch-wichtigen  Ferulaceen  der 
aralo-caspisclien  Wiiste,  nebst  Untersuchungen  liber  die  Ab- 
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stammung  <ler  im  Handel  vorkommenden  Gummiharze : Asa  ; 
fcetida,  Ammoniacum  und  Galbanum.  2 + 40  p.  +8  pi.  (In 
Academie  imperiale  des  sciences  de  St.-Petersbourg, Memoires,  ■ 
1860,  ser.  7,  t.  3.) 

— Same.  Another  copy.  B-  * 

Bosisto  (Joseph).  See  Victoria,  Parliament,  Report  of  the  Wattle- 
Bark  Board  of  Inquiry,  1878. 

Bostoek  (John).  See  Annals  of  philosophy,  1818. 

See  Guy’s  Hospital,  Syllabus  of  chemical  lectures,  1822. 

Boston,  U.S.A.  See  Massachusetts  College  of  Pharmacy. 

— See  Massachusetts  Medical  Society. 

Boswell  (John  T.  Irvine  B.),  formerly  J.  T.  B.  Syme.  See  Botanical 
Exchange  Club,  Report  of  curator,  1870;  1872. 

— See  Sowerby  (James),  English  botany,  3rd  ed.,  1863-86. 

Boswellia.  Birdwood  (G.  [C.  M.]),  On  the  genus  Boswellia,  1870. 

— Colebrooke  (H.  T.),  On  Boswellia,  1827. 

Bot.  Clark  (B.),  Essay  on  the  bots  of  horses,  etc.,  1815-45. 
Botanical  Exchange  Club.  Report  of  the  curator  [J.  B.  Syme],  and  1 
list  of  desiderata.  London,  1870;  1872.  2 pam. 

Botanical  gazette.  Crawfordsville,  [U.  S.,]  1888—91  ; Bloomington,. 

1892-93;  Madison,  1894-96;  Chicago,  1896-1900.  Vol.  13-29. 
Botanical  Society  of  Canada,  Kingston.  Annals.  [Kingston,  I860  t] 
Vol.  1,  p.  1-60. 

Botanical  Society  of  Edinburgh.  Transactions  [and  proceedings].. 
Edinburgh,  1844-1900.  Vol.  1-21,  pi.  " ^ . 

— Address  delivered  at  the  opening  of  the  session  1869-70  ; by. 

IT.  [F.  C.]  Cleghorn.  Edinburgh,  1870.  26  p.  (Pam.  31.) 

Botanischer  Jahresbericht : systematisch  geordnetes  Repertorium  i 
der  botanischen  Literatur  aller  Lander;  herausgegeben  von 
L.  Just,  [E.  Kohne,  H.  T.  Geyler,  etc.] ; 1873[-98].  Berlin,. 

1874-1900.  Bd.  1-26.  * 

Botanisches  Adressbuch  : herausgegeben  von  Fachmannern.  Leip- 
zig, 1891.  4+186  p. 

Botanist’s  pocket-book.  Hayward  (W.  R.),  5th  ed.,  1887. 

Botany.  ( See  also  Agriculture  ;— Alkaloids  ;— Arboriculture  ; 

Forests  ;— Gardens  ;— Horticulture  ; and  various  orders-, 
genera,  species  and  parts  of  plants,  etc.) 

Afzelius  (A.),  Genera  plantarum  Guineensium,  1804.  * 

Stirpium  in  Guinea  medicinalium  species,  1817-29.  * 

_ Aitchison  (J.  E.  T.),  Catalogue  of  plants  of  the  Punjab  and 

Sindh,  1869.  * 

Aiton  (W.),  Hortus  Kewensis,  1789.  * 

— Alcock  (R.  H.),  Botanical  names  for  English  readers,  1876. 
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— [Alechamps  (J.  n’),]  Historia  generalis  plantarum,  1586.  * 

— Allen  (G.),  The  colours  of  flowers,  1882. 

— Annales  des  sciences  naturelles,  1858-1900.  * 

— Annals  and  magazine  of  natural  history,  1851-1900.  * 

— Annals  of  botany,  editors,  C.  Ivonig  and  J.  Sims,  1805-6. 

— Annals  of  botany,  edited  by  I.  B.  Balfour,  etc.,  1887-1900. 

— Archer  (T.  C.),  Popular  economic  botany,  1853. 

— Artus  ([W.  F.]  W.),  Hand-Atlas  sammtlicher  medieinisch- 

pharmaceutischer  Gewachse,  5.  Aufl.,  1876.  * 

— Atlas  de  botanique.  * 

— Aublet  ([J.  B.  C.]  F. ),  Histoire  des  plantes  de  la  Guiane  fran- 

^oise,  1775. 

— Babington  (0.  0.),  Manual  of  British  botany,  3rd  ed.,  1851  ; 4th 

ed.,  1856;  7th  ed.,  1874;  8th  ed.,  1881. 

— — Flora  of  Cambridgeshire,  1860.  * 

— Bagnall  (J.  E.),  Flora  of  Warwickshire,  1891.  * 

— Baillon  (H.  [E.]),  Natural  history  of  plants,  1871-88.  * 

Dictionnaire  de  botanique,  1876-92.  * 

Traite  de  botanique  medicale  plianerogamique,  1883-84. 

— Baker  (J.  G.),  Flora  of  the  English  lake  district,  1885.  * 

— Balfour  (I.  B.),  Botany  of  Socotra,  1888.  * 

— Balfour  (J.  H.),  Manual  of  botany,  1849  ; 2nd  ed.,  1851  ; new 

ed.,  1860;  5th  ed.,  1875. 

Class  book  of  botany,  1852-54  ; 3rd  ed.,  1871. 

Outlines  of  botany,  1854. 

Second  book  of  botany,  systematic  and  economic,  1873. 

— Barber  (G.),  Pharmaceutical  or  medico- botanical  map  of  the 

world,  1870.  * 

— Barham  (H.),  Hortus  Americanus,  1794. 

— Barton  (B.  H.)  d-  T.  Castle,  British  flora  medica,  new  ed.,  1877. 

— Barton  (W.  P.  C.),  Vegetable  materia  medica  of  the  United 

States,  1818-25.  * 

— Bary  ([H.]  A.  he),  Comparative  anatomy  of  the  vegetative 

organs  of  the  phanerogams  and  ferns,  1884. 

Comparative  morphology  and  biology  of  the  fungi,  mycetozoa 

and  bacteria,  1887.  * 

— Bauhin  (C.),  Pinax  theatri  botanici,  1671. 

Prodromos  theatri  botanici,  ed.  altera,  1671. 

— Beesley  (T.),  Botany  of  the  neighbourhood  of  Banbury,  1841. 

— Behrens  (W.  J.),  Text-book  of  general  botany,  1885.  * 

The  microscope  in  botany,  1885.  * 

— Bengal,  Government,  Bengal  pharmacopoeia,  and  conspectus  of 

medicinal  plants,  1844. 
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_ Bennett  (A.  W.)  do  G.  Murray,  Handbook  of  cryptogamic 
botany,  1889. 

Bentham  (G.),  Handbook  of  British  flora,  1858  ; 4th  ed.,  1878  , | 

5th  ed.,  1887. 

Handbook  of  British  flora,  illustrated  ed .,  1865. 

Outlines  of  elementary  botany,  1858,  etc. 

— Bentham  (G.)  do  J.  D.  Hooker,  Genera  plantarum,  1862-83.  * 

— Bentham  (G.)  do  F.  v.  Muller,  Flora  Australiensis,  1863-78.  * 

Bentley  (Pi.),  Manual  of  botany,  1861  ; 2nd  ed.,  1870;  3rd  ed.,  ; 

1873  ; 4th  ed.,  1882  ; 5th  ed.,  1887. 

Botany  [elementary  manual],  1882. 

. Student’s  guide  to  structural,  morphological,  and  physiological 

botany,  1883. 

Student’s  guide  to  systematic  ...  and  descriptive  botany ,^188  . 

— Bentley  (R.)  d:  H.  Trimen,  Medicinal  plants,  18[75-]80.  * 

Berg  (O.  [0.]),  Pharmazeutische  Botanik,  5.  Aufl.,  1866. 

Charakteristik,  oder  Atlas  zur  pharm.  Bot.,  2.  Aufl.,  1861. 

Berg  (0.  C.)  do  C.  F.  Schmidt,  Darstellung  und  Beschreibung 

sammtlicher  in  der  Pliarmacopcea  borussica  aufgefuhrten  offi- 
zinellen  Gewachse,  1858-63.  * 

— Berger  (A.  M.),  Calendar  of  Flora,  1755. 

_ Berkeley  (M.  J.),  Introduction  to  cryptogamic  botany,  185 (. 

_ Billerbeck  (J.),  Flora  classica,  1824.  * 

— Birdwood  ([G.  C.  M.]),  Catalogue  of  the  economic  products  of 

the  presidency  of  Bombay,  1862. 

Bocquillon  (H.),  La  vie  des  plantes,  1868. 

Boissier  ([P.  E.),  Flora  orientalis,  186 <-88. 

— Botanical  Exchange  Club,  Report,  1870  ; 1872. 

Botanical  gazette,  1889-1900. 

_ Botanical  Society  of  Canada,  Annals,  1860. 

Botanical  Society  of  Edinburgh,  Transactions,  1844-1900. 

Botanischer  Jahresbericht  [fur]  1873[-98],  1874-1900. 

Botanisches  Adressbuch,  1891. 

_ Boulger  (G.  S.),  The  uses  of  plants,  economic  botany,  1889. 

Bouton  (L.),  Medicinal  plants  of  Mauritius,  1857.  * 

Plantes  medicinales  de  Maurice,  2me  ed.,  1864. 

_ bower  (F.  O.)  do  S.  II.  Vines,  Course  of  practical  instruction  ini 

botany,  1885-87. 

_ Braemer  (L.)  d-  A.  Suis,  Atlas  de  photomicrographs  des  planted 
medicinales,  1900. 

_ Brandt  (J.  F.),  P.  Phoebus  do  J.  T.  C.  Ratzeburg,  Abbildungg 
und  Beschreibung  der  in  Deutschland  wildwachsenden  und  nr 
Garten  im  Freien  ausdauernden  Giftgewachse,  1834-38. 
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Bretschneider  (E.),  On  the  study  and  value  of  Chinese  botanical 

works,  1870.  * 

Botanicon  Sinicum,  notes  on  Chinese  botany,  1892. 

Bristol  Naturalists’  Society,  Flora  of  the  Bristol  coal-held, 

edited  by  James  Walter  White,  1 88  / . 

Britten  (J.)  <0  R.  Holland,  Dictionary  of  English  plant-names, 

18[78-]86.  * 

— Bromfield  (W.  A.),  Flora  Vectensis,  1856. 

Brown  (R.),  Campst.,  Florida  Discoana,  ...  Greenland,  1868. 

Manual  of  botany,  anatomical  and  physiological,  1874. 

Brunfels  (0.).  Fragment  zur  Geschichte  der  Botanik,  von  I . A. 

Fliickiger,  1878. 

— Buchoz  (P.  J.),  Herbier  de  la  Chine,  1781.  * 

— Buek  (H.  W.),  Genera,  species  et  synon.  Candolleana,  1840-74.  * 
Buitenzorc.  Botanic  Garden,  Catalogus  plantarum  qme  in 

horto  botanico  Bogoriensi  coluntur,  1866.  * 

Verslag,  1892-98. 

— Burman  (J.),  Thesaurus  Zeylanicus,  Catalogi  duo  plantarum 

Africanarum,  1737. 

— Calcara  (P.),  Florula  medica  Siciliana,  1851.  * 

— California,  Geological  Survey,  Botany,  1876-80. 

— Calyert  (F.  C.)  <£•  E.  Ferrand,  Memoire  sur  la  vegetation  con- 

sideree  sous  le  point  de  vue  chimique,  1844. 

— Canada,  Geological  and  Natural  History  Survey,  Catalogue 

of  Canadian  plants,  by  J.  Macoun,  1883-92. 

— Candolle  (Alph.  [L.  P.  P.]  de),  Geographie  botanique,  1855.  * 

Origine  des  plantes  cultivees,  1883  [p.  1882]; — Eng.,  1884. 

Nouvelles  remarques  sur  la  nomenclature  botanique,  1883. 

— Candolle  (Alph.  [L.  P.  P.]  de)  J-  C.  [P.]  de  C.,  Monographue 

phanerogamarum,  1878-96.  * 

— Candolle  (Aug.  P.  de),  Essai  sur  les  proprietes  medicales  des 

plantes,  1804.  * 

— — Regni  vegetabilis  systema  naturale,  1818-21. 

Prodromus  systematis  naturalis  regni  vegetabilis,  1824-73.  * 

Organographie  vegetal e,  1827. 

— Botanicon  Gallicum,  ed.  secunda,  1828-30. 

— Candolle  (A[ug].  P.  de)  <L-  K.  Sprengel,  Elements  of  the 

philosophy  of  plants,  1821. 

— Caruel(T.),  illustratio  in  hortumsiccum  AndreseCsesalpini,  1858. * 

— Chabr^us  (D.),  Omnium  stirpium  sciagraphica  et  icones,  1677.  * 

— Christy  (T.),  New  commercial  plants  [and  drugs],  1878-89.  * 

— [Cleghorn  (H.  F.  C.),]  General  index  ...  Wight’s  Icones,  1856.  * 
Notes  on  botany  and  agriculture  of  Malta  and  Sicily,  1870. 
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— Clusius  (0.),  Exoticorum  libri  decern,  1605.  * 

— Coles  (W.),  Adam  in  Eden,  or  Natures  Paradise,  1657. 

— Collins  (J.),  Study  of  economic  botany  considered,  1872. 

— Colmeiro  (M.),  Diccionario  de  los  diversos  nombres  vulgares  de 

muchas  plantas,  1871. 

— Cooke  (M.  C.),  Manual  of  botanic  terms,  2nd  ed.,  1873. 

— Coudus  (V.),  Annotationes,  Historia  stirpium,  C.  Gesner  de  ; 

hortis  Germanise,  etc.,  1561.  * 

- — Cornut  (J.  [P.]),  Canadensium  plantarum  historia,  cui  adjectum 
est  Enchiridion  botanicum  Parisiense,  1635. 

— Coultas  (H.),  The  plant,  illust.  of  organic  life  of  animal,  1855. 
What  may  be  learned  from  a tree,  1860. 

— Culpeper  (N.),  English  physitian,  [and  herbal,]  1656  ; [1798].  * 

— Darby  (J.),  Botany  of  the  southern  [United]  States,  1857. 

— Darwin  (C.  [R.]),  Insectivorous  plants,  4th  thousand,  1876. 

Effects  of  cross  and  self  fertilisation  in  the  vegetable  kingdom, 

2nd  ed.,  1878. 

Power  of  movement  in  plants,  2nd  thousand,  1880. 

Different  forms  of  flowers  on  plants  of  the  same  species,  3rd 

thousand,  1884. 

Variation  of  animals  and  plants  under  domestication,  2nd  ed., 

5th  thousand,  1885. 

— Darwin  (F.)  & E.  H.  Acton,  Practical  physiology  of  plants,  1894. 
[Darwin  (R.  W.),]  Principia  botanica,  introduction  to  sexual 

botany,  1787. 

— Dawson  (J.  W.),  The  geological  history  of  plants,  1888. 

— Decaisne  ([J.])  [C.]  Naudin,  Handbook  of  hardy  trees,  shrubs, 

and  herbaceous  plants,  by  W.  B.  Hemsley,  1877. 

— De  Crespigny  (E.  C.),  A new  London  flora,  1877.  ! 

— Descourtilz  (M.  E.),  Flore  medicale  des  Antilles,  1821-28.  * 

— Descriptions  of  plants,  with  impressions  of  leaves  in  oil,  [17  ?]. 

— De  Tablet  (Lord),  Flora  of  Cheshire,  1899.  * 

— Deutsche  botanische  Gesellschaft,  Berichte,  1883-1900. 

— Dierbach  (J.  H.),  Flora  Apiciana,  Nahrungsmittel  der  alten 

Romer,  1831.  * 

— Donn  (J.),  Hortus  Cantabrigiensis,  12th  ed.,  1831. 

— Dorstenius  (T.),  Botanicon,  1540.  * 

— Dragendorff  (G.),  liber  die  Beziehungen  zwischen  cliemisclien 

Bestandtheilen  und  botanischen  Eigenthiimlichkeit  der  Pflanzen, 
1879. 

Die  qualitative  und  quantitative  Analyse  von  Pflanzen,  1882. 

Eng.  Plant  analysis,  translated  by  H.  G.  Greenish,  1884. 

Die  Heilpflanzen  der  verschiedenen  Volker  und  Zeiten,  1898. 
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— Dresser  (C.),  Unity  in  variety,  1859. 

Rudiments  of  botany,  structural  and  physiological,  1859. 

— Druce  (G.  C.),  Flora  of  Oxfordshire,  1886.  * 

Flora  of  Berkshire,  1897.  * 

— Drugs  and  medicines  of  North  America,  1884  -87. 

— Drummond  (J.  L.),  First  steps  to  botany,  1823. 

— Drury  (H.),  Handbook  of  the  Indian  flora,  1869,  v.  3.  * 

Useful  plants  of  India,  2nd  ed.,  1873. 

— Durand  (T.),  Index  generum  phanerogamorum,  1888.  * 

— Durand  (T.)  <£•  H.  Schinz,  Conspectus  florae  Africrn,  1895-98.  * 

— Dutt  (U.  C.),  Materia  medica,  glossary  of  Indian  plants,  1877. 

— Dymock  (W.),  Vegetable  materia  medica  of  Western  India, 

[1883  ?];  2nd  ed.,  1885[-86], 

— Dymock  (W.),  C.  J.  H.  Warden  <£■  D.  Hooper,  Phannaco- 

graphia  Indica,  1889-93. 

— East  India  Company',  Hortus  Bengalensis,  [by  W.  Roxburgh,] 

1814.  * 

— Elliot  (W.),  Flora  Andhrica,  plants  in  the  Telegu  districts,  1859.  * 

— Endlicher  (S.  [L.]),  Genera  plantarum,  1836-40.  * 

Mantissa  botanica,  Genera  plantarum  suppl.,  1842-43.  * 

— Fee  (A.  L.  A.),  Flora  de  Theocrite,  1832.  * 

Commentaires  sur  la  botanique  de  Pline,  1833.  * 

— Feuillee  (L.),  Beschreibung  zur  Arzeney  dienlicher  Pflanzen, 

welche  in  den  Reic-hen  des  mittagigen  America  sind,  1756.  * 

— Fitch  (W.  II.)  (£•  W.  G.  Smith,  Illustrations  of  the  British  flora, 

1880. 

— Fluckiger  (F.  A.),  Lehrbuch  der  Pharmakognosie  des  Pflanzen- 

reiches,  1867  ; 2.  Aufl.,  188[0-]3  ; 3.  Aufl.,  1891. 

— Fluckiger  (F.  A.)  <k  D.  Hanburyt,  Pharmacographia,  1874; 

2nd  ed.,  1879. 

— Fordyce  (G.),  Elements  of  agriculture  and  vegetation,  2nd  ed., 

1771  ; 4th  ed.,  1789. 

— Forskal  (P.),  Flora  AEgyptiaco-Arabica,  1775.  * 

leones  rerum  naturalium,  1776.  * 

— Forster  (J.  R.  & [J.]  G.  [A.]),  Characteres  generum  plantarum, 

quas  in  itinere  ad  insulas  maris  australis,  collegerunt,  1776. 

— France,  Ministere  de  la  marine  et  des  colonies,  Les  plantes 

utiles  des  colonies  franQaises,  J.  L.  de  Lanessan,  1886. 

— Franciiet  (A.)  «£•  L.  Savatier,  Enumeratio  plantarum  in  Japonia 

sponte  crescentium,  1875-79.  * 

— Frank  (A.  B.),  Die  Krankheiten  der  Pflanzen,  1880[— 81]. 

— Friedlander  (R.)  &•  Sohn,  booksellers,  Bibliotheca  botanica, 

187[3-]4. 
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Friend  (H.),  Flowers  and  flower  lore,  2nd  ed.,  1884. 

Fristedt  (R.  F.),  [Various  pamphlets  in  Swedish,]  1853-72.  * 

Liirobok  i organisk  pharmakologi,  1873.  * 

Geoffroy  (E.  F.),  New  treatise  on  vegetables  used  in  physick,  1751. 

Gerard  (J.),  [Herball,  or  generall  historie  of  plants,  1633].  * 

Catalogue  of  plants  cultivated  in  1596-99,  1876. 

— Germain  de  Saint-Pierre  (E.),  Nouveau  dictionnaire  de  bota- 

nique,  1870. 

Gesner  (C.),  Tabulae  collectionum  in  genere,  1553. 

— Gibert  (E.),  Enumeratio  plantarum  sponte  nascentium  agra 

Montevidensi,  cum  synonymis  selectis,  1873. 

Gmelin  (J.  F.),  Allgemeine  Geschichte  der  Pflanzengifte,  1777. 

— Godman  (F.  D.)  & O.  Salvin,  Biologia  Centrali- Americana, 

1879-88,  Botany,  by  W.  B.  Hemsley.  * 

— Goebel  (K.),  Outlines  of  classification  and  special  morphology 


of  plants,  1887. 

Organography  of  plants,  1900. 

— Goodale  (G.  L.),  Physiological  botany,  1890. 

— Graham  (J.),  Catalogue  of  plants  growing  in  Bombay,  1839.  * 

Graves  (G.)  <&  J.  D.  Morries,  Hortus  medicus,  1834.  * 

— Gray  (A.),  First  lessons  in  botany  & vegetable  physiology,  1857. 

Botany  for  young  people,  how  plants  grow,  8th  ed.,  1862. 

Manual  of  botany  of  northern  United  States,  5th  ed.,  1872. 

[Botanical  text-book,  or]  Introd.  to  structural  and  systematic- 

botany  and  vegetable  physiology,  5th  ed.,  1875  ; 6th  ed.,  1879. 
Gray  (S.  F.),  Natural  arrangement  of  British  plants,  etc.,  1821. 

— Great  Britain  and  Ireland,  Colonial  Office,  Flora  Hong- 

kongensis,  by  G.  Benthan,  1861.  * 

Great  Britain  and  Ireland,  Commissioners  of  Works,  Flora 

of  tropical  Africa,  by  D.  Oliver,  etc.,  1868-7/,  lb97. 

— Great  Britain  and  Ireland,  Committee  of  Council  on  Educa- 

tion, Illustrations  of  natural  orders,  by  D.  Oliver,  1874. 

— Great  Britain  and  Ireland,  Government,  Report  on  the 

scientific  results  of  the  voyage  of  H.M.S.  Challenger  during 
1873-76,  Botany,  1885-86.  * 

— Great  Britain  and  Ireland,  India  Office,  Index  to  native  and 

scientific  names  of  Indian  and  other  eastern  economic  plants, 
by  J.  F.  Watson,  1868.  * 

Flora  of  British  India,  by  J.  D.  Hooker,  etc.,  1872-97.  * 

— Green  (J.  R.),  Manual  of  botany,  1895-96  ; 2nd  ed.,  1897. 

Introduction  to  vegetable  physiology,  1900. 

Grevillea,  record  of  cryptogamic  botany,  1872-94. 

— Grew  (N.),  Anatomy  of  plants,  etc.,  1682. 
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— Griffith  (J.  E.),  Flora  of  Anglesey  and  Carnarvonshire,  [1895].  * 

— Grisebach  ([A.  H.  R.]),  Report  on  botanical  geography  during 

1842-43.  * 

Flora  of  the  British  West  India  Islands,  1864.  * 

Catalogus  plantarum  Cubensium,  1866.  * 

— Hanbury  (D.),  Science  papers,  ed.  by  J.  Ince,  1876. 

— Hanbury  (F.  J.)  dc  E.  S.  Marshall,  Flora  of  Kent,  1899.  * 

— Hance  (H.  F.),  Florae  Hongkongensis  prostheke,  1872.  * 

— r Harrington  (M.  W.),  Identification  and  microscopical  examina- 
tion of  vegetable  products,  1876. 

— Hartwich  (C.),  Die  neuen  Arzneidrogen  aus  dem  Pflanzenreiche, 

1897. 

— Harvey  (W.  H.)  <£•  0.  W.  Sonder,  Flora  Capensis,  1859-1900.  * 

— Hasskarl  (J.  K.),  Aanteekeningen  over  het  nut,  door  de 

bewoners  van  Java  aan  eenige  planten  van  dat  eiland  toe- 
geschreven,  1845.  * 

— Hayne  (F.  G.),  Getreue  Darstellung  und  Beschreibung  der  in 

der  Arzneykunde  gebrauchlichen  Gewachse,  1805-46.  * 

— Hayward  (W.  R.),  Botanist’s  pocket-book,  5th  ed.,  1887. 

— Hehn  (V.),  The  wanderings  of  plants  and  animals,  1885. 

— Heldreich  (T.  v.),  Die  Nutzpflanzen  Griechenlands,  1862.  * 

— Henfrey  (A.),  Elementary  course  of  botany,  2nd  ed.,  1870 ; 

3rd  ed.,  1878  ; 4th  ed.,  1884. 

— Henkel  (J.  B.),  Medizini.sch-pharmazeutische  Botanik,  1862  * ; 

2.  Ausg.,  1873. 

Atlas  zur  medizinisch-pharmazeutischen  Botanik,  1863  *;  2. 

Aufl,  1873.  * 

Lehrbuch  der  allgemeinen  und  medicinisch-pharmaceutischen 

Botanik,  187[0-]3. 

— Henslow  (G.),  Floral  dissections,  1879. 

Botany  for  children,  3rd  ed.,  1881. 

— - Henslow  (J.  S.),  Dictionary  of  botanical  terms,  new  ed.,  1858. 

— [Herbarius  Pataviae,  1485.]  * 

— Herlant  (A.),  Etude  sur  les  rapports  entre  les  principes  actifs 

et  les  caract^res  botaniques  des  plantes  officinales,  1878. 

Etude  descriptive  des  medicaments  naturels  d’origine  vegetale, 

1892. 

— Hetley  (Mrs.  C.),  The  native  flowers  of  New  Zealand,  1887-88.  * 

— Hill  (J.),  Flora  Britanica,  1760. 

Family  herbal,  1812.  * 

— Hoffmann  (J.)  <£•  II.  Schultes,  Noms  indigenes  d’un  choix  de 

plantes  du  Japon  et  de  la  Chine,  1852  '*  ; nouv.  ed.,  1864.  * 

— Holmes  (E.  M.),  H.’s  botanical  note  book,  1878. 
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Hooker  (J.  D.),  Student’s  flora  of  the  British  Islands,  2nd  ed., 

1878  ; 3rd  ed.,  1884. 

— Hooker  (W.  J.),  British  flora,  4th  ed.,  1838  ; 6th  ed.,  1850. 

London  journal  of  botany,  1842-47. 

H.’s  journal  of  botany  and  Kew  Gardens  miscellany,  1849-57. 

Niger  flora,  1849.  * 

Horaninow  (P.),  Prodromus  monographic  scitaminearum,  additis 

nonnullis  de  phytographia,  etc .,  1862.  * 

— Hull  (J.),  British  flora,  1799. 

— — Elements  of  botany,  1800. 

Humboldt  ([F.  H.]  A.  v.)  <L-  A.  Bonpland,  Plantes  equinoxiales, 

1809-9. * 

— Husemann  (A.  <£■  T.),  Die  Pflanzenstoffe,  18/1  ; 2.  Aufl.,  1882—84. 
Imperatorskie  S.-Peterburgskie  Botanetsheskie  Sad,  Trudiu, 

[Acta  horti  peti’opolitani,]  1871-99. 

India,  Revenue  and  Agricultural  Department,  Dictionary 

of  the  economic  products  of  India,  by  G.  Watt,  1889-96.  * 

Ingen-ILousz  (J.),  Experiments  upon  vegetables,  discovering 

their  power  of  purifying  the  air,  and  of  injuring  it,  1779. 

International  Botanical  Congress,  Report,  1866;  1874;  1880; 

1892. 

— Jackson  (B.  D.),  Guide  to  the  literature  of  botany,  including 

nearly  6000  titles  not  in  Pritzel,  1881.  * 

Vegetable  technology,  a bibliography  of  economic  botanj , 

founded  upon  the  collections  of  G.  J.  Symons,  1882. 

Glossary  of  botanic  terms,  1900.  * 

— Jamaica,  Botanical  Department,  Bulletin,  1887-92. 

— Jaume  St.-Hilaire  ([J.  H.]),  Plantes  de  la  France,  1808-9.  * 

— Johns  (0.  A.),  Forest  trees  of  Britain,  [18691]. 

Flowers  of  the  field,  9th  ed.,  [187—?]. 

_ Johnson  (C.  P.),  Useful  plants  of  Great  Britain,  illustrated  by 
J.  E.  Sowerby,  [1867  ?].  * 

— Johnson  (S.  W.),  How  crops  grow,  1869. 

— Journal  of  botany,  British  and  foreign,  1863-1900. 

— Jussieu  (A.  de),  Elements  of  botany,  1849. 

— Kajmpfer  (E.),  Amoenitatum  exoticarum  fasciculi  5,  1/12. 

Karsten  (H.),  Florae  Columbise  specimina  selecta,  1858.  * 

— Kerner  von  Marilaun  (A.),  Natural  history  of  plants,  bj 

F.  W.  Oliver,  etc.,  1894-95.  * 

Kew  Royal  Gardens,  Bulletin  of  miscellaneous  information, 

1887-1900. 

Index  Kewensis,  by  J.  D.  Hooker  and  B.  D.  Jackson, 

1893-95.  * 
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— King’s  College,  London,  On  the  advantages  of  the  study  of 

botany  to  the  student  of  medicine,  by  R.  Bentley,  1860. 

— Kitchener  (F.  A.),  A year’s  botany,  1874. 

— Kohler’s  Medizinal-Pflanzen,  1883-98.  * 

— Kuntii  (K.  S.),  Enumeratio  plantarum,  1833-50.  * 

— Kyber  (1).),  Lexicon  rei  herbarise  trilingue,  1553. 

— Langham  (W.),  The  garden  of  health,  1633.  * 

— Langkavel  (B.),  Botanik  der  spaeteren  Griechen  vom  3.  bis  13. 

Jahrhunterte,  1866.  * 

— Lees  (F.  A.),  Flora  of  West  Yorkshire,  1888.  * 

— Leicester  Literary  and  Philosophical  Society,  Flora  of 

Leicestershire,  on  the  basis  of  W.  H.  Coleman,  1886.  * 

— Le  Maout  (E.)  <L-  J.  Decaisne,  Traite  general  de  botanique,  1868. 

— — Eng.,  General  system  of  botany,  transl.  by  Hooker,  2nd  thou- 

sand, 1876.  * 

— Lindley  (J.),  Natural  system  of  botany,  2nd  ed.,  1836. 

Flora  medica,  1838. 

Introduction  to  botany,  3rd  ed.,  1839. 

Elements  of  botany,  1841  ; new  ed.,  1849. 

Synopsis  of  the  British  flora,  3rd  ed.,  1841. 

School  botany,  new  ed.,  1846  ; 1858  ; 1862  ; 16th  ed.,  [w.(7.]. 

Vegetable  kingdom,  1846  ; 3rd  ed.,  1853. 

Medical  and  ceconomical  botany,  1849;  2nd  ed.,  1856.  * 

Descriptive  botany,  1858. 

. — Lindley  (J.)  <£■  T.  Moore,  Treasury  of  botany,  1866  ; new  ed., 
1874.  * 

— Link  (H.  F.),  leones  anatomico-botanicie,  1837-38.  * 

Report  on  physiological  botany  during  1841-2-3. 

— Linnaeus.  See  Linne  (C.  v.). 

— Linne  (C.  v.),  Materia  medica,  lib.  1,  de  plantis,  1749. 

Eng.,  Medical,  botanical  system,  translated  by  C.  Whitlaw,  1829. 

Elements  of  botany,  by  H.  Rose,  1775. 

Introduction  to  botany,  extracted  by  J.  Lee,  3rd  ed.,  1776. 

Species  plantarum,  ed.  quinta,  1797-1830. 

Systema  vegetabilium,  ed.  15,  1797.  * 

— Linnean  Society  of  London,  Transactions,  1791-1887.  * 

Proceedings,  1838-99.  * 

Journal,  1855-1900.  * 

— — Additions  to  library,  1855-69.  * 

List  [of  fellows,  etc.],  1871-83.  * 

— Loudon  (J.  O.),  Encyclopiedia  of  plants  of  Britain,  1836. 

Hortus  Britannicus,  new  ed.,  1850. 

— Loureiro  (J.),  Flora  Cochinchinensis,  1790.  * 
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Lovell  (R.),  Pambotanologia,  herball,  2nd  ed.,  1665.  * 

— Lowson  (J.  M.),  Text-book  of  botany,  2nd  ed.,  1900. 

Lubbock  (J.),  Lord  Avebury,  On  British  wild  flowers  considered  I 

in  relation  to  insects,  1882. 

Flowers,  fruits,  and  leaves,  1886. 

_ Luerssen  (C.),  Handbuch  der  systematischen  Botanik,  [Median-  j 
isch-pharmaceutische  Botanik,]  18/9—82. 

Lunan  (J.),  Hortus  Jamaicensis,  1814. 

M‘ Alpine  (D.),  Botanical  atlas,  1883. 

Life  histories  of  plants  [1886], 

Macer  Floridus,  De  viribus  herbarum,  1832. 

Macfadyen  (J-),  Flora  of  Jamaica,  1837.  * 

— Mann  (J.  G.),  Deutschlands  wildwachsende  Arzney-Pflanzen, 

1828.  * 

Die  auslaendischen  Arzney-Pflanzen,  1830[-33].  * 

Martius  (C.  F.  P.  v.),  Specimen  materia?  medicse  Brasiliensis,  j 

1824. 

Systema  materia?  medica?  vegetabilis  Brasiliensis,  1843. 

Syllabus  pra?lectionum  de  botanica  pharmac. -medica,  1852. 

Yersucli  eines  Commentars  liber  die  Pflanzen  in  den  W erken 

von  Marcgrav  und  Piso  iiber  Brasilien,  1853. 

Beitrag  zur  Natur-  u.  Liter'ar-Geschichte  der  Agaveen,  1855.. 

L.  tabulae  vegetationis  in  Brasilia,  1856.  * 

_ Flora  Brasiliensis,  Papilionaceae,  1859-62.  * 

Yermischte  Schriften  botanischen  Inhalts,  1860. 

Yortr'age  iiber  die  Florenreiche,  1865. 

Martyn  (J.),  Historia  plantarum  rariorum,  1728.  * 

Masters  (M.  T.),  Vegetable  teratology,  1869. 

Botany  for  beginners,  1872. 

Matthiolus  (P.  A.),  Compendium  de  plantis  omnibus,  1571.  * 

— Mauritius,  Colonial  Government,  Flora  of  Mauritius  and  the- 

Seychelles,  by  J.  G.  Baker,  1877.  * ^ t 

Medico-Botanical  Society  of  London,  Transactions,  1821-3/. 

— Meinshausen  (K.),  Synopsis  plantarum  diaphoricum  flora? 

Ingricae,  1869.  * .... 

— Meyer  (A.),  Beitrage  zur  Kenntniss  pharmaceutisch  wichtigen 

Gewachse,  [1881]. 

— Miller  (P.),  The  gardener’s  and  botanist’s  dictionary,  1807.  * 

— Moquin-Tandon  ([H.  B.  C.]  A.),  Elements  de  botanique  medicate 

2e  ed.,  1866. 

— Morandi  (J.  B.),  Historia  botanica  practica,  1761.  * 

Moreira  (N.  J.),  Diccionario  de  plantas  medicinaes  Brasileiras » 

1862.  * 
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— Morison  (R.),  Prseludia  botanica,  1069. 

— Mulder  (G.  J.),  Chemistry  of  vegetable  physiology,  1849. 

— Muller  (F.  v.),  Select  extra-tropical  plants  eligible  for  industrial 

culture  or  naturalisation,  1881  ; new  ed.,  1885  ; 8th  ed.,  1891. 

— Muller  (J.  B.),  Botanisch-prosodisches  Worterbuch,  1841. 

— Murray  (J.  A.),  Apparatus  medicaminum,  1784-94.  * 

— Murray  (R.  P.),  Flora  of  Somerset,  1896.  * 

— Museum  botanicum  Lugduno-Batavum,  Catalogus,  digessit 

F.  A.  G.  Miquel,  Flora  Japonica,  1870.  * 

— Nees  von  Esenbeck  (T.  F.  L.),  Plantie  inedicinales,  1828-33.  * 

— New  South  Wales,  Technological  Museum,  The  useful  native 

plants  of  Australia,  including  Tasmania,  by  J.  H.  Maiden,  1889. 

— New  Zealand,  Government,  Handbook  of  the  New  Zealand 

flora,  by  J.  D.  Hooker,  1867. 

— - Newton  (J.),  Complete  herbal,  new  ed.,  1805. 

— Notcutt  (W.  L.),  Handbook  of  British  plants,  [1865] ; new  ed., 

1870. 

— Oberlin  (L.),  Apercu  systematique  des  vegetaux  medicinaux,  etc., 

1867. 

— Oliver  (D.),  First  book  of  Indian  botany,  1869. 

Lessons  in  elementary  botany,  2nd  ed.,  1869  ; new  ed.,  1886. 

— Oliver  (J.  W.),  Student’s  introductory  handbook  of  systematic 

botany,  1894. 

— Ortus  sanitatis,  de  herbis  et  plantis,  1517.  * 

— Oudemans  (C.  A.  J.  A.),  Aanteekeningen  op  bet  systematisch-  en 

pharmacognostisch-botanische  gedeelte  der  Pharmacopoea  Neer- 
landica,  1854-56. 

— Pappe  ([C.  W.]  L.),  Flora}  Capensis  medicie  prodromus,  2nd  ed., 

1857  *;  3rd  ed.,  1868.  * 

— Parkinson  (J.),  Paradisi  in  sole  paradisus  terrestris,  1629. 

— Parlatore  (F.),  Considerations  sur  la  methode  naturelle,  1863. 

— Peckolt  (T.),  Historia  das  plantas  alimen tares  e de  gozo  do 

Brasil,  1871-84. 

— Percival  (J.),  Agricultural  botany,  1900. 

Pfeffer  (W.),  Physiology  of  plants,  2nd  ed.,  1900. 

— Pfeiffer  (L.),  Synonymia  botanica,  1870-74.  * 

— — Nomenclator  botanicus,  1873-74.  * 

— Pharmaceutical  Society  of  Great  Britain,  Catalogue  of  the 

Hanbury  herbarium,  1892. 

Catalogue  of  the  medicinal  plants  in  the  museum,  1896. 

— Phytologist,  1852-63. 

— Piddington  (H.),  English  index  to  the  plants  of  India,  1832.  * 

— Pierre  (L.),  Flore  forestiere  de  la  Cochinchine,  [1881-99].  * 
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— Planchon  (G.),  Note  sur  quelques  produits  de  la  region  mediter- 

raneenne  rarement  observes  dans  le  midi  de  la  France,  1866. 
Materiaux  pour  la  flore  medicale  de  Montpellier  et  des  I 

Cevennes,  1868. 

Traite  pratique  de  la  determination  des  drogues  simples  , 

d’origine  vegetale,  1875. 

— Planchon  (G.)  & E.  Collin,  Les  drogues  simples,  1895.  * 

— Plenck  (J.  J.),  leones  plantarum  medicinalium,  1788-1812.  * 

Poulsen  (V.  A.),  Botanical  micro-chemistry,  1886. 

— Prantl  (K.),  Lehrbuch  der  Botanik,  5.  Aufl.,  1883  ; 8.  Aufl.,  1891. 
__  _ Eng.,  Elementary  text-book  of  botany,  translated  by  S.  H.  ; 

Vines,  1880  ; 2nd  ed.,  1881  ; 4th  ed.,  1885. 

Prior  (R.  0.  A.),  On  the  popular  names  of  British  plants,  2nd 

ed.,  1870  ; 3rd  ed.,  1879. 

— Pritzel  (G.  A.),  Thesaurus  literature  botanic*,  editio  nova, 

1872-77.  * 

Pryor  (A.  R.),  Flora  of  Hertfordshire,  1 8b7. 

— Pulteney  (R.),  Historical  and  biographical  sketches  of  the 

progress  of  botany  in  England,  1790.  ^ • 

Purchas  (W.  H.)  & A.  Ley,  Flora  of  Herefordshire,  [1889].  * 

— Purs[c]h  (F.  [T.]),  Flora  America?  septentrionalis,  1814.  * 

Balps  (J.),  British  phsenogamous  plants  and  ferns,  1839. 

— Ray  (J.),  Historia  plantarum  generalis,  1693-1704.  * 

Synopsis  mothodica  stirpium  Britannicarum,  ed.  3,  1724.  * 

— Ray  Society,  Reports  on  botany,  1845-46,  etc.  * 

_ Reade  (O.  A.),  Plants  of  the  Bermudas,  or  Somers’  Islands,  188o. 

— Reid  (H.),  Medical  botany,  2nd  ed.,  1839. 

Richard  (A.),  Botanique  medicale,  1823.  * 

— Rochleder  (F.),  Phytochemie,  1854.  * 

— Roget  (P.  M.),  Animal  and  vegetable  physiology,  2nd  ed.,  1834. 

— Roper  (F.  C.  S.),  Flora  of  Eastbourne,  1875. 

Roques  (J.),  Phytographie  medicale,  nouv.  ed.,  1835.  * 

Rosenthal  (D.  A.),  Synopsis  plantarum  diaphoricarum,  1862. 

— Rousseau  (J.  J.),  Letters  on  elements  of  botany,  4th  ed.,  1794. 

— Roxburgh  (W.),  Plants  of  Coromandel,  1795-98.  * 

Flora  Indica,  1832  * ; reprint,  1874. 

— Royal  Botanic  Garden  of  Edinburgh,  Report,  1878. 

Royal  Botanic  Society  of  London,  Annual  report,  1879. 

— Royle  (J.  F.),  Illustrations  of  the  botany  of  the  Himalayan 

mountains  and  of  the  flora  of  Cashmere,  18[33-]39[-40].  * 

— Sachs  (J.  [von]),  Text-book  of  botany,  morphological  and 

physiological,  1875;  2nd  ed.,  1882. 

Lectures  on  the  physiology  of  plants,  188/. 
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— Sachs  (J.  [von]) — continued. 

History  of  botany,  1890. 

— Saint- Hilaire  (A.  de),  Plantes  usuelles  des  Brasiliens,  1824.  * 

— Salmon  (J.  I). ),  Flora  of  Surrey,  by  J.  A.  Brewer,  1863.  * 

— Salmon  (W.),  Botanologia,  the  English  herbal,  1710.  * 

— Sambuc  (C.),  Contribution  a l’etude  de  la  flore  et  de  la  mati&re 

medicale  de  la  Senegambie,  1887. 

— Sanguinetti  (P.),  Centuriae  tres  prodromo  florae  Romanae 

addendae,  1837.  * 

— Sayre  (L.  E.),  Conspectus  of  organic  materia  medica  and  phar- 

macal  botany,  1880. 

Manual  of  organic  materia  medica,  2nd  ed.,  1900. 

— Schleiden  (M.  J.),  The  plant,  a biography,  1848. 

Principles  of  scientific  botany,  1849. 

Handbuch  der  medicinisch-pharmaceutischen  Botanik,  1852. 

— Schodler  (F.),  Book  of  nature,  1851. 

— Scott  (D.  H.),  Introduction  to  structural  botany,  2nd  ed., 

19  4-97. 

— Seboth  (J.),  Alpine  plants,  ed.  by  A.  W.  Bennett,  [1879-80],  * 

— Seemann  (B.),  Die  Volksnamen  der  amerikanischen  Pflanzen, 1851 . 
Flora  Vitiensis,  plants  of  Fiji,  1865-73.  * 

— Shore  (T.  W.),  Elementary  practical  biology,  vegetable,  1887. 

— Siebold  (P.  F.  V.)  & J.  G.  Zuccari.ni,  Flora  Japonica,  1835-70.  * 

— Silver  (A.),  Outlines  of  elementary  botany,  1866. 

— Smith  (James  E.),  English  flora,  1825-36.  * 

Compendium  floixe  Britannic®,  ed.  4.,  1825  ; ed.  5.,  1828. 

— Smith  (John)2,  Bible  plants,  [1877]. 

Dictionary  of  popular  names  of  [economic]  plants,  1882.  * 

Domestic  botany,  1883. 

— Societe  botanique  de  France,  Bulletin,  1854-90. 

— Societe  d’acclimatation,  Bulletin,  1877-86. 

La  production  animale  et  vegetale,  1867. 

CI  E FRANCAISE  DE  BOTANIQUE,  Revue  de  botanique,  1883-95. 

— Society  for  the  Diffusion  of  Useful  Knowledge,  Library  of 

useful  knowledge,  natural  philosophy,  1829-38,  v.  4 (see) 

— Society  of  Apothecaries,  Index  plantarum  oflicinalium,  in  horto 

Chelseiano,  1730. 

Memoirs  of  botanic  garden  at  Chelsea,  by  Field,  1820  • 1878 

Catalogus  plantarum  medicinalium,  in  horto  Chels.  1830 

— Sohn  (0.  E.),  Dictionary  of  the  active  principles  of  plants,  1894. 

— Solly  (E.),  On  the  influence  of  electricity  on  vegetation,  1846. 

Further  observations  on  the  influence  of  electricity,  1847 

Vegetable  substances  used  in  arts  and  manufactures,  1852. 
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Solms-Laubach  (H.),  Fossil  botany,  1891. 
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Theophrastos,  Calendar  of  Flora,  1762. 

Opera  omnia,  1818-21  * ; [ed.]  F.  Wimmer,  1866. 
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— Winkler  (E.  ),i  Handbuch  der  medicinisch-pharmaceutischen 

Botanik,  2.  Ausg.,  1863.  * 
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Zanoni  (G.),  Istoria  botanica,  1675.  * 
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6 + 110  p.  ^ U1  , 

Geschichte  der  Apothekenreformbewegung  in  Deutschland  von 

1862-82.  Berlin,  1882.  [8]  + 200  p. 

Bonchardat  (A[pollinaire]).  Nouveau  formulaire  magistral ; notice 
sur  les  hopitaux  de  Paris  ; generality  sur  Part  de  formuler ; 
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— Same.  Vingt-neuvieme  ed.,  par  A.B  et  G.B.  Pans,  1889.  702  p. 
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— See  also  Annuaire  de  therapeutique,  1845-78. 
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_ See  also  Bouchardat  (A.),  Nouveaux  formulaire  magistral,  Lbrne 

ed.,  1889.  . t , 

Bonchut  (E.)  + [A.]  E.  Bourgoin.  Recherches  chimiques  et  phy- 

siologiques  sur  la  nature  des  principes  purgatifs  du  sene  de  a 
palte.  [Paris,  1871.]  12  p.,  n.  t.-p.  (Pam.  38.) 

Boudanlt  ([P.  C.]).  On  pepsine ; translated  by  W.  S.  Squire.  Secon 
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Boudet  (F61ix  Henri).  See  Journal  de  pharmacie  et  de  chimie, 

1834-78.  . 

Boudet  (J.  P.).  See  Journal  de  pharmacie  et  de  chimie,  lbOJ  4J. 

Boudot  (J[ean]).  Dictionarium  universale  Latino-Gallicum.  Editio 
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Paris,  1869.  116  p.  (Pam.  10.) 
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Bourquelot  (Emile).  Les  ferments  solubles,  diastases-enzymes. 
Paris,  1896.  8 + 220  p. 
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Bousfield  (Edward  C.).  Guide  to  the  science  of  photo-micrography. 
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nomy, in  its  relations  with  chemistry,  physics,  and  meteorology ; 
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Trait 6 fles  moyens  de  reconnaitre  les  falsifications  des  drogues. 
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Bower  (Frederick  Orpen).  See  Bary  (H.  A.  de),  Comparative 
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+ 26,  +2  + 14,  +10  + 94,  +6  + 18,  +6  + 68  p. 
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— See  Hanbury  (D.),  Science  papers,  1876. 

Braemer  (L.)  & A.  Suis.  Atlas  de  photomicrograph ie  des  plantes 
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Brasavolus  (Antonins  Musa).  Examen  omnium  simplicium  medica- 

mentorum.  Lugduni,  1537.  24  + 558  p.  B. 

— See  also  Galen  (C.),  Opera,  index,  1625. 

Brass  founding.  Graham  (W.),  Brass  founding,  2nd  ed.,  1876. 
Brayley  (Edward  William).  See  Philosophical  magazine,  1841. 
Brazil.  Explicates  sobre  a collect0  de  pharmacognosia  e chimica 
organica  etc.  enviada  a Exposicao  nacional,  por  T.  Peckolt. 
Cantagallo,  1861.  38  p.  B.  * 
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Brazil — continued. 

— Exposi^ao  nacional  do  Brasil : catalogo  dos  productos  nacionaes 

e industries  remettidos  para  a Exposi^ao  universal  em 
Londres.  Rio  de  Janeiro,  1862.  112  p.  B.  * 

— Same.  London,  1862.  76  + 4 p.  B.  * 

— Chernoviz  (P.  L.  N.),  Formulario  e guia  medica,  plantas  medi- 

cinaes  indigenas  do  Brasil,  11a  ed.,  1884. 

— Manso  (A.  L.  P.  da  S.),  Enumeracao  das  substancias  brazileiras, 

1836.  * 

— Marcgrav  (G.),  Historia  rerum  naturalium  Brasilia,  1648. 

Tractatus  topographicus  et  meteorologicus  Brasiliae,  1658.  * 

— Martius  (C.  F.  P.  v.),  Specimen  materipe  medicte  Brasiliensis,  1824. 

Systema  materise  medicse  vegetabilis  Brasiliensis,  1843. 

Versuch  eines  Commentars  iiber  die  Pflanzen  in  den  Werken 

von  Marcgrav  und  Piso,  1853. 

L.  tabulae  vegetationis  in  Brasilia,  1856.  * 

Flora  Brasiliensis,  Papilionaceae,  1859-62.  * 

— Moreiea  (N.  J.),  Diccionario  de  plantas  medicinaes  brasileiras, 

1862.  * 

Peckolt  (T.),  Historia  das  plantas  alimentares  e de  gozo,  1871-84. 

— Peixoto  (R.  d.  G.),  Dissertation  sur  les  medicamens  bresiliens, 

1830.  * 

Piso  (G.  [o?’  W.]),  De  medicina  Brasiliensi,  1648. 

— Saint-Hilaire  (A.  de),  Plantes  usuelles  des  Brasiliens,  1824.  * 
Bread.  Accum  (F.),  Treatise  on  the  art  of  making  bread,  etc.,  1821. 

Manley  (J.  J.),  Bread  and  biscuits,  2nd  ed.,  1878. 

— Societe  de  medicine  de  Gand,  De  la  toxicite  des  sels  de  cuivre 

et  de  l’emploi  du  sulfate  dans  la  panification,  1878. 

Wanklyn  (J.  A.)  <t  W.  J.  Cooper,  Bread-analysis,  1886. 

Breed  (Daniel).  See  Lb  wig  (C.),  Principles  of  chemistry,  1853. 

Brent  (Francis).  See  Holmes  (E.  M.)  <£'  F.  B.,  Mosses  of  Devon 
and  Ccl  .. ..  , 1868-69  . 

Breslau.  See  Universitat  zu  Breslau. 

Bretschneider  (E[mil]).  On  the  study  and  value  of  Chinese 
botanical  works.  Foochow,  1870.  3 + 51  p.  +8  pi.  B.  * 

— Botanicon  Sinicum  : notes  on  Chinese  botany  ; with  annotations, 

appendix  and  index  by  E.  Faber.  Shanghai,  1892-95.  Parts  2-3. 
?rewer  (James  Alex.).  See  Salmon  (J.  D.),  Flora  of  Surrey,  1863. 
Brewer  (W.  II.).  See  California,  Geological  Survey,  .Botany,  1876. 
Brewing.  ( See  also  Beer.) 

Churchill’s  Technological  handbooks,  The  brewer,  etc.,  1883. 
Institute  of  Brewing,  Transactions,  1889-93. 

Pooley  (T.  A.),  Brewing,  2nd  ed.,  1878. 

Shannon  (R.),  Practical  treatise  on  brewing,  etc.,  1805. 
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Brewster  (Sir  David).  Treatise  on  optics.  London,  1831.  1(,+ 

386  p.  + engraved  t.-p.  (Lardner,  Cabinet  cyclopaedia,  v.  lb) 
Letters  on  natural  magic.  London,  1832.  12  + 352  p. 

See  also  Edinburgh  philosophical  journal,  1819-24. 

See  also  Philosophical  magazine,  1832-68. 

Briand  (Joseph).  See  Nysten  (P.  H.),  Dictionnaire  de  medeciner| 
8me  ed.,  1840. 

Briand  (J[oseph])  & E.  Chaude.  Manuel  complet  de  medecine 
legale;  contenant  un  Traite  elementaire  de  chirnie  legale,  par  j 
J Bouis.  Huitieme  edition.  Paris,  1869.  8 + 1088  p.  +3  pll 
Bricheteau  (Isidore).  See  Nysten  (P.  H.),  Dictionnaire  de  mede-l 
cine,  8me  ed.,  1840. 

Bridges  (Eobert).  See  Philadelphia  College  of  Pharmacy,  Ameri- 
can journal  of  pharmacy,  1839-45. 

Bridgewater  treatises  on  the  power,  wisdom,  and  goodness  of  Cod, 
as  manifested  in  the  creation.  (See  the  respective  authors.) 

1.  Chalmers  (T.),  On  the  adaptation  of  external  nature  to  the  moral  , 

and  intellectual  constitution  of  man,  1833. 

2.  Kidd  (J.),  On  the  adaptation  of  external  nature  to  the  physical  con- 

dition of  man,  1833. 

3.  Whewell  (W.),  Astronomy  and  general  physics,  [2nd  ed.,]  1833. 

4.  Bell  (C.),  The  hand,  as  evincing  design,  1833. 

5.  Boget  (P.  M.),  Animal  and  vegetable  physiology,  [2nd  ed..]  1334. 

(5.  Buckland  (W.),  Geology  and  mineralogy,  1836. 

7.  Kirby  (W.),  On  animals,  1835.  j 

• 8.  Prout  (W.),  Chemistry,  meteorology,  and  digestion,  [2nd  ed..] 1834.* 
9.  Babbage  (C.),  The  ninth  Bridgewater  treatise,  a fragment,  1837. 

Briggs  (James).  See  Koyal  Society  of  London,  Philosophical 
transactions,  Index  to  anatomical,  medical,  chirurgical.  and! 
physiological  papers,  1818. 

Brighton  Health  Congress.  Transactions,  1881.  London,  [Brighton*! 

printed,  n.d.}.  30  + 412  p.  +3  phot.  por.  +5  pi. 

Brine.  See  Salt. 

Brisson  (Mathurin  Jacques).  Traite  elementaire  ou  principes  de 
physique.  Troisieme  edition.  Paris,  an  8,  [1800].  3 t.,  45  pll 
— Elemens  ou  principes  physico -chimiques ; suite  aux  Principes  dele 
physique.  Seconde  edition.  Paris,  1803.  2 + 16  + 384  p.  + 6 p 
Bristol.  See  University  College,  Bristol. 

Bristol  Naturalists’  Society.  Flora  of  the  Bristol  coal-field,  edited 
by  James  Walter  White.  Bristol,  1887.  4 + 278  p.+ map. 

Britain.  See  Great  Britain  and  Ireland. 

British  American  journal,  devoted  to  the  advancement  of  th> 
medical  and  physical  sciences ; edited  by  A.  Hall.  Montreal 
1860-62.  Vol.  1,  nos.  3,  5-7,  10-12;  v.  2 ; v.  3,  nos.  1-11. 
British  and  colonial  druggist.  London,  1886-1900.  Vol.  9-38. 
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British  and  colonial  druggist’s  diary,  1890-1 900.  [London,  1889-99.] 
11  vol. 

Iritish  and  foreign  medical  review  ; or,  Quarterly  journal  of  prac- 
tical medicine  and  surgery ; edited  by  J.  Forbes.  London, 
1842-48.  Vol.  13-24  ; index  to  v.  1-24. 

Note. — Merged  in  the  British  and  foreign  medico-chirurgical  review. 
Iritish  and  foreign  medico-chirurgical  review;  or,  Quarterly  journal 
of  practical  medicine  and  surgery.  London,  1848-77.  60  v.,  pi. 

Note. — Incorporation  of  the  British  and  foreign  medical  review 
with  the  Medico-chirurgical  review  ( which  see). 

tritish  annals  of  medicine,  pharmacy,  vital  statistics,  and  general 
science.  London,  1837.  Vol.  1 ; v.  2,  nos.  1-12. 

Iritish  Association  for  the  Advancement  of  Science,  London.  Report ; 
[38th-45th  meetings,  1868-75],  London,  1869-76.  8 v.,  pi. 

Address  delivered  at  the  Southampton  meeting,  1846,  by  R.  I. 
Murchison,  president.  London,  1846.  24  p. 

Iritish  Dental  Association,  London.  Memorandum  and  articles 
of  association  and  bye-laws.  London,  1880.  24  p.  * 

— Monthly  review  of  dental  surgery,  being  the  Journal  of  the 

B.  D.  A.  ; edited  by  A.  Coleman  [and]  J.  Walker.  London, 
1880.  Vol.  1.  * 

— Journal  of  the  B.  D.  A.,  a monthly  review  of  dental  surgery. 

London,  1881-98.  Vol.  2-19,  pi.  * 

— Dental  proceedings  of  the  General  Medical  Council,  July,  1882  ; 

Address  delivered  at  the  annual  general  meeting  of  the 
B.  D.  A.,  Aug.,  1882,  on  the  proceedings  of  the  years  1878-82, 
in  regard  to  registration  of  dentists,  by  J.  Tomes,  l’etiring 
president ; Report  and  minutes  of  evidence  on  dental  questions 
of  the  Royal  Commission  on  Medical  Acts,  1882.  [London, 
1883?]  10  p. + p.  5-140. 

— a See  also  Coles  (O.),  List  of  works  on  dentistry,  1883. 

Iritish  dispensatory.  See  Dispensatory  (British). 

Iritish  Guiana.  Government.  Woods  of  British  Guiana,  collected 
by  M.  McTurk,  for  the  local  and  Paris  international  exhibi- 
tions, 1878.  4 p.,  n.  t.-p. 

— See  also  Hancock  (J.),  Observations  on  the  climate,  soil,  and 

productions  of  British  Guiana,  1835. 

— See  also  IM  Thurn  (E.  F.),  Among  the  Indians  of  Guiana,  1883. 

— See  also  R.oyal  Agricultural  and  Commercial  Society,  British 

Guiana  at  the  Paris  Exhibition,  [with]  notices  of  the  colony, 
1878  ; — Timehri,  1885-98. 

Iritish  Homoeopathic  Society,  London.  British  homoeopathic  phar- 
macopoeia. London,  1870.  16  + 338  p. 

-Same.  Second  edition.  London,  1876.  44  + 396  p. 
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British  Homoeopathic  Society,  London— continued. 

— British  homoeopathic  pharmacopoeia.  Third  edition,  1882. 

London,  [Bristol  'printed,  1882].  2 + 456  p.  2 copies. 

_ See  also  Keene  (J.)  & L.  T.  Ashwell,  Companion  to  the  British 
homoeopathic  pharmacopoeia,  1882,  1883,  1884. 

British  Hospital  for  Diseases  of  the  Skin,  London.  Pharma- 1 
copoeia;  edited  by  [A.  J.]  B.  Squire.  London,  1879.  80  p. 

— Same.  Second  edition.  London,  1880.  92  p. 

— Same.  Third  edition.  London,  1884.  100  p. 

British  Isles.  See  Great  Britain  and  Ireland. 

British  journal  of  dental  science.  London,  [1859—98].  Vol.  3-41. 
British  manufacturing  industries.  See  Bevan  (G.  P.),  2 ed.,  1876-78.1] 
British  Medical  Association,  London.  British  medical  journal ; , 
edited  by  A.  Wynter,  [W.  O.  Markham,  J.  Hutchinson,  E.  Hart,  . 
etc.].  London,  1857-1900.  84  vol.,  and  Suppl.,  3 vol.  in  1. 

Report  of  the  sub-committee  of  the  Outdoor  Hospital  Reform  l| 

Committee  upon  the  working  of  the  Manchester  and  Salfoidi 
Provident  Dispensaries  Association.  Manchester,  [1878]..! 

16  p.  (Pam.  13.)  j j! 

British  Museum.  See  Howard  (J.  E.),  Examination  of  Pa\ons:- 
collection  of  Peruvian  barks  in  the  British  Museum,  1853. 
British  Pharmaceutical  Conference.  Proceedings.  London, 

18[64-]69.  6 vol.  in  1,7  pi. 

Year-book  of  pharmacy;  comprising  abstracts  of  papers  relating* 

to  pharmacy,  materia  medica,  therapeutics,  and  chemistry;; 
with  proceedings  ' [transactions]  of  the  B.  P.  C.  London,.. 

1870-99.  Vol.  1-30.  Of  v.  1-15,  21-23,  2 copies  ; of  v.  16-20/ 
3 copies. 

Note. — The  words  “ therapeutics”  and  “ proceedings'  appear  on 
the  t.-p.  of  v.  1 only. 

— General  index  to  the  Year-book  of  pharmacy  for  the  years  18641 

to  1885  inclusive.  London,  1886.  4 + 246  p.  2 copies. 

— Unofficial  formulary.  London,  1887.  20  p.,  interleaved. 

— Same.  Second  edition.  London,  1887.  20  p.  * 

— Same.  [New  edition.]  London,  1888.  28  p.,  interleaved. 

British  pharmacopoeia.  Nee  General  Council  of  Medical  Ldlca\ 

tion  and  Registration,  London , 1864  ; 1867  ; 1885  ; 1898,  eU 
Britten  (F.  J.).  Watches  and  clocks.  (In  Bevan,  G.  P.,  British  manmi 
facturing  industries,  2nd  ed.,  1878,  Jewellery,  etc.,  p.  72-108.) 
Britten  (J.).  The  dispenser’s  vade-mecum;  being  a dictionary  ( 
the  words  used  in  prescribing,  etc.  Third  edition.  London 
1863.  208  p. 

Britten  (James).  See  Journal  of  botany,  British  and  foreign 
1880-1900. 
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Written  (James)  <£•  Robert  Holland.  Dictionary  of  English  plant- 
names.  London,  18[78-]86.  28  + 618  p.  (Eng.  Dialect  Soc.)  * 

Brodie  [sen.]  ( Sir  Benjamin  Collins).  See  Donovan  (C.),  Reply 
to  Brodie’s  attack  on  phrenology,  1857. 

Brodie  [jun.]  (Sir  B[enjamin]  C[ollins]).  Ideal  chemistry  : a 
lecture.  London,  1880.  64  p. 

Brodie  (William).  See  Therapeutic  gazette,  1880-84. 

Bromfi eld  (William  Arnold).  Flora  Vectensis:  being  a systematic 
description  of  the  phaenogamous  or  flowering  plants  and 
ferns  indigenous  to  the  Isle  of  Wight ; edited  by  Sir  W.  J.. 
Hooker  and  T.  B.  Salter.  London,  1856.  36  + 678  p.  +por. 

Bronchitis.  See  Throat. 

Brongniart  (Adolphe  Theodore).  See  Annales  des  sciences  natu- 
relles,  1858-76,  ser.  4-6. 

3rooke  (Charles).  See  Bird  (G.)  & C.  B.,  Elements  of  natural 
philosophy,  4th  ed.,  1854;  6th  ed.,  1867. 

3rooke  (Henry  James).  Familiar  introduction  to  crystallography; 
including  an  explanation  of  the  goniometer,  and  an  alphabetical 
arrangement  of  minerals,  their  synonymes,  and  primary  forms. 
London,  1823.  16  + 508  p. 

Brooke  (Sir  William  O’Shaughnessy).  See  O’Shaughnessy  (W.  B.). 

Brookes  (R[ichard  ?]).  General  dispensatory;  containing  a trans- 
lation of  the  pharmacopoeias  of  the  Royal  Colleges  of 
Physicians  of  London  and  Edinburgh,-  [and]  the  Royal  Hos- 
pital of  Edinburgh,  etc.  London,  1753.  8 + 2 + 436  p. 

I —Same.  Second  edition.  London,  1765.  12  + 420  p. 

Brooklyn,  N.  Y.  See  Medical  Society  of  the  County  of  Kings. 

Brothers  (A.).  Photography  : its  history,  processes,  apparatus,  and 
materials.  London,  1892.  16  + 364  p.  +24  pi. 

Brough  (John  Cargill).  See  Cooley  (A.  J.),  Cyclopedia  of  prac- 
tical receipts,  4th  ed.,  1864. 

— See  Laboratory  (The),  1867. 

Brougham  (Henry,  Lord).  Discourse  on  natural  theology,  show- 
ing the  nature  of  the  evidence  and  the  advantages  of  the  study. 
(In  Paley,  W.,  Natural  theology,  with  notes  and  dissertations 
by  H.  B.,  and  C.  Bell,  2nd  ed.,  1835,  v.  1.) 

Brousse  (J.).  Syntheses  de  pharmacie  et  de  chimie ; [these]. 
Paris,  1862.  2 + 8 p.  (Pam.  5.) 

Brown  (Alexander  Crum)  <1-  T.  R.  Fraser.  On  the  connection  be 
tween  chemical  constitution  and  physiological  action.  Edin- 
burgh, 1868-69.  Pts.  1-2.  (Pam.  5.) 

Brown  (G.  T.).  See  Veterinarian,  1865-67. 

Brown  (Nicholas  E.).  See  Sowerby  (Ja.),  English  botany,  3rd  ed., 
vol.  12,  1886. 
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Brown  (Robert).  R.  B.  : eine  akademische  Denkrede  von  [0.  F.  1 
P.]  v.  Martins.  [Regensburg,]  1859.  12  p.,  n.  t.-p.  (Pam.  30.)  j 

Brown  (Robert),  Campsterianus.  Florida  Discoana  : contributions  j 
to  the  phyto-geography  of  Greenland,  within  the  parallels  of  I 
60°  and  70°  north  latitude.  Edinburgh,  1868.  38  p.  (Pam.  31.)  1 

— Manual  of  botany,  anatomical  and  physiological.  Edinburgh,  1 
1874.  18  + 614  p. 

Brown  (T.  E.  B.).  Description  of  the  symptoms  and  treatment  of 
poisons  used  in  the  Punjab.  Lahore,  1863.  108  + 12  p.  I 

(Pam.  37.) 

Browne  (Hyde  Mathis).  Apothecary’s  vade  mecum ; or,  Oitico-j, 
explanatory  companion  to  the  New  London  pharmacopceia.  j 
London,  1812.  16  + 266  p. 

Brownrigg  (William).  The  art  of  making  common  salt,  with  im- 
provements  proposed.  London,  1748.  24  + 298  p.  +6  pi. 

Brozowsky  (Wenzel).  Waarenkunde,  in  systematischer  Darstellung 
der  wichtigsten  Natur-  und  Kunstproducte  des  Handels,  etc. ! 
Wien,  1869.  2 Biinde,  in  1 vol. 

Bruce  (J[ohn]  Mitchell).  Materia  medica  and  therapeutics.  Thirty- 1 
eighth  thousand.  London,  1899.  10  + 610  p. 

— See  also  Practitioner,  1886-94. 

Brugnatelli  (L.  Y.).  Farmacopcea  generale;  dizionario  delle  prepa-- 
razioni  farmaceutico-mediche.  Pavia,  1 807 . 48  + 536  p.  + por. 

Same.  Nuova  edizione.  Pavia,  1814.  Tomo  3,  1 pi. 

Briihl  (Jul.  Wilh.),  E.  Hjelt  & O.  Aschan.  Chemie  der  sechs-{- 
gliedrigen  heterocyklischen  Systeme.  Braunschweig,  1899.  28' 

+ 1320  p. 

Brunfels  (Otto).  O.  B.,  Fragment  zur  Geschichte  der  Botanik  und 
Pharmacie,  mit  Bildniss  ; von  F.  A.  Fluckiger.  [Halle,  1878.]  1 
22  p.,  n.  t.-p.  (Pam.  45.) 

Brunner  (Richard).  See  Brannt  (W.  T.),  Practical  treatise  on 
animal  and  vegetable  fats  and  oils,  1888. 

Brunnmark  (Gustavus).  See  Berzelius  (J.  J.),  View  of  the  pro- 
gress and  present  state  of  animal  chemistry,  translated,  1818.  ; 

Brunton  (T[homa.s]  Lauder).  Tables  of  materia  medica  ; a companion; 
to  the  materia  medica  museum.  London,  1877.  12  + 204  + 2 p. 

Same.  New  edition.  London,  1883.  50  + 204  p. 

— Text-book  of  pharmacology,  therapeutics,  and  materia  medica, i. 

by  T.  L.  B. ; adapted  to  the  United  States  Pharmacopceia  by' 
F.  H.  Williams.  London,  1885.  36  + 1140  p. 

— Same.  [Second  edition.]  London,  1885.  44+1140  p. 

— Same.  Third  edition.  London,  1887.  50+1262  p. 

On  disorders  of  digestion.  London,  1886.  16  + 390  p. 

- See  also  Practitioner  (The),  1874-94. 
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Brush  (George  Jarvis).  See  Dana  (J.  D.),  System  of  mineralogy, 
5th  ed.,  1868. 

Brussels.  See  Academie  royale  de  medicine  de  Belgique. 

— See  Association  belge  des  chimistes. 

- See  Chevallier  (J.  B.  A.),  Assainissement  des  villes,  1840. 

— See  CONGRES  DE  BOTANIQUE  ET  D’HORTICULTURE,  1880. 

— See  International  Pharmaceutical  Congress,  1885  ; 1897. 

— See  Societe  royale  de  pharmacie  de  Bruxelles. 

- See  Societe  royale  des  sciences  medicales  et  naturelles  de 

Bruxelles. 

— See  Universite  de  Bruxelles. 

Bryce  (Archibald  Hamilton).  See  Vergilius,  Opera. 

Buchan  (Alexander  Peter).  See  Daubenton  (L.  J.  M.),  Observa- 
tions on  indigestion,  the  efficacy  of  ipecacuan,  3rd  ed.,  1809. 
Buchan  (William).  Domestic  medicine  : treatise  on  the  prevention 
and  cure  of  diseases ; with  dispensatory.  Eighteenth  edition. 
London,  1803.  44  + 752  p. 

Buchheim  (Rudolf).  Lehrbuch  der  Arzneimittellehre.  Dritte  Auf- 
lage.  Leipzig,  1878.  16  + 618  p. 

Buchheister  (G.  A.).  Handbuch  der  Drogisten-Praxis.  Zweite 
Auflage.  Berlin,  1894.  2.  Tlieil. 

I — Same.  Vierte  Auflage.  Berlin,  1895.  1.  Theil. 

Buchner  ([Friedrich  Carl  Christian  Ludwig]).  Science  et  nature  : 
essais  de  philosophie  et  de  science  naturelle,  par  le  Dr.  Louis 
B. ; traduit  de  l’allemand  par  A.  [A.]  Delondre.  Paris,  1866. 
2 tomes  in  1. 
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dolleana  alphabetico  ordine  disposita,  seu  Index  generalis  et 
specialis  ad  A.  P.  de  Candolle  Prodromum  systematis  naturalia 
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dans  les  eaux  minerales,  suivi  de  considerations  sur  la  constitu- 
tion des  eaux  de  Vichy.  [Paris,  1856.]  14  p.  (Pam.  39.) 
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Bulletin  commercial.  See  Pharmacie  centrals  de  France. 

Bulletin  de  pharmacie,  1809-14.  See  J ournal  de  pharm.  et  de  clnm 
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of  instruction  in  quantitative  chemical  analysis,  3rd  ed.,  1m>0; 

4th  ed.,  1865. 

Bunsen  (R[obert  Wilhelm  Eberhard]).  On  the  intimate  connec- 
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Bunsen  ( R[obert  \\  ilhelm  Eberliard]) — continued. 
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Buri  (Eugen).  Neue  Beitrage  zur  Kenntniss  des  Elemi : 1,  Liber 
das  Amyrin.  [Munchen,  1876.]  12  p.,  n.  t.-p.  (Pam.  46.) 
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Burrows  (George  Man).  Statement  of  circumstances  connected 
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London,  Pharmacopoeia  Londinensis,  translated  by  N.  Culpeper, 

166L  T^nU 
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(P.  A.),  Compendium,  1571. 

Calcination.  [French  (J.),  Art  of  distillation,  3rd  ed.,  1664.] 
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Calculi  and  Concretions—  continued. 
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1888. 
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Candolle  (Alph[onse  Louis  Pierre  Pyramus]  de) — continued. 
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hue  usque  cognitarum,  juxta  methodi  naturalis  normas  digesta* 

Parisiis,  1824-38.  Pts.  l-i  . * _ 

Same.  Editore  et  pro  parte  auctore  Alph.  de  Candolle.  Parisiis, 


1844-73.  Pts.  8-17,  in  13  vol.  * 

_ See  also  Buek  (H.  W.),  Genera,  species  et  synonyma  Candol- 
leana,  seu  Index  ad  Prodromum,  1840-74. 

See  also  Candolle  (Alph.  L.  P.  P.  de)  <£'  C.  P.  de  C.,  Monojj 

o-raphiae  phanerogamarum,  Prodromi  continuatio,  etc. 

[_  Organographie  vegetale  ; description  raisonnee  des  organes  des- 
plantes.  Paris,  1827.]  Tome  1,  wanting  p.  1-4. 

_ Botanicon  Gallicum,  seu  Synopsis  plantarum  in  flora  Gallia 
descriptarum.  Editio  secunda,  ex  lierbariis  et  schedis  Candol- 
lianis  propriisque  digestum  a J.  E.  Duby.  Paris,  [1828-30],  2 vol 

Candolle  (A[ugustin]  P[yramns]  de)  & K.  Sprengel.  Elements  of 
the  philosophy  of  plants  ; translated  from  the  German.  Edin- 
burgh, 1821.  34  + 486  p.  +8  pi. 

Candolle  (Casimir  Pyramus  de).  See  Candolle  (A1ph-  L-  ■ 
de)  & C.  P.  de  C.,  Monographic  phanerogamarum,  1878-»b. 

Candying.  See  Preserving.  .1 

Canning  (W[illiam]).  Select  practical  notes  and  formulc  relating 
to  pharmacy,  materia  medica,  chemistry,  therapeutics,  etc.,  witl 
hints  on  dispensing.  London,  [1877].  10  + 228  p.  +1  pi. 

Canstatt’s  Jahresbericht  fiber  die  Fortschritte  in  der  Pharmacie,  etc 
See  Jahresbericht  fiber  die  Fortschritte  m der  Pharmacie.  , 

Cantal.  Yedrines  (E.),  Etude  sur  les  eaux  minerales  du  Canta 
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lantharides  and  Cantharidin.  Basiner  (A.),  Die  Vergiftung  mit 
Ranunkelol,  Anemonin  and  Cardol  in  Beziehung  zu  der  Can- 
tharidin vergiftung,  1881. 

— Dragendouff  ([G.]),  Chemische  Untersuchung  der  Radix  Corni- 

olse  , [Beitrage  zur  Kenntniss  des  Cantharidins,  1866]. 
Masing  (E.),  Die  Verbindungen  des  Cantharidins  mit  anorga- 
nischen  Basen.  1866. 

- Rennard  (E.),  Das  wirksame  Princip  im  wasserigen  Destillate 
der  Canthariden,  1871. 

laoutchouc.  Bernardin  ([R.  J.]),  Classification  de  100  caout- 
choucs et  guttaperchas,  1 87 2[— 7 5], 

— Collins  (J.),  Hides  and  leather,  Indiarubber,  2nd  ed.,  1877. 

— Great  Britain  & Ireland,  India  Office,  Report  on  the  caout- 

chouc of  commerce,  by  J.  Collins,  1872. 
lap  (Paul  Antoine).  See  Journal  de  pharmacie  et  de  chimie, 
1836-77. 

— See  Montagne  (J.  F.  C.),  Biographie,  etc.,  par  P.  A.  C.,  1866. 

I—  See  Scheele  (C.  W.),  Etude  biographique,  par  P.  A.  C.,  1863. 
Jape  de  Verd  Islands.  See  Hooker  (W.  J.),  Niger  flora,  1849. 

Jape  Flattery.  Swan  (J.  G.),  Indians  of  Cape  Flattery,  1870. 

lape  of  Good  Hope.  Harvey  (W.  H.)  J-  O.  W.  Sonder,  Flora 
Capensis,  1859-1900.  * 

I—  Pappe  ([C.  W.]  L.),  Flora  Capensis  medicse  prodromus,  2nd  ed., 
1857*;  3rd  ed.,  1868.  * 

I—  Pharmacy  and  poison  laws  of  the  United  Kingdom,  etc.,  1892. 
lape  of  Good  Hope.  Colonial  Medical  Council  and  Colonial 
Pharmacy  Board.  The  medical  and  pharmacy  register,  act, 
regulations,  etc.  Cape  Town,  1893,  1899. 
lape  of  Good  Hope.  Committee  for  the  Paris  Exhibition  of 
1867.  Catalogue  of  articles  contributed;  with  sketch  of  the 
colony,  by  J.  B.  Currey.  London,  [1867  ?].  2 + 40  p. 

lapron  (J.  Rand).  Photographed  spectra ; with  introduction,  descrip- 
tion of  plates,  and  index.  London,  1877.  4 + 84  p.  +38  pi.  * 

ilarapa  touloucouna.  Caventou  (E.),  Deuxieme  memoire  sur  les 
vegetaux  des  families  meliacees  et  cedrelacees,  1859. 
larbolic  acid.  Cloetta  (A.)  J-  E.  Schar,  Uber  die  Resorption 
der  Carbols'aure  bei  arztlichen  Anwendungen,  etc.,  [1881], 

— Hamberg  (N.  P.),  Om  karbolsyra,  1871. 

— Jacobson  (W.),  Beitrag  zum  Nachweise  des  Phenols  im  Thier- 

korper,  1885. 

— Payne  (M.  H. ),  Carbolic  acid,  etc.,  [1866], 

Carbon  compounds.  See  (works  on  organic)  Chemistry. 

Carbonic  acid.  Buignet  (H.),  Nouveau  procede  de  dosage  de  l’acide 
carbonique  dans  les  eaux  minerales,  1856. 
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Carbonic  acid — continued. 

— [Chevallier  (J.  B.  A.),]  Notice  sur  la  rupture  de  l’appareil  de 

Thilorier  pour  la  preparation  de  l’acide  carbonique,  1841. 

Dobson  (M.),  Medical  commentary  on  lixed  air,  2nd  ed.,  with  | 

appendix,  by  W.  Falconer,  1785. 

— Feldt  (V.),  Der  Kohlensauregehalt  der  Luft  in  Dorpat,  1887. 

— Frey  (E.  v.),  Der  Kohlensauregehalt  der  Luft  in  Dorpat,  1889.  j 

— Harrison  (J.),  Remarkable  effects  of  fixed  air  in  mortifications  : 

of  the  extremities,  1784. 

— Heimann  (J.),  Der  Kohlensauregehalt  der  Luft  in  Dorpat,  1888.  |i 
Higgins  (B.),  Experiments  and  observations  relating  to  fixable 

air,  1786. 

Macbride  (D.),  Experimental  essay  on  the  nature  and  pro- 
perties of  fixed  air,  1764. 

Mialhe  (L.),  Du  role  chimique  de  l’acide  carbonique  dans 

l’^conomie  animale,  1856. 

Carburi  (J.  B.).  See  France,  Account  of  the  tenia,  1777. 

Cardol.  Basiner  (A.),  Die  Vergiftung  mit  Ranunkelol,  Anemonin 
und  Cardol  in  Beziehung  zu  der  Cantharidinvergiftung,  1881. 
Carey  ( Rev . William).  See  Roxburgh  (W.),  Flora  Indica. 

Carius  (L.).  See  Gmelin  (L.),  Handbuch  der  Chemie,  4.  Aufl. 

Carl  (Friedrich).  See  Annalen  der  Chemie,  Autoren-  und  Sach- 
Register,  1874-85. 

Carles  (J.).  Des  contre-poisons.  Montpellier,  1887.  68  p.  (Pam.  15.) 
Carmichael  prize.  See  Crisp  (E.),  On  medical  reform,  1870. 
Carnarvonshire.  Griffith  (J.  E.),  Flora  of  Anglesey  and  Carnar- 
vonshire, [1895],  * 

Carnegie  (Douglas).  Law  and  theory  in  chemistry.  London,  1894. 

8 + 222  p. 

Carnelley  (Thomas).  Physico-chemical  constants : melting  and! 

boiling-point  tables.  London,  1885-87.  2 vol.  * 

Carolus  [pseud,  of  Sir  Charles  Aldis?].  Comets  analogous  to. 

women.  Second  edition.  London,  1858.  16  p.  (Pam.  36.) 

Carpenter  (William  B[enjamin]).  Principles  of  physiology,  general! 
and  comparative.  Third  edition.  London,  1851.  24+  1098  p. 

— Principles  of  human  physiology.  Fourth  edition.  London,  1853.'. 

24+  1140  p.  + 3 pi. 

— Same.  Sixth  edition,  by  H.  Power.  London,  1864.  24  + 946  p. 

+ 3 pi. 

— Same.  Eighth  edition,  by  H.  Power.  London,  1876.  24 +- 

1 176  p.  + 3 pi. 

— The  microscope  and  its  revelations.  Third  edition.  London 

1862.  24+792  p.  +10  pi. 

— Same.  Fifth  edition.  London,  1875.  16  + 848  p.  +25  pi. 
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Carpenter  (William  B[enjamin]) — continued. 

— The  microscope — continued.  Sixth  edition.  London.  1881. 

2 + 32  + 890  p.  +26  pi.  2 copies. 

— Sa'ine.  Seventh  edition,  by  W.  H.  Dallinger.  London,  1891. 

18+  1100  p.  +21  pi.  2 copies. 

— Manual  of  physiology,  including  physiological  anatomy.  Fourth 

edition.  London,  1865.  24  + 750  p.  + 2 pi. 

I — See  also  Natural  history  review,  1861-62. 

Carpets.  Dresser  (C.),  Carpets,  2nd  ed.,  1877. 

Carpology.  See  Fruits. 

Carr  (Henry).  Poisons  in  domestic  fabrics  in  relation  to  trade  and' 
art.  London,  [1880].  32  p.  (Pam.  70.) 

Darruthers  (William).  On  ergot.  London,  1874.  20  p.  (Pam.  33.  > 
I — See  also  Annals  and  magazine  of  natural  history,  ser.  5-7. 

Carson  (Joseph).  See  Philadelphia  College  of  Pharmacy,  Ameri- 
can journal  of  pharmacy,  1836-50. 

Carter  (Robert  Brudenell).  Eyesight : good  and  bad  • the  exercise 
and  preservation  of  vision.  London,  1880.  8 + 268  p. 

Cartridges.  Lindsey  (G.),  Pens,  Ammunition,  etc.,  2nd  ed.,  1878. 
Caruel  (Theodor).  Illustratio  in  hortum  siccum  Andreae  Caesal- 
pini.  Florentiae,  1858.  12  + 128  p.  B.  * 

Carvol.  Fluckiger  (F.  A.),  liber  Carvol,  1876. 

Cascarilla.  Daniell  (W.  F.),  On  the  cascarilla  of  the  West  India 
and  Bahama  islands,  [1862]. 

— Weddell  (H.  A.),  Histoire  naturelle  des  quinquinas,  suivi  d’un 

description  du  genre  cascarilla,  1849. 

Remarks  on  the  generic  name  cascarilla,  1869. 

Cashmere.  Honiberger  (J.  M.),  Thirty -five  }Tears  in  the  East,. 
1852.  * 

— Royle  (J.  F.),  Illustrations  of  the  botany  of  the  Himalayan 

mountains,  and  the  flora  of  Cashmere,  18[33-]39[-40],  * 

Caspari  jun.  (Charles).  Treatise  on  pharmacy  ; with  288  illustra- 
tions. Philadelphia,  1895.  680  p. 

— See  also  Stille  (A.)  & J.  M.  Maisch. 

Casselmann  (W.).  See  Zeitschrift  fur  analyt.  Chemie,  Register. 
Cassia.  Bentham  (G.),  Revision  of  the  genus  cassia,  [1871]. 

— Colladon  (L.  T.  F.),  Histoire  naturelle  et  medicale  des  casses, 

1816.  * 

Cassia  moschata.  Hanbury  (D.),  Note  on  cassia  moschata,  1863. 
Cassius  latrosophista.  See  Medic  as  artis  principes,  1567,  tom.  1. 
Castellus  (Petrus).  De  hyaena  odorifera  exetasis.  Editio  nova. 

Francofurti,  1668.  84  p.  +4  pi.  B.  * 

Castile.  See  Farmacopea  en  Castellano,  1823. 

Castle  (Frederick  A.).  See  New  remedies,  1873-90. 


Castle  (Thomas).  See  Barton  (B.  H.)  <fc  T.  C.,  British  flora,  1877. 

gee  Royal  College  of  Physicians  of  London,  Lexicon  phar-1 

maceuticum,  2nd  ed.,  1828. 

Castoreum.  Heusinger  (C.  F.),  Meletemata  quaedam  de  antiquita- 
tibus  castorei  et  moschi,  [1852  ]]. 

Castracane  degli  Antelminelli  (Francesco).  See  Great  Britain  . 
and  Ireland,  Government,  Report,  H.M.S.  Challenger,  Botany, 
vol.  2,  1886. 

Catalogue  of  Turkish  drugs.  7 ff.  ms.  B- 

Catalogues.  See  Booksellers’  catalogues  ; Libraries  ; 
Museums  ; — Royal  Society,  etc. 

Cataract.  See  Eye. 

Catarrh.  Dobell  (II.),  On  winter  cough,  etc.,  3rd  ed.,  1875. 

Fournier  (G.),  De  la  creosote  du  hetre  dans  le  traitement  des  , 

affections  catarrhales  des  voies  respiratoires,  [1878  ?]. 

Catechu.  Lehmann  (A.),  Vergleichende  Untersuch ungen  einiger  j 
Catechu-  und  Gambir-Proben,  etc.,  1880. 

Cathartics.  Hull  (J.),  Dissertatio  medica  inauguralis,  1792. 
Cathartomannite.  See  Senna  and  Sennite. 

Cathode  rays.  Hyndman  (H.  H.  F.),  Radiation,  1898. 

Catholicons.  Knight  (T.),  Reflections  upon  catholicons,  or  universal 

medicines,  1749. 

Cattle.  Blaine  (D.),  Outhnes  of  veterinary  art,  5th  ed.,  1841. 

— Burness  (W.),  Cattle  cookery,  system  of  feeding  cattle,  1860. 

— Crookes  (W.),  On  disinfectants  in  arresting  cattle  plague,  1866. 

_ Great  Britain  and  Ireland,  Parliament,  Third  report  of  the 

commissioners  appointed  to  enquire  into  cattle  plague,  1866.  j 

Hetet  (F.),  La  viande  des  animaux  malades  au  point  de  vue  de 

l’alimentation  publique,  1871. 

Lundy  (J.  J.),  Rinderpest,  its  prevention  and  cure,  1865.  ^ ; 

Causse  (E.).  De  l’aluminium  et  de  ses  sels.  Montpellier,  1887. . 
64  p.  (Pam.  15.) 

Cauvet  (D.).  Nouveaux  elements  d’histoire  naturelle  medicale. 
Paris,  1869.  2 tomes. 

Cavallo  (Tiberius).  Essay  on  the  theory  and  practice  of  medical 
electricity.  Second  edition.  London,  1781.  12  + 124  p.  +1  ph 
(Pam.  63.) 

— Treatise  on  magnetism,  in  theory  and  practice,  with  experiments. 

London,  1787.  12  + 352  p.  +2  pi. 

— Elements  of  natural  or  experimental  philosophy.  London,  180  .- 

4 vol.,  29  pi.  , 

Cavendish  {Hon.  Henry).  Electrical  researches,  written  between:. 

1771  and  1781,  edited  from  the  original  mss.,  by  J.  C.  Maxwell.  - 

Cambridge,  1879.  66  + 456  p.  +3  lith.  pi. 
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Cavendish  (Hon.  Henry) — continued. 

| — Life  of  H.  C.,  including  abstracts  of  his  more  important  scien- 
tific papers,  and  a critical  inquiry  into  the  claims  of  all  the 
alleged  discoverers  of  the  composition  of  water;  by  G.  Wilson. 
London,  1851.  14  + 478  p.  +por.  (Cavendish  Society.) 

Cavendish  Society.  London.  Works.  ( See  the  respective  authors.) 

Bisohof  (G.),  Elem.  of  chemical  and  physical  geology,  1854-59.  3 v. 
Cavendish  (H.),  Life  of  C.,  by  G.  Wilson,  1851. 

Dalton  (J.),  Memoirs  of  D„  by  W.  C.  Henry,  1854. 

Funke  (0.),  Atlas  of  physiological  chemistry,  1853. 

Gmelin  (L.),  Handbook  of  chemistry,  1848-72.  18  v.  and  index. 

Graham  (T.),  Chemical  reports  and  memoirs,  1848. 

Laurent  (A.),  Chemical  method,  notation,  etc.,  1855. 

Lehmann  (C.  G.),  Physiological  chemistry,  1851-54.  3 v. 

Caventou  (Eugene).  Deuxieme  memoire  sur  les  vegetaux  des  families 
meliacees  et  cedrelacees : du  carapa  touloucouna,  Senegalensis. 
Paris,  1859.  42  p.  (Pam.  17.) 

Cay-cay.  Vignoli  (J.  B.),  Le  cay-cay  ou  Irvingia  Oliveri,  1886. 
Cazenave  (Al.).  Appendice  therapeutique  du  Codex  [Pharmacopee 
franchise]  : edite  par  Bechet  jeune.  Paris,  1841.  4 + 218  p. 

Cecil  (Robert),  ls£  Earl  of  Salisbury.  See  Orridge  (B.  B.),  Some 
particulars  of  ancestors  of  R.  C.,  1868. 

Cell  (Vegetable).  Mohl  (H.  v.),  Principles  of  the  anatomy  and 
physiology  of  the  vegetable  cell,  1852. 

— Nageli  (C.),  Memoir  on  vegetable  cells,  1845.  * 

— Zjmmermann  (A.),  Die  Morphologie  und  Physiologie  der  Pflanzen- 

zelle,  1887. 

Cellulose.  Fluckiger  (F.  A.),  Uber  Starke  und  Cellulose,  1871. 
Celsus  (Aurelius  Cornelius).  Of  medicine,  in  eight  books  : trans- 
lated [from  the  Latin],  with  notes,  by  J.  Greive  ; revised,  with 
additional  notes,  by  G.  Futvoye.  Third  edition.  London,  1837. 
28  + 468  p. 

— First  four  hooks  of  C.  : an  interlineal  translation  of  the  first  and 

third  books,  with  ordo  and  text,  by  C.  Gerard,  revised  by  R. 
Venables ; the  second  and  fourth  books,  with  ordo  and  text, 
translated,  and  the  whole  corrected,  by  G.  Futvoye.  Second 
edition.  London,  1837.  8 + 444  p. 

— See  also  Medic.®  artis  principes,  1567,  tom.  2. 

Centaury.  See  Erythrtea  centaurium. 

Central  London  Throat,  Nose  and  Ear  Hospital.  Formulae. 
London,  1890.  74  p. 

Century  cyclopedia  of  names.  See  Smith  (B.  E.),  1894. 

Century  dictionary,  English.  See  Whitney  (W.  D.),  1889-91. 
Cephaelis  ipecacuanha.  See  Ipecacuanha. 

Ceramics.  See  Pottery. 
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Cercle  pharmaceutique  du  Hainaut,  Mons.  Tarif  de  medicaments.  | 
Troisieme  edition.  Mons,  1879.  6 + 80  p.  (Pam.  7.) 

Cetraria  Islandica.  Berg  (T.),  Zur  Kenntniss  des  in  der  Cetraria 
Tslandica  vorkominenden  Lichenins  und  jodblauenden  Stoffes, 
1872. 

Cevennes.  Gay  ([H.  F.]  F.),  Essai  d’une  monographic  locale  des 
conjuguees,  1884. 

— Planchon  (G.),  Materiaux  pour  la  liore  medicale,  1868. 

Ceylon.  Burman  (J.),  Thesaurus  Zeylanicus,  exhibens  plantas  in 

insula  Zeylania  nascentes,  1737. 

Thwaites  (G.  H.  K.)  & J.  D.  Hooker,  Enumeratio  plantarum 

Zeylanise,  enumeration  of  Ceylon  plants,  1858-64. 

— Trimen  (H.),  Handbook  to  the  flora  of  Ceylon,  1893-1900. 

Plates  in  illustration  of  [the  preceding  work],  1893-98.  * 

Chabraeus  (Dominicus).  Omnium  stirpium  sciagraphia  et  icones. 

Genevae,  1677.  6 + 690  p.,  engr.  t.-p.  1§.  * 

Chain  cables.  Lindsey  (G.),  Pens,  Anchors,  etc.,  2nd  ed.,  1878. 
Challenger  (Voyage  of  H.M.S.).  See  Great  Britain  and  Ireland, 
Government,  Report,  1884-86. 

Challes.  Garrigou  (F.),  Etude  chimique  sur  la  source  sulfuree 
sodique  forte  et  iodo-bromuree  de  Challes,  1876. 

Chalmers  (Rev.  Thomas).  On  the  power,  wisdom,  and  goodness 
of  God,  as  manifested  in  the  adaptation  of  external  nature  to 
the  moral  and  intellectual  constitution  of  man.  London,  1833. 

2 vol.,  bound  in  1.  (Bridgewater  treatises,  1.) 

Chalybeat  waters.  See  Water. 

Chamberlaine  (William).  Tirocinium  medicum ; or,  Dissertation 
on  the  duties  of  a youth  apprenticed  to  the  medical  profession. 

London,  1812.  24  + 256  p.  +1  pi.  I 

Chambers  (E.).  See  Boerhaave  (H.),  New  method  of  chemistry,  1727..  j 
[Chambers  (Robert).]  Vestiges  of  t y | . 

Tenth  edition.  London,  1853.  12  + 328  + 68  p. 

Chambers  (Robert  <£■  William).  Memoir  of  R.  C.,  with  autobio- 
graphic reminiscences  of  W.  C.  Fifth  edition.  Edinbuigh,  . 
1872.  352  p.  + engraved  t.-p.  with  por. 

Chambers’s  (William  & Robert)  Encylopsedia.  New  edition.  London, 
1888-92.  10  vol.,  maps.  * 

Chambers  (William  Frederic).  See  Scudamore  (C.),  Letter  to  Dr. 
Chambers  on  gout,  1839. 

Chameleon.  Murray  (J.),  Experimental  researches  on  the  pheno- 
mena of  the  chameleon,  1826. 

Champion  (Paul).  See  Julien  (S.)  4;  P.  C.,  Industries  anciennes- 
et  modernes  de  l’empire  chinois,  1869. 

Chandler  (Charles  F.).  See  American  chemist,  1874- 1 <. 
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Chandler  (W.  H.).  See  American  chemist,  1874-77. 

Chaney  (H.  J.).  Our  weights  and  measures  ; with  some  account  of 
the  metric  system.  London,  1897.  4 + 8 + 164  p.  +16  pi. 

Chapman  (Ernest  Theophron).  See  Wanklyn  (J.  A.)  & E.  T.  C., 
Water  analysis,  1868,  etc. 

Chapman  (H.  M.).  See  Valentin  (W.  G.),  Course  of  qualitative 
chemical  analysis,  6th  ed.,  1884. 

Chapman  (N.).  Elements  of  therapeutics  and  materia  medica. 

Fourth  edition.  Philadelphia,  1825.  2 vol.  in  1. 

Chaptal  (J[ean]  A[ntoine  Claude]).  Elements  of  chemistry; 
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— Leared  (A.),  On  the  successful  treatment  of  flatulence,  1865. 
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Charles  (T.  Granstoun).  Elements  of  physiological  and  pathological 
chemistry.  London,  1884.  26  + 600  p.  + 1 pi. 
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Chatin  (Joannes).  Etudes  botaniques,  chymiques  et  medicates  sur 
les  valerianees.  Paris,  1872.  6 + 150  p.  -f- 14  pi.  n.  * 
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'Chemistry,  including  Chemical  analysis  and  Chemical  technology. 

(See  also  Alchemy  Atomic  theory,  and  similar  headings.) 
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Annalen  der  Physik  und  Chemie,  von  J.  C.  PoggendorfF,  etc., - 

1858-59,  1891-99  ; Annalen  der  Physik,  1900.  * 
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Chemistry — continued. 
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Dissertation  on  elective  attractions,  1 785. 
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ed.,  1874 ; 6th  ed.,  1893. 

_ Blyth  (A.  W.),  Manual  of  practical  chemistry,  1879. 
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etc.,  1870-99. 
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Chemistry  — continued. 
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— Chemists’  and  druggists’  diary,  1870,  1872-1900. 
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qualitative  inorganic  analysis,  1874;  4th  ed.,  1885. 
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Beilstein’s  Lessons,  3rd  ed.,  1889  ; 4th  ed.,  1894. 
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Elements  of  chemical  philosophy,  1812. 

Elements  of  agricultural  chemistry,  3rd  ed.,  1821,  t e<  ., 

1839  ; new  ed.,  1846. 

_ Deutsche  chemische  Gesellschaft,  Berichte,  1873-1900. 

_ Dickson  (Stephen),  Essay  on  chemical  nomenclature,  1/96. 

_ Dieterich  (E.),  Helfenberger  Annalen,  1886-97. 

_ Dittmar  (W.),  Exercises  in  quantitative  analysis,  188/. 

Chemical  arithmetic,  1890. 

_ [Dossie  (R.),]  Elaboratory  laid  open,  1758.^ 

_ [__]  Institutes  of  experimental  chemistry , , 1 < 59. 

— Douglas  (S.  H.)  <£•  A.  B.  Prescott,  Qualitative  analysis,  18/8.  I 
_ Dragendorff  (G.),  Beitrage  zur  gerichtlichen  Chernie  emzelner 

organischer  Gifte,  18/2.  1871 

_ __  Die  chemische  Werthbestimmung  einiger  Droguen,  etc.  L . 

pr.  Analyse  chimique  de  quelques  drogues  actives,  18/  . 

fiber  einige  abyssinische  Heilmittel,  [Einige  Notizen  zur 

gerichtlichen  Chernie,  etc.,  1878].  A 

I Die  qualitative  und  quantitative  Analyse  von  Pflanzen  und  i 

Pflanzentheilen,  1882. 

Eng.,  Plant  analysis,  1884. 

Beitrage  zur  gerichtlichen  Chernie,  1882-84-8  . 

_ DUFLOS  (A.),  Die  Priifung  chemischer  Arzneimittel,  lbbb.  " 

Die  Priifung  chemischer  Gifte,  1867. 

Handbuch  der  chemischen  Analyse,  18/1. 

_ Dumas  ([J.  B.  A.]),  Traite  de  chimie  appliquee  auxarts,  L . 
_ Dumas  (J.  [B.  A.])  if-  J.  B.  [J-  D.]  Boussingault  Chemical  and, 
physiological  balance  of  organic  nature,  3rd  ed.,  1844. 

_ Duncan  jun.  (A.),  Edinburgh  new  dispensatory,  containing  ph 
maceutical  chemistry,  1803;  2nd  ed.,  180  ; i e ., 

4th  ed.,  1808  ; 6th  ed.,  1811  ; 11th  ed.,  1826 
__  Dupre  (A.)  & H.  W.  Hake,  Short  manual  of  chemistry, 
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— Ede  (R.  B.),  Practical  facts  in  chemistry,  1837. 

— [Edinburgh  new  dispensatory,  containing  elements  of  pharma- 

ceutical chemistry,  2nd  ed.,  1 1 88  ?]  ; 4th  ed.,  1794  ; 5tli  ed.,  179  / . 

— Edinburgh  philosophical  journal,  1819-26. 

— Elbs  (K.),  Die  syntlietischen  Darstellungsmethoden  der  Kohlen- 

stoff-Verbindungen,  1889-91. 

Eliot  (0.  W.)  <Ss  F.  H.  Storer,  Manual  of  inorganic  chemistry, 

2nd  ed.,  1868. 

— Elsner  (F.),  Grundriss  der  pharmaceutischen  Ohemie,  1875. 

— Faber  (P.  J.),  Chyrurgia  spagyrica,  1632. 

Palladium  spagyricum,  ed.  2a,  1632. 

Myrothecium  spagyricum,  sive  Pharmacopcea  chemica,  1632. 

- — Faraday  (M.),  Chemical  manipulation,  [2]  ed.,  1830  ; 3 ed.,  1842. 

Experimental  researches  in  chemistry,  1859. 

Subject  matter  of  six  lectures  on  the  non-metallic  elements, 

with  additions  by  J.  Scoffern,  1853. 

— Fischer  (E.),  Exercises  in  the  preparation  of  organic  compounds, 

1889. 

Fleischer  (E.),  System  of  volumetric  analysis,  1877. 

— Fluckiger  (F.  A.),  Pharmaceutische  Chemie,  1879  ; 2.  Aufl.,  1888. 

— Fourcroy  ([A.  F.  de]),  Elements  of  natural  history  and  chemis- 

try, 1790. 

Philosophy  of  chemistry,  tr.  from  2nd  ed.,  1800. 

Chemical  philosophy,  tr.  from  3rd  ed.,  by  W.  Desmond,  1807. 

Synoptic  tables  of  chemistry,  1801. 

— _ General  system  of  chemical  knowledge,  1804. 

— Fownes  (G.),  Manual  of  elementary  chemistry,  1844  ; 4th  ed., 

1852;  5th  ed.,  1854;’  9th  ed.,  1863;  11th  ed.,  1872;  12th 
ed.,  1877  ; 13th  ed.,  1883-86. 

Chemistry  exemplifying  wisdom  and  beneficence  of  God,  1844. 

, — — Chemical  tables,  for  junior  students,  1846. 

Introduction  to  qualitative  analysis,  1846. 

— Frankland  (E.),  Lecture  notes,  1866  ; 2nd  ed.,  1870-72. 

Experimental  researches  in  pure,  applied  and  physical 

chemistry,  1877. 

— Frankland  (E.)  <k  F.  R.  Japp,  Inorganic  chemistry,  1884. 

— Frankland  (P.  F.),  Agricultural  chemical  analysis,  1883. 

— Freind  (J.),  Chymical  lectures,  2nd  ed.,  1729. 

— Fresenius  (C.  R.),  Instruction  in  qualitative  analysis,  1843  ; 6th 

ed.,  1864  ; 7th  ed.,  1869  ; 8th  ed.,  1872  ; 9th  ed.,  1876  ; 10th 
ed.,  1887. 

System  of  instruction  in  quantitative  analysis,  3rd  ed.,  1860  ; 

4th  ed.,  1865  ; 5th  ed.,  1870  ; 6th  ed.,  1873  ; 7th  ed.,  1876-1900. 
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— Fritzsohe  Brothers,  Descriptive  catalogue  of  essential  oils  and 

organic  chemical  preparations,  by  F.  B.  Power,  1894. 

— Fuchs  (J.  N.  v.),  Gesammelte  Schriften,  1856. 

— Funke  (0.),  Atlas  of  physiological  chemistry,  1853.  * 

— Galloway  (B.),  Manual  of  qualitative  analysis,  1850;  4th  ed.,  ' 

1864;  5th  ed.,  1870. 

First  step  in  chemistry,  3rd  ed.,  1860 ; 4th  ed.,  1868. 

Second  step  in  chemistry,  1864. 

Fundamental  principles  of  chemistry,  1888. 

— Gamgee  (A.),  Text-book  of  physiological  chemistry,  1880-93. 

— Garnett  (T.),  Outlines  of  a course  of  lectures  on  chemistry,  1797. 

— Gattermann  (L.),  Practical  methods  of  organic  chemistry,  1896. 

— Gerhardt  (C.),  Traite  de  chimie  organique,  1860-62.  * 

— Gibsone  (B.  W.),  Chemical  addenda,  1866. 

— Glauber  (J.  R),  Works,  1689. 

— Gmelin  (L.),  Handbuch  der  Chemie,  3.  Autl.,  1829-30  ; 4.  Aufl., 

1846-65.  * 

Eng.,  Handbook  of  chemistry,  transl.  by  H.  Watts,  1848-72. 

— Godeffroy  (R.),  Tabellen  und  Formulare  fiir  qualitative  und 

quantitative  Analysen,  Titrirmethoden,  Harnanalysen,  etc.,  ' 
[1884], 

— Gore  (G.),  Art  of  scientific  discovery,  1878. 

— Gourdin  (T.),  Syntheses  de  pharmacie  et  de  chimie,  1862. 

— Graham  (T.),  Elements  of  chemistry,  including  application  in  the 

arts,  1842  ; 2nd  ed.,  1850-58. 

Chemical  reports  and  memoirs,  1848. 

— Graham  (T.)  <Sc  F.  J.  Otto,  G.-O.’s  ausfuhrliches  Lehrbuch  der 

Chemie,  3.  Aufl.,  1854-55. 

[Great  Britain  and  Ireland,  Commissioners  for  the  Exhibition 

OF  1862,  Jury  report  on  chemical  products  and  processes.] 

— Gregory  (W.),  Letter  on  the  state  of  the  schools  of  chemistry  in 

the  United  Kingdom,  1842. 

Outlines  of  chemistry,  1845. 

Handbook  of  organic  chemistry,  3rd  ed.  [of  Outlines],  1852. 

Handbook  of  inorganic  chemistry,  3rd  ed.,  1853  ; 4th  ed.,  1857. 

Griffin  (J.  J.),  Chemical  recreations,  10th  ed.,  1854-60. 

Griffiths  (T.),  Chemistry  of  the  four  seasons,  1853. 

_ Groves  (C.  E.)  & W.  Thorp,  Chemical  technology,  1889-1900.  * 
Guthrie  (F.),  Elements  of  heat  and  non-metallic  chem.,  1868. 

— Guy’s  Hospital,  Syllabus  of  chemical  lectures,  1789  ; 1797; 

1802;  1816;  1822. 

— Halliburton  (W.  D.),  Text-book  of  chemical  physiology  and 

pathology,  1891. 
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— Hamilton  (G.),  Suggestions  for  new  system  of  chemical  nomen- 

clature, 1866. 

[_  Harcourt  (A.  G.  V.)  & H.  G.  Madan,  Exercises  in  practical 
chemistry,  qualitative,  1869. 

— Hardwich  (T.  F.),  Manual  of  photographic  chemistry,  1855  ; 

9th  ed.,  by  J.  T.  Taylor,  1883. 

— Henry  (W.),  Epitome  of  chemistry,  3rd  ed.,  1803;  4th  ed.,  1806. 
Elements  of  experimental  chemistry,  6th  ed.  [of  Epitome], 

1810;  9th  ed.,  1823;  11th  ed.,  1829. 

Higgins  (B.),  Experiments  and  observations  relating  to  subjects 

in  chemical  philosophy,  1786. 

— Hjelt  (E.),  Principles  of  general  organic  chemistry,  1890. 

— Hoffmann  (Fred.)  <Sc  F.  B.  Power,  Manual  of  chemical  analysis 

as  applied  to  medicinal  chemicals,  3rd  ed.,  1883. 

Hoffmann  (Frid.),  Observationum  physico-chymicarum  selectio- 

rum  libri  3,  1736. 

Hofmann  (A.  W.),  Introduction  to  modern  chemistry,  1866. 

— Hofmann  (J.  P.),  Acht  Tafeln  zur  Beschreibung  des  chemischen 

Laboratoriums  zu  Giessen,  1842. 

Hope  (W.),  Practical  chemist’s  pocket  guide,  1845. 

Hoppe-Seyler  (F.),  Physiologische  Chemie,  18[77-]81. 

Howard  (J.),  Practical  chemistry,  new  ed.,  [1881]. 

Huguet  (R.),  Traite  de  chimie  medicaleet  pharmaceutique,  1894. 

— Institute  of  Chemistry,  London,  Register,  1878-83,  1885, 

1889-93,  1899. 

[Jabir  ibn  Hayyan  or  Geber,]  Summa  perfectionis,  etc.,  1682. 

— Jahrbuch  der  Chemie,  1891-99.  * 

— Jahresbericht  iiber  die  Fortschritte  der  reinen,  pbarmaceu- 

tischen  und  technischen  Chemie  fiir  1 851  [—69  ; 1871-91].  * 

Eny.,  Annual  report  of  the  progress  of  chemistry  [v.  for 

1847-50].  * 

— Johnston  (J.  F.  W.),  Chemistry  of  common  life,  1856;  new  ed., 

1879. 

Elements  of  agricultural  chemistry  and  geology,  9th  ed.,  1871. 

— Jones  (G.),  Chemical  vade  mecum  for  medical  students,  1881. 

— Journal  de  chimie  medicale,  1825-37  ; 1839-47  ; 1857-70. 

— Journal  de  pharmacie  et  de  chimie:  Bulletin  de  pharm.,  1809—14.  * 

Journal  de  pharmacie  et  des  sciences  accessoires,  1815-41.  * 

Journal  de  pharmacie  et  de  chimie,  1842-1900.  * 

— Journal  fiir  praktische  Chemie,  1858-59  ; 1870-1900.  * 

— Journal  of  materia  medica,  chemisti’y,  etc.,  1859-62  ; 1867-76. 

— Journal  of  natural  philosophy,  etc.,  by  W.  Nicholson,  1802-13. 

— Journal  of  science,  and  annals  of  ...  technology,  1879-85.  * 
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— Kaiserliciie  Akademie  der  Wissenschaften  [in  Wien],  Monats- 

hefte  fur  Chemie,  1880-1900.  * 

Sitzungsberichte,  Chemie,  1 889-98.  * 

— Kane  (R.  [J.]),  Elements  of  chemistry,  including  applications  to 

medicine  and  pharmacy,  1842  ; 2nd  ed.,  1849. 

- — Kingzett  (C.  T.),  Animal  chemistry,  1878. 

— Klaproth  (M.  H.),  Memoires  de  chimie,  contenant  des  analyses 

de  mineraux,  1807. 

— Knapp  (F.  [C.]),  Chemical  technology,  1848-51  ; 2nded.,  1855-67. 

— Kolbe  ([A.  W.]  11.),  Short  text-book  of  inorganic  chemistry,  1884. 
. — Kruss  (G.),  Spezielle  Methoden  der  Analyse,  1892. 

— Laboratory  (The),  a weekly  record  of  scientific  research,  1867. 

- — Ladenburg  ([A.]),  Handworterbuch  der  Chemie,  1882-96.  * 
Lectures  on  the  history  of  the  development  of  chemistry 

since  Lavoisier,  1900. 

Lamotte-Bertin  (J.  A.  T.  de),  Syntheses  chimiques  et  pharma- 

ceutiques,  1846. 

— Lancet  (The),  [journal  of  medicine,  chemistry,  etc.,]  1823-1900. 
Landolt  (H.)  & R.  Bornstein,  Physikalisch-chemische  Tabellen, 

1883.  * 

. — Lassar-Cohn  (Dr.),  Laboratory  manual  of  organic  chemistry,  1895. 
Chemistry  in  daily  life,  1896. 

' Laurent  (A.),  Chemical  method,  notation,  classification,  and 

nomenclature,  1855. 

— Lavoisier  ([A.  L.]),  Traite  elementaire  de  chimie,  1789. 

Eng.,  Elements  of  chemistry,  1790  ; 3rd  ed.,  1796. 

Lea  (A  S.),  The  chemical  basis  of  the  animal  body,  1892. 

— Le  Fe’vre  \or  Le  Febure]  (N.),  Traite  de  la  chymie,  2e  ed.,  1669. 
Eng.,  Compleat  body  of  chymistry,  1670. 

Lehmann  (C.  G.),  Lehrbuch  der  physiologisclien  Chemie,  1850-2. 

— _ Eng.,  Physiological  chemistry,  1851-54. 

— Lemery  ([N.]),  Cours  de  chymie,  nouv.  ed.,  1756. 

Eng.,  Course  of  chymistry,  1677  ; 2nd  ed.,  1686. 

Appendix  to  Course,  1680. 

Liebig  (J.  [v.]),  Organic  chemistry  in  its  applications  to  agri- 
culture and  physiology,  1840;  4th  ed.,  1847. 

Animal  chemistry,  or  Organic  chemistry  in  its  applications  to 

physiology  and  pathology,  1842  ; 3rd  ed.,  1846. 

Familiar  letters  on  chemistry,  2nd  ser.,  1844  ; 3rd  [complete] 

ed.,  1851  ; 4th  [complete]  ed.,  1859. 

Chemisti-y  and  physics  in  relation  to  physiology,  etc.,  1846. 

- Researches  on  the  chemistry  of  food,  1847. 

Researches  on  the  motion  of  juices  in  the  animal  body,  1848. 
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- Liebig  (J.  [v.]),  Handbook  of  organic  analysis,  1853. 

Life-work  of  L.  in  experimental  and  philosophic  chemistry, 

by  A.  W.  Hofmann,  1876. 

- Lockyer  (J.  N.),  Chemistry  of  the  sun,  1887. 

- Lowig  (C.),  Principles  of  organic  and  physiological  chem.,  1853. 
I—  Luff  (A.  P.),  Introduction  to  the  study  of  chemistry,  1880  ; 2nd 

ed.,  1885. 

|—  Lullius  (R. ),  Libelli  aliquot  cbemici,  1600. 

Codicillus  sen  Yade  mecum,  postrema  ed.,  1651. 

- Lupke  (R.),  Elements  of  electro-chemistry,  1897. 

- Lupton  (S.),  Elementary  chemical  arithmetic,  1882. 

- Lyons  (A.  B.),  Manual  of  practical  pharmaceutical  assaying,  1886. 
Handbook  of  practical  assaying  of  drugs  and  galenicals,  1899. 

- Macadam  (S.),  Practical  chemistry,  1866. 

*-  Macquer  (P.  J.),  Elements  of  the  theory  and  practice  of  chymistry, 
1758  ; 2nd  ed.,  1764. 

- [ — ] Dictionary  of  chemistry,  2nd  ed.,  1777-79. 

I-  Massachusetts  College  of  Pharmacy,  Address  on  relations  of 
chemistry  to  pharmacy  and  therapeutics,  by  T.  S.  Hunt,  1875. 

- Mayow  (J.),  Tractatus  quinque  medico-physici,  1674. 

Eng.,  Chemical  experiments  and  opinions,  extracted  [by  T. 

Bed  does],  1790. 

I-  Medical  and  physical  journal,  containing  information  on  medi- 
cine, chemistry,  etc.,  1799-1821. 

- Medical  times  : Pharmaceutical  repertory,  containing  improve- 

ments in  chemistry,  etc.,  1844-46. 
b Mendeleeff  (D.),  Principles  of  chemistry,  1891. 

|-  Menschutkin  (N.),  Analytical  chemistry,  1895. 

Meurdrac  (M.),  La  chymie  des  dames,  2e  ed.,  1680.  * 
r Meyer  (A.),  Handbucli  der  qualitativen  Analyse,  nebst  Anleit- 
ung  zur  volumetrischen  Analyse,  1884. 

- Meyer  (E.  v.),  History  of  chemistry,  1891. 

Meyer  (L.),  Modern  theories  of  chemistry,  1888. 

Outlines  of  theoretical  chemistry,  1892. 

- Mialhe  ([L.]),  Chimie  appliquee  k 1a.  physiologie  et  a la  thera- 

peutique,  1856.  * 

- Millar  (J.),  Elements  of  chemistry,  with  its  application  to  ex- 

plain the  processes  of  arts,  1820. 

Miller  (W.  A.),  Elements  of  chemistry,  1855-57  ; 2nd  ed., 
1860-62  ; 3rd  ed.,  1863  -67  ; 4th  ed.,  1868-69,  v.  2-3  ; 5th  ed., 
1872-80;  6th  ed.,  1877-78,  v.  1-2. 

— Introduction  to  inorganic  chemistry,  new  ed.,  1871. 

Mitchell  (J.),  Manual  of  agricultural  analysis,  1845. 
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_ Mitscherlich  (S.  L.),  Practical  and  experimental  chemistry,  1 
adapted  to  arts,  1838. 

_ Mohr  ([C.]  F.),  Chemische  Toxicologic,  1874. 

_ M0ller  (F.  P.),  Cod-liver  oil  and  chemistry,  1895.  1 

— Monro  (D.),  Appendix  to  Treatise  on  medical  and  pharmaceutical 

chymistry,  1790.  _ . . ,.  1RP-n 

— Morfit  (C.),  Chemical  and  pharmaceutic  manipulations,  18  . 

— Morley  (IT.  F.),  Outlines  of  organic  chemistry,  1886.. 

— Muir  (M.  M.  P.),  Treatise  on  the  principles  of  chemistry,  1884  • 

2nd  ed.,  1889.  . , 

_ Muir  (M.  M.  P.)  & D.  M.  Wilson,  Elements  of  thermal  chemis-  I 

try,  1885.  , . j 

_ Mulder  (G.  J.),  Liebig’s  question  tested  by  morahty  and  science,  I 

1846.  , . , . Q I A 

Chemistry  of  animal  and  vegetable  physiology, 

_ Murray  {Dr.  J.),  System  of  chemistry,  1806-7.  j 

_ Muspratt  ([J.]  S.),  Chemistry,  as  applied  and  relating  to  arts  an  1, 

manufactures,  [1853-61];  [new  ed.,  1877-79?]. 

_ Muter  (J.),  Introduction  to  pharmaceutical  and  medical  chemis- 
try, [1874] ; [2nd  ed.,  1879]. 

Introduction  to  analytical  chemistry,  practrca  jortton  of 

[Introd.  to  pharm.  and  med.  chemistry],  2nd  e , [ 1 

Short  manual  of  analytical  chemistry,  3rd  ed.,  1887 , 4th 

1890 ; 8th  ed.,  1898.  . . , 

-Napier  (J.),  Manual  of  dyeing  [including  chemistry],  1853,. 

3rd  ed.,  1875. 

— Naquet  ([J.]  A.),  Principles  of  chemistry,  1868. 

_ Nernst  (W.),  Theoretical  chemistry,  1895. 

— Nesbit  (J.  C.),  On  agricultural  chemistry,  [!856  ?]. 

_ Neumann  (C.),  Chemical  works,  1759  ; 2nd  ed.,  it 

— New  remedies,  American  druggist,  1884  97.  Q , 

_ Newcastle-upon-Tyne  Chemical  Society,  Transactions,  1869-W-. 
_ Newth  (G.  S.),  Text-book  of  inorganic  chemistry  new  ed 

_ Nicholson  (W.),  First  principles  of  chemistry,  2nd  ed.,  1 1 . 

Dictionary  of  chemistry,  1 <95  ; 1808.. 

_ Nisbet  (W.),  General  dictionary  of  chemistry,  1806. 

— Noad  (H.  M.),  Manual  of  chemical  analysis,  1863-64. 

— Normandy  (A.),  Practical  introduction  to  Rose’s  Treatise  onn 

chemical  analysis,  1849. 

Commercial  hand-book  of  chemical  analysis,  1850,  n^f 

edition,  1875.  , 

The  farmer’s  manual  of  agricultural  chemistry,  18D3. 

Chemical  atlas,  or  tables,  shewing  qualitative  analysis, 
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Normandy  (A.),  Dictionaries  to  the  Chemical  atlas,  1857. 

Odling  (W.),  Manual  of  chem.,  descriptive  and  theoretical,  1861. 

— Course  of  practical  chemistry,  2nd  ed.,  1865. 

— Lectures  on  animal  chemistry,  1866. 

— Outlines  of  chemistry,  1870. 

Oldberg  (0.)  <£'  J.  H.  Long,  Laboratory  manual  of  chemistry,. 

medical  and  pharmaceutical,  [1887], 

Ostwald  (W.),  Outlines  of  general  chemistry,  1890. 

— Manual  of  physico-chemical  measurements,  1894. 

— Scientific  foundations  of  analytical  chemistry,  1895. 

Owen  (R.  J.),  Chemists’  and  druggists’  compendium  of  receipts 
and  processes,  1871. 

Paris  (J.  A.),  Elements  of  medical  chemistry,  1825. 

Parkes  (S.),  Chemical  catechism,  3rd  ed.,  1808  ; 5th  ed.,  1812  ; 
7th  ed.,  1816. 

— Chemical  essays,  relating  to  arts  and  manufactures,  1815. 
Parkinson  (J.),  Chemical  pocket-book,  3rd  ed.,  1803  ; 4th  ed.,  1809. 
Parnell  (E.  A.),  Elem.  of  chemical  analysis,  1842  ; n.  ed.,  1845. 

— Applied  chemistry,  1844,  v.  2. 

Payen  ([A.]),  Industrial  chemistry,  ed.  by  B.  H.  Paul,  1878. 
Pearmain  (T.  H.)  & C.  G.  Moor,  Aids  to  the  analysis  of  food  and 
drugs,  [1895]. 

— Analysis  of  food  and  drugs,  1897-99.  * 

Peirce  (C.  H.),  Examinations  of  chemicals,  1852. 

Perkin  jun.  (W.  H.)  <£•  F.  S.  Kipping,  Organic  chemistry,  1900. 
Pfaff  (G.  H.),  System  der  Materia  medica  nach  chemischen 
Principien,  1808-17.  * 

Pharmaceutical  record,  a journal  of  ...  chemistry,  1884-93. 
[Pharmaceutical  Society  of  Great  Britain,]  Universal  Inter- 
national Exhibition,  report  on  exhibits,  by  B.  H.  Paul,  etc.,  1878. 
Chemical  papers  from  the  research  laboratory,  1892—95. 
Pharmaceutical  times,  a journal  of  chemistry,  184[6-]8. 
Philosophical  magazine,  or  Annals  of  chemistry,  etc.,  1827-32.  * 
Playfair  (L.),  Chemical  principles  involved  in  the  manufactures 
of  the  [Great]  Exhibition,  1852. 

Poehl  (A.),  Mittheilungen  aus  dem  analytisch- chemischen 
Laboratorium,  1877. 

Poulsen  (V.  A.),  Botanical  micro-chemistry,  1886. 

Prescott  (A.  B.),  Outlines  of  proximate  organic  analysis,  1875. 

— Organic  analysis,  1887.  * 

Priestley  (J.),  Heads  of  lectures  on  ...  chemistry,  1794. 

Proctor  (B.  S.),  Manual  of  pharmaceutical  testing,  1890;  2nd 
ed.,  1899. 
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Prout  (W.),  Chemistry  considered  with  reference  to  natural  1 

theology,  [2nd  ed.,]  1834. 

— Ralfe  (0.  H.),  Demonstrations  in  physiological  and  pathological  I 

chemistry,  1880. 

Ramsay  (W.),  Experimental  proofs  of  chemical  theory,  1884. 

System  of  inorganic  chemistry,  1891. 

Elementary  systematic  chemistry,  1891. 

Raspail  (F.  V.),  New  system  of  organic  chemistry,  1834. 

— Regnault  ([H.]  V.),  Elements  of  chemistry,  1852. 

]>EID  (D.  B.),  Elements  of  chemistry,  3rd  edition,  1839. 

— Reid  (H.),  Chemistry  of  science  and  art,  1840. 

Remsen  (I.),  Principles  of  theoretical  chemistry,  1877  ; 2nd  ed., 

1883. 

Introduction  to  the  study  of  the  compounds  of  carbon,  orfc 

Organic  chemistry,  1885  ; [revised  edition,]  1899. 

Introduction  to  the  study  of  chemistry,  [Inorganic,]  1886. 


Inorganic  chemistry,  1889.  I 

_ Repertoire  de  pharmacie  et  Journal  de  chimie  medicale,  18(6* 

1900.  * 

_ Reynolds  (J.  E.),  Experimental  chemistry  for  junior  students,. 
1885-94. 

— Rich  (S.  W.),  New  and  old  notation,  in  a set  of  tables,  1866.  j 
Analyst’s  annual  note-book,  1874. 

— Richardson  (W.),  Chemical  principles  of  the  metallic  arts,  1/90.1 
Rxche  (A.),  Manuel  de  chimie  medicale  et  pharmaceutique,  30 

_ Richter  (M.  M.),  Lexicon  der  Kohlenstoff-Verbindungen,  [1899f 
1900.  * 

— Richter  (V.  v.),  Text-book  of  inorganic  chemistry,  2nd  ed.,  188W 
Chemistry  of  the  carbon  compounds,  or,  Organic  chemistry/ 

1886;  2nd  ed.,  1891  ; 3rd  ed.,  1900. 

Rochleder  (F.),  Pliytochemie,  1854.  * 

_ Rodwell  (G.  F.),  Birth  of  chemistry,  1874. 

— Roscoe  (H.  E.),  Lessons  in  elementary  chemistry,  1866  ; new  ed-l 

1869  ; 1873  ; 1880;  1887. 

— Roscoe  (H.  E.)  & C.  Schorlemmer,  Treatise  on  chemistry 

1877-92;  new  ed.,  1888-90;  3rd  ed.,  1894-97. 

— Rose  (H.),  Manual  of  analytical  chemistry,  1831. 

Practical  treatise  of  chemical  analysis,  1848-49. 

Traite  complet  de  chimie  analytique,  1859-62. 

_ [Royal  College  of  Physicians  of  London,]  Pharmacop^ 
Londinensis,  with  praxis  of  cliymistry,  5th  ed.,  by  W.  SalmM 
1696,  etc. 
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[Royal  College  of  Physicians  of  London,]  London  manual  of 
medical  chemistry,  translation  of  the  Pharmacopoeia,  etc.,  by 
W.  Maugham,  1831. 

Royal  Institution  of  Great  Britain,  Syllabus  of  lectures  on 
chemistry,  [by  Humphry  Davy,]  1802. 

■ Ruprecht  (R.),  Bibliotheca  chemica,  Verzeichniss  der  in  den 
Jahren  1858  bis  Ende  1870  erschienenen  Schriften,  1872. 
r Sadtler  (S.  P.),  Hand-book  of  industrial  organic  chemistry,  1891  ; 
2nd  ed.,  1895. 

- Sadtler  (S.  P.)  <£•  H.  Trimble,  Text-book  of  chemistry,  1895. 

- Scheele  (C.  W.),  Chemical  observations  and  experiments  on  air 

and  fire,  1780. 

Chemical  essays,  1786. 

5-  Schmidt  (E.),  Ausfiihrliches  Lehrbuch  der  pharmaceutischen 
Chemie,  1879-82. 

>-  Schooler  (F.),  Book  of  nature,  1851. 

- Schorlemmer  (C.),  Manual  of  chemistry  of  carbon  compounds, 

or,  Organic  chemistry,  1874. 

Rise  and  development  of  organic  chemistry,  1879. 

h Schwanert  (H.),  Lehrbuch  der  pharmaceutischen  Chemie, 
1880-83. 

h Schweizerische  Wochensehrift  fiir  Chemie  und  Pharmacie,  1900. 

- Scott  (A.),  Introduction  to  chemical  theory,  [1891]. 

- [Sendivogius  (M.),]  Novum  lumen  chymicum,  1644. 

I-  Shaw  (P.),  Chemical  lectures,  read  1731-33. 

j-  Shuttleworth  (U.  J.  Kay-),  First  principles  of  modern  chemis- 
try, inorganic,  1868  ; 2nd  ed.,  1870. 

- Simon  (W.),  Manual  of  chemistry,  1885. 

- Societe  C'HIMIQUE  de  Paris,  Bulletin,  1859-67  ; 1892-1900.  * 
Repertoire  de  chimie  appliquee,  1860-63.  * 

Repertoire  de  chimie  pure,  1860-62.  * 

- Society  for  the  Diffusion  of  Useful  Knowledge,  Library  of 

useful  knowledge,  natural  philosophy,  1829-38,  vol.  4 (see). 
Society  of  Chemical  Industry,  Proceedings,  1881.  * 

Journal,  1882-1900; — Bye-laws,  1886.  * 

- Solly  (E.),  Rural  chemistry,  1843. 

- Sonnenschein  (F.  L.),  Handbuch  der  analytischen  Chemie, 

qualitative  Analyse,  1870. 

Stadel  (W.),  Lehrbuch  der  reinen  und  angewandten  Chemie, 
187[0-]3. 

- Stadeler  (G.),  Leitfaden  fiir  die  qualitative  chemische  Analyse 

anorganischer  Korper,  6.  Aufl.,  1873. 

- Stammer  (K.),  Chemisches  Laboratorium,  1856-57. 
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Stockhardt  (J.  A.),  Experimental  chemistry,  by  Heaton,  1872. 

— Storer  (F.  H.),  First  outlines  of  a dictionary  of  solubilities 

of  chemical  substances,  1864. 

Agriculture  in  some  of  its  relations  with  chemistry,  1887. 

Streatfeild  (F.  W.),  Practical  work  in  organic  chemistry,  1891. 

Strecker  (A.),  Short  text-book  of  organic  chemistry,  by  J. 

Wislieenus,  1881. 

_ Sutton  (F.),  Systematic  handbook  of  volumetric  analysis,  1863  ; ' 
2nd  ed.,  1871  ; 3rd  ed.,  1876;  4th  ed.,  1882;  5th  ed.,  1886; 
6th  ed.,  1890  ; 7th  ed.,  1896  ; 8th  ed.,  1900. 

Fr.,  Manuel  systematique  d’analyse  chimique  volumetrique, 

traduit  par  C.  [J.  M.]  Mehu,  1883. 

Swedenborg  (E.  [Swedberg,  Baron  v.]),  Some  specimens  of  a 

work  on  chemistry,  1847. 

Synopsis  of  the  chemical  decompositions  in  the  preparations  of 

the  London  pharmacopoeia,  1822. 

Tachenius  (0.),  Hippocrates  chymicus,  1677  ; 1690. 

— Thenard  (L.  J.),  Essay  on  chemical  analysis,  1819. 

_ Thibaut  (P.),  Art  of  chymistry,  1668. 

Thompson  (0.  J.  S.),  Chemist’s  compendium,  1896  ; 2nd  ed.,  1898. 

— Thoms  (H.),  Die  Arzneimittel  der  organischen  Chemie,  2.  Aufl., 

1897. 

_ Thoms  (H.)  & E.  Gilg,  Einfiihrung  in  die  praktische  Nahrungs- 
mittelchemie,  1899. 

— Thomson  (J.  J.),  Applications  of  dynamics  to  physics  and  chemis- 

try, 1888. 

Thomson  (T.),  System  of  chemistry,  1802;  2nd  ed.,  1804;  3rd! 

ed.,  1807  ; 4th  ed.,  1810  ; 5th  ed.,  1817 ; 6th  ed.,  1820. 

System  of  chemistry,  inorganic  bodies,  7th  ed.,  1831. 

Chemistry  of  organic  bodies,  vegetables,  1838. 

Chemistry  of  animal  bodies,  1843. 

History  of  chemistry,  1830-31.  I 

_ Thorpe  (T.  E.),  Manual  of  inorganic  chemistry,  new  ed.,  [1885  1] ; 

new  ed.,  1896. 

Dictionary  of  applied  chemistry,  1890-93.  * 

Essays  in  historical  chemistry,  1894. 

Quantitative  chemical  analysis,  12th  ed.,  1896. 

Thorpe  (T.  E.)  <0  M.  M.  P.  Muir,  Qualitative  chemical  analysis- 

and  laboratory  practice,  1874. 

Tiiudichum  (J.  L.  W.),  Manual  of  chemical  physiology,  1872. 
Annals  of  chemical  medicine,  1879-81. 

qqDY  (C.  M.),  Handbook  of  modern  chemistry,  inorganic  and 

organic,  1878;  2nd  ed.,  188(. 
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Tilden  (W.  A.),  Introduction  to  study  of  chemical  philosophy, 

1876  ; 2nd  ed.,  1880 ; 5th  ed.,  1886. 

Manual  of  chemistry,  1897. 

Short  history  of  the  progress  of  scientific  chemistry  in  our 

own  times,  1899. 

— Tillman  (S.  D.),  New  chemical  nomenclature,  1866. 

Tommasi  (D.),  SulF  equilibrio  termico  nelle  azioni  chimiche,  1879. 

. — Turner  (E.),  Elements  of  chemistry,  5th  ed.,  1834  ; 6th  ed., 
1837  ; 7th  ed.,  1842  ; 8th  ed.,  1847. 

United  States  of  America,  Department  of  Agriculture, 

Division  of  chemistry,  Bulletin,  1884-93. 

— Universitat  Marburg,  Mitteilungen  aus  dem  pharmaceutisch- 

chemischen  Institut,  von  E.  Schmidt,  189L 

— Ure  (A.),  Dictionary  of  chemistry,  1821  ; 2nd  ed.,  1824. 

Chemistry  simplified,  in  testing  of  alkalies,  etc.,  [1844], 

— Valentin  (W.  G.),  Laboratory  text-book  of  practical  chemistry, 

1871. 

— Introduction toinorganic  chemistry,  2nd  ed.,  1872;  3rd  ed.,  1876. 

Course  of  qualitative  chemical  analysis,  3rd  ed.,  1874  ; 6th  ed., 

1884. 

Twenty  lessons  in  inorganic  chemistry,  1879. 

— Van  ’t  Hoff  (J.  H.),  Dix  annees  dans  l’histoire  d une  theorie, 

2me  ed.  de  La  chimie  dans  l’espace.  1887. 

Eny.  Chemistry  in  space,  1891. 

Studies  in  chemical  dynamics,  1896. 

— — Lectures  on  theoretical  chemistry,  [1898-99], 

— Vogel  (H.),  Chemistry  of  light  and  photography,  5th  ed.,  1888. 

— Vogel  (R.  A.),  Institutions  chemise,  1762. 

— Wagner  (R.  v.),  Handbook  of  chemical  technology,  1872. 

Manual  of  chemical  technology,  1892. 

Walker  (J.),  Introduction  to  physical  chemistry,  1899. 

— Wall  (M.),  Syllabus  of  lectures  in  chemistry,  1782. 

Dissertations  on  select  subjects  in  chemistry,  etc.,  1783. 

— Warington  [jun.]  (R.),  Chemistry  of  the  farm,  1881. 

— Watts  (H.),  Dictionary  of  chemistry,  1863-81  ; revised,  1888-94. 
Manual  of  chem.,  based  on  Fownes,  1883-86  ; 2nd  ed.,  1889. 

— Weldon  (W.),  Popular  explanation  of  chemistry,  [1824?]. 

— Western  druggist,  1889-1900. 

— Wiegleb  ([J.  C.]),  General  system  of  chemistry,  1789. 

— Will  (H.),  Outlines  of  qualitative  analysis,  1846. 

— Williams  (C.  G.),  Handbook  of  chemical  manipulation,  1857. 

— Williamson  (A.  W.),  Chemistry  for  students,  1865;  new  ed., 

1868  ; 3rd  ed.,  1873. 
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Willson  (A.  R),  Chemical  notes  for  pharmaceutical  students, 

[1875]  ; 2nd  ed.,  1886. 

— Wilson  (G.)1,  Compleat  course  of  chymistry,  4th  ed.,  1721. 

Course  of  practical  chemistry,  by  W.  Lewis,  1746. 

— Wilson  (G.)2,  Chemistry,  2nd  ed.,  [1856?]. 

Inorganic  chemistry,  3rd  ed.,  1866  ; 4th  ed.,  1871. 

— Wislicenus  (J.),  Tiber  die  raumliche  Anordnung  der  Atome  in 

organischen  Molekulen  und  ihre  Bestimmung  in  Geometnsch- 
Isomeren  ungesattigten  Yerbindungen,  2.  Abdruck,  1889. 

Wittstein  (G.  C.),  Practical  pharmaceutical  chemistry,  1853. 

Organic  constituents  of  plants,  1878. 

— Wohler  (F.),  Analytical  chemist's  assistant,  1853. 

Wood  (T.),  Chemical  notes  for  lecture  room,  3rd  ed.,  1871,  etc. 

Wormley  (T.  G.),  Micro-chemistry  of  poisons,  1867  ; 2nd  ed., 

1885.  * 

Wurtz  ([C.]  A.),  Introduction  to  chemical  philosophy,  1867. 

History  of  chemical  theory,  1869. 

Dictionnaire  de  chimie,  187[3]-94.  * 

Elements  of  modern  chemistry,  1879. 

Youmans  (E.  L.),  Chemical  atlas,  or  Chemistry  of  familiar  objects, 

1855. 

Z.  (A.),  Remarks  on  Dossie’s  Institutes  of  chemistry,  1760. 

Zeitschrift  fur  analytische  Chemie,  1862-1900.  * 

Zeitschrift  fur  anorganische  Chemie,  1892-1900.  * 

— Zeitschrift  fur  physiologische  Chemie,  18(7-1900. 

Zuchold  (E.  A.),  Bibliotheca  chemica,  Verzeichniss  der  in  den 

Jahren  1840  bis  Mitte  1858  erschienenen  Schriften,  1859. 
Chemists’  and  druggists’  almanac  [diary]  and  pharmaceutical  text 
book,  1870,  1872-1900.  London,  1869, 1871-99.  Years  2,  4-32. 
Chemists  and  Druggists’  Trade  Association  of  Great  Britain,  Bir- 
mingham. Annual  report,  and  list  of  members  and  donors. 
Birmingham,  [1877-86].  Reports  1-10. 

Chemists’  Assistants’  Association,  London.  [Report,  rules,  etc. 
London,  1878.]  4 p.,  t».  t.-p. 

— Proceedings,  1884-[99],  with  list  of  members,  etc.  London, 

1885-1900.  15  vol.  2 copies. 

Chemist’s  desk  companion  : Year-book  of  pharmacy,  materia  medica, 
and  chemistry  ; edited  by  C.  H.  Wood  and  C.  Sharp.  London, 
1865-66.  2 vol.  in  1. 

Chemists’  journal  (The)  ; a weekly  trade  journal  for  the  chemist 
and  druggist.  London,  [1880-83].  Vol.  1-5  ; v.  6,  incomplete; 
all  published. 

Chemist’s  legal  hand-book,  1892.  See  Barrister  (A). 
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Chernoviz  (Pedro  Luiz  Napoleao).  Formulario  e guia  medica 
contendo  a descripqSo  dos  medicamentos,  as  doses,  molestias 
era  que  sao  empregados,  as  plantas  medicinaes  indigenas  do 
Brasil,  o Corupendio  das  aguas  mineraes,  a escolha  das  melhores 
formulas,  nm  Memorial  therapeutica  e muitas  inform a^oes  uteis. 
I ndecima  edicjao.  Pariz,  1884.  8+1284  p.  +6  pi.  maps. 

Cherry  laurel.  See  Prunus  laurocerasus. 

Cheshire.  De  Tablet  (Lord),  Flora  of  Cheshire,  1899.  * 

Chest.  City  of  London  Hospital  for  Diseases  of  the  Chest, 
Pharmacopeia,  1900. 

— Hospital  for  Consumption  and  Diseases  of  the  Chest,  Pharma- 

copceia,  1848. 

— Hospital  for  Diseases  of  the  Throat  [and  Chest],  Pharma- 

copoeia, 1872;  2nd  ed.,  1873  ; 3rd  ed.,  1876;  4th  ed.,  1881. 
Chevalliei  ([Jean  Baptiste]  A[lphonse]).  Des  accidens  auquels  sont 
exposes  les  couteliers-emouleurs  et  aiguiseurs.  [Paris,  1836.] 
24  p.  +1  pi.  (Pam.  18.) 

Du  sang,  ses  caracteres,  ses  proprietes ; moyens  de  reconnaitre 
les  taches  produites  par  ce  liquide.  [Paris,  1839  ] 32  p n t -v 
(Pam.  18.)  . ' 

[ ?]  Nouveaux  poids  et  nouvelles  mesures.  \ Anon  A [Paris  ] 

1839.  6 p.,  n.  t.-p.  (Pam.  18.) 

— Kecherches  sur  l’hydrogene  arsenie  et  observations  sur  Pappareil 

de  Marsh;  [Sur  l’iodure  d’arsenic],  Paris,  1839.  40  p. 

(Pam.  18.) 

— Assainissement  des  villes : [ville  de  Bruxelles.  Paris,  1840], 

8 p.,  n.  t.-p.  (Pam.  18.) 

Notice  sur  le  papier  de  riz,  sa  nature,  la  possibility  d’imprimer 
sur  cette  tissu,  de  peindre,  etc.  Paris,  1840.  12  p.,  on  rice 

paper.  (Pam.  18.) 

— Memoire  sur  les  incendies  et  inflammations  spontanes.  [Paris, 

1841.]  80  p.,  n.  t.-p.  (Pam.  18.) 

[_]  Notice  sur  la  rupture  de  l’appareil  de  M.  Thilorier  pour  la 
preparation  de  l’acide  carbonique,  et  sur  le  mort  de  M.  Hervy 
[Paris,]  1841.  16  p.,  n.  t.-p.  (Pam.  38.) 

— Sur  la  falsification  du  sucre  de  canne  par  la  glucose,  moyens  de 

reconnaitre  cette  falsification.  [Paris,  1843.]  16  p.  (Pam.  18.) 

— Dictionnaire  des  alterations  et  falsifications  des  substances  ali- 

mentaires,  medicamenteuses  et  commerciales,  avec  l’indication 
des  moyens  de  les  reconnaitre.  Trois+me  edition.  Paris 
1857-58.  2 tomes,  12  pi. 

— Traite  de  toxicologie  et  de  chimie  judiciaire.  Paris,  1868. 

Pages  1-256,  273-304. 

-See  also  Journal  de  chimie  medicale,  etc.,  1825-47,  1857-70 
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Chevallier  ([Jean  Baptiste  Alphonse])  <k  J.  Boys  de  Loury.  Essais 
"leJLyens  Lettre  en  usage  dans  le  but  ^ -dre  ^ns 
frequent  le  crime  d’empoisonnement.  Pans,  1835.  14  p. 

ChevSTr  ([Jean  Baptiste]  A[lphonse]),  T.  Gobley  <*  E.  Joumil. 
““ ’"L  le  vinaigre,  ses  falsifications,  les  moyens  de  lea 

reconnaitre.  [Paris,  1843.]  28  p.,  ^ ( »“•  ) 

Chevallier  ([Jean  Baptiste  Alphonse]),  [M.  J.  B ] Or  <t  [^  P. 

Ollivier.  Triple  accusation  d’empoisonnement.  [Pans,  .j 

Chevreul  (M[ichel  Eugene]).  Physical  investigations  on  dyeing . 
on  the  influence  that  two  colours  may  exercise  upon  each  other 
ZL  seen  simultaneously.  (In  Geaham,  T„  Chemtcal  reports, 

_ clntenaire  de  M.  0.,  discours  prononces  an  Museum  d'hrstoire 
naturelle.  Paris,  1886.  26  p 

— See  also  Annales  de  chimie  et  de  p j sique,  London  1724 

Cheyne  (George).  Essay  of  health  and  long  Me.  London, 

“ik  si 

Chicago,  1868-71. 
nos.  1-9,  11-12. 

_ Same.  Pharmacist. 

vol.  11,  nos.  2-12. 

__  Same.  Pharmacist 

_ Chicago'  College  fund  ; list  of  contributions  by  the  pharmanste  Ibl 
r,  . -R-q+iin  1871-74.  Chicago,  18 <4.  Ao-p.  (lam-  < 
Chicory.  Franz  (A.),  Untersuchung  des  gebrannten  Kaffees  auiij 

Chiiar^ol/olge).  A.  Beasnuns  (J.  J.),  Vse  of  the  blow 


irmaoy.  iucumnoroo  

Vol.  1,  no.  2 j vol.  2,  nos.  2-6  ; vol.  3 ; vol.  4, . 

Chicago,  1873,  1877-78.  Vol.  6 ; vol.  10 ; : 

Chicago,  1879— 8[1]. 


and  chemist. 


SV^ Tiienard  (L.  J.),  Essay  on  chemical  analysis,  1819. 

' ‘ rhili  Farmacopea  chilena  ; obra  mandada  adoptar  por  (« 

C.  Middleton,  fan 

maceutico.  Leipzig,  1886.  1- H-  d P- 

__  Feuillee  (L.),  Beschreibung  .or  Arzeney  dienlichei  Pflanze 

_ mVrcgrav  (G.),  Tractatus  topographicus  et  meteorologies 

Brasilise,  etc.,  1658.  1Q07  oo  is3Fi_36 

__  PoEPno  (E.  [F.]),  Beise  in  Chile  wahrend  18-7-3*,  F 
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China.  Agriculture.  Hervey-Saint-Denys  ([M.  J.]  L.  d’), 
Recherches  sur  l’agriculture  et  l’horfciculture  des  chinois,  etc., 
1850.  * 

China.  Botany.  Bretsciineider  (E.),  On  the  study  and  value  of 
Chinese  botanical  works,  1870.  * 

—  Botanicon  Sinicum,  notes  on  Chinese  botany,  1892-95. 

— - — Buchoz  (P.  J.),  Herbier,  ou  Collection  des  plantes  medi- 

cinales  de  la  Chine,  1781.  * 

Hoffmann  (J.)  <Sc  H.  Schultes,  Noms  indigenes  d’un  choix  de 

plantes,  1852*;  nouv.  ed.,  1864.  * 

Loureiro  (J.),  Flora  Cochinchinensis,  quibus  accedunt 

[plantae]  observatse  in  Sinensi  imperio,  1790.  * 

China.  Commerce  or  Trade.  China,  Imperial  Maritime  Customs. 
Reports  on  trade  at  the  treaty  ports,  1865-70.  * 

Great  Britain  and  Ireland,  Parliament,  Commercial  reports 

from  Her  Majesty’s  consuls  in  China  and  Siam,  1869. 

China.  Horticulture.  See  China,  Agriculture. 

China.  Imperial  Maritime  Customs.  Reports  on  trade  at  the  ports 
open  by  treaty  for  1865-70.  Shanghai,  1866-71.  6 vol.  ©.  * 
China.  Industries.  J ulien  (S.)  <Sc  P.  Champion,  Industries 

anciennes  et  modernes,  1869.  * 

China.  Language.  See  Chinese  Language. 

China.  Materia  medica.  ( See  also  China,  Botany.) 

Debeaux  (J.  O.),  Essai  sur  la  pharmacie  et  la  matiere 

medicate  des  chinois,  1865.  * 

Hanbury  (D.),  Notes  on  Chinese  materia  medica,  1862. 

Ger.,  Beitrage  zur  Materia  medica  China’s,  1863. 

[Kerr  (J.  G.),  Manual  of  materia  medica,  in  Chinese,  2nd  ed., 

1876.]  * 

[Le  She-ohin,  Pun  tsaou  kang  muh,  a work  on  materia  medica, 

in  Chinese,  originally  published  about  1596,  modern  ed.]  * 

Schwarz  (E.),  Chinesische  Aerzte  und  Medicamente,  1859.  * 

Smith  (F.  P.),  Contributions  to  the  materia  medica  and  natural 
history  of  China,  1871. 

Soubeiran  (J.  L.)  & D.  DE  Tiiiersant,  La  matiere  medicale 

chez  les  chinois,  1873. 

Tatarinov  (A.),Catalogus  medicamentorum  Sinensium,  1856.  * 

China.  Medicine.  Schwarz  (E.),  Chinesische  Aerzte,  1859.  * 

China.  Natural  history.  Smith  (F.  P.),  Contributions  to  the 
materia  medica  and  natural  history  of  China,  1871. 

China.  Pharmacy.  Debeaux  (J.  O.),  Essai  sur  la  pharmacie  et  la 
matiere  medicale  des  chinois,  1865.  * 

Yvan  {Dr.),  Lettre  sur  la  pharmacie  en  Chine,  1847. 

China.  Trade.  See  China,  Commerce  or  Trade. 
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Chinchon  (Lady  Ana  de  Osorio,  Countess  of),  Vice-queen  of  Peru. 
Memoir  of  A.  de  O. ; with  a plea  for  the  correct  spelling  of 
the  Chinchona  genus;  by  C.  R.  Markham.  London,  1874. 

12  + 100  p.  +3  col.  pi.  * 

Chinchona.  See  Quinology. 

Chinese  language.  Williams  (S.  W.),  English  and  Chinese  vocabu- 
lary, 1844.  * 

Chipperfield  (W.  1ST.).  See  Madras  quarterly  journal  of  medical 
science,  1861  ; 1866-67. 

Chirchmair  (Mattia),  [or  Matthias  Kirchmayer  ?].  Grammatica 
spagnuola  e italiana ; [Gramatica  espanola  e itahana].  4 irenze, 
1734.  12  + 336  p.,  2 t.-p. 

Chiretta.  See  Ophelia  chirata. 

Chirurgery.  See  Surgery. 

Chloral.  Freire  jun.  (D.  J.),  Prova  escrita  do  concurso  a cadeira 
de  chimica  organica,  etc.,  1874. 

_ Tiesenhausen  (H.  B.),  Beitrag  zum  Nachweise  des  Chloral- 
hydrats  im  Thierkorper,  1885. 

Tommasi  (D.),  Riduzione  del  cloralio,  1878. 

Chlorate  of  potassium.  See  Potassium  (Chlorate  of). 

Chloride  of  iron.  See  Iron  (Chloride  of). 

Chloride  of  silver.  See  Silver  (Chloride  of). 

Chlorine.  Dobie  (W.  M.),  On  chlorine  in  cholera  and  diarrhoea,  1867. 

Gannal  ([J.  N.]),  Two  memoirs  on  the  inhalation  of  diluted! 

chlorine  in  pulmonary  consumption,  1830. 

Chloroform.  Duroy  ([J.  L.  P.]),  Precedes  pour  decouvrir  le  chloro- 
forme  dans  le  sang  et  dans  les  cadavres,  1851. 

_ Duroy  ([J.  L.  P.]),  Anesthesimetre,  nouvel  appareil,  1856. 

Freire  jun.  (D.  J.),  Prova  escrita  do  concurso,  etc.,  1874. 

Robert  (J.),  Le  chloroforme  au  point  de  vue  pharmaceutique,  1889 

_ Societe  medicals  d’emulation  de  Paris,  Recherches  sur  left 
xnoyens  employer  contre  les  accidens,  1855. 

Chocolate.  Wanklyn  (J.  A.),  Tea,  coffee,  and  cocoa  analysis,  18744 

Cholera.  Clark  (B.),  Cholera  unmasked,  1832-33. 

_ Clark  (B.),  Description  of  the  gripes  of  horses,  also  human 
cholera  explained,  2nd  ed.,  1837. 

__  Dobie  (W.  M.),  On  chlorine  in  Asiatic  cholera  and  cholera  n 
diarrhoea,  1867. 

_ George  (H.),  Practical  observations  on  cholera,  1834. 

_ Hancock  (J.),  Notice  of  native  oil  [and  cholera,  1831  ?]. 

Observations  on  the  origin  and  treatment  of  cholera,  1831. 

__  Hogg  (J.),  Skin  diseases,  also  the  fungoid  or  germ  theory  < 

cholera,  1873. 

__  Johnson  (G.),  On  epidemic  diarrhoea  and  cholera,  1866. 
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Cholera — continued. 

— Lewis  (T.  R.)  <£.•  D.  D.  Cunningham,  Report  of  researches  into 

the  nature  of  the  agent  or  agents  producing  cholera,  1872-74. 

— Merletta  (Y.  F.),  Cenno  sopra  un  nuovo  rimedio  [permanganato 

di  potassa]  contro  il  cholera-morbus,  1866. 

Appendice  al  Cenno  sul  nuovo  rimedio,  1866. 

- — Quin  (F.  F.),  Du  traitement  homceopathique  du  cholera,  1$32. 
Cholesterin.  Mehu  (C.  [J.  M.]),  De  la  densite  de  la  cholesterine, 
[1874], 

Choulant  (Ludwig).  Handbuch  der  Biicherkunde  fiir  die  altere 
Medicin.  Zweite  Auflage.  Leipzig,  1841.  22  + 436  p.  3§.  * 

— See  also  Macer  Floridus,  De  viribus  herbarum,  1832. 

Christensen  (A.).  Beitrage  zur  Untersuchungen  des  Pilocarpins  und 

seiner  Salze.  [St.  Petersburg,  1881.]  12  p.,  n.  t.-p.  (Pam.  46.) 

— Uber  die  quantitative  Bestimmung  des  Chinins  als  Herapathit. 

[St.  Petersburg,  1881.]  12  p.,  n.  t.-p.  (Pam.  46.) 

Christianity.  Priestley  (J.),  Use  of  C.  in  difficult  times,  1794. 
Chl'istison  ( Sir  Robert).  Treatise  on  poisons,  in  relation  to  medical 
jurisprudence,  physiology,  and  the  practice  of  physic.  Third 
edition.  Edinburgh,  1836.  24  + 876  p.  + 1 pi. 

— Dispensatory,  or  Commentary  on  the  pharmacopoeias  of  Great 

Britain  ; comprising  the  natural  history,  description,  chemistry, 
pharmacy,  actions,  uses,  and  doses  of  the  articles  of  the  materia 
medica.  Edinburgh,  1842.  8 + 44  + 978  p. 

— Same.  Second  edition.  Edinburgh,  1848.  4 + 42+1004  p. 

Christophsohn  (Johann).  Vergleichende  Untersuchungen  iiber  das 

Saponin  der  Wurzel  von  Gypsophila  Struthium,  der  Wurzel 
von  Saponaria  officinalis,  der  Quillajarinde  und  der  reifen 
Samen  von  Agrostemma  Githago ; [Dissertation].  Dorpat, 
1874.  52  p.  (Pam.  24.) 

Christy  (Thomas).  New  commercial  plants  [and  drugs].  London, 
1878-89.  Parts  1-11,  pi.  * 

— See  also  Leonard  (C.  IL)  & T.  C.,  Dictionary  of  materia  medica 

and  therapeutics,  1892. 

Chrysophanic  acid.  Keussler  (E.  v.),  Untersuchung  der  chryso- 
phans'aureartigen  Substanz  der  Sennesblatter  und  der  Frangu- 
linsaure  nebst  Yergleichung  derselben  mit  der  Chrysophansaure 
des  Rhabarbers,  1879. 

Church  (Arthur  Herbert).  Laboratory  guide,  [manual  of  practical 
chemistry]  for  students  of  agricultural  chemistry.  London, 
1864.  8 + 96  p. 

Same.  Third  edition.  London,  1874.  12  + 224  p. 

Same.  Fourth  edition.  London,  1877.  12  + 236  p. 

Same.  Fifth  edition.  London,  1882.  16  + 268  p. 
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Church  (Arthur  Herbert)— continued. 

Acids,  alkalies,  soap,  and  minor  chemical  products.  {In  Bevan, 

G.  P.,  British  manufacturing  industries,  2nd  ed.,  1877,  Acids, 

etc.,  p.  1-96.) 

_ See  also  Johnson  (S.  W.),  How  crops  grow,  revised,  1869. 

- See  also  Johnston  (J.  F.  W.),  Chemistry  of  common  life,  1879. 
Church  (Henry  James).  Chemical  processes  of  the  British  phar- 
macopoeia, and  the  behaviour,  with  re-agents,  of  their  products. 


London,  1864.  4 + 120  p. 

Church  (W.  S.).  See  St.  Bartholomew’s  Hosp.,  Reports,  1877-88. 
Churchill  (John  Morss).  See  Stephenson  (J.)  & J.  M.  C.,  Medical 
botany,  1831. 

Churchill’s  Technological  handbooks.  London,  1883-88..  5 vol. 

The  brewer,  distiller,  and  wine  manufacturer,  1883.  8+278  p. 

Bleaching,  dyeing,  and  calico-printing,  1884.  8+204  p. 

Acetic  acid  and  vinegar,  ammonia,  and  alum,  188o.  8+ZUU  p. 

Note  —The  three  preceding  works  were  edited  by  J.  Gardner. 

Oils  and  varnishes,  edited  by  J.  Cameron,  1886.  8+376  p. 

Soaps  and  candles,  edited  by  J.  Cameron,  1888.  12+306  p. 

Chyle.  ( For  Chyluria,  see  Urine.) 

— Percival  (T.),  Essays,  resemblance  between  chyle  & milk,  17b < . 
Cicero  (M [arcus]  Tullijus]).  Opera  omnia  ex  recensione  J.  A. 

Ernesti.  Oxonii,  1810.  5 vol.  in  8. 

Cicuta.  Storck  (A.  v.),  Libellus,  quo  demonstrator  cicutam,  1 ( 60 
_ STorck  (A.  v.),  Libellus,  quo  demonstratur  colchici  autumnahs 
radicem,  appendix  de  cicuta,  1763. 

Cider.  Evelyn  (J.),  Sylva,  Pomona,  fruit  trees  in  relation  to  cider, 
3rd  ed.,  1679  ; 4th  ed.,  1706. 

Cina.  Deagendobpf  ([G.]),  Uber  einige  Heilmittel,  [Materiahen  zu 
einer  chemischen  Werthbestimmung  der  Flores  Cinse,  1878]. 
Cinchona  Cinchonidine,  and  Cinchonine.  See  Quinology. 
Circulation.  Pettigrew  (J.  B.),  Physiology  of  the  circulation  in 
plants,  lower  animals,  and  man,  1874. 

Citrate  of  bismuth  and  ammonia.-  Squibb  (E.  R.),  Notes,  1873. 
Citrate  of  iron.  See  Iron  (Citrates  of). 

Citrate  of  quinine.  Mandelin  (K.  F.),  Chinincitrater,  1879. 

Citric  acid.  See  Borocitric  acid. 

City  of  London  College.  Calendar.  London,  1887-94,  1900.  9 vol. 

City  of  London  Hospital  for  Diseases  of  the  Chest.  Pharmacopoeia. 
London,  1900.  48  p.,  interleaved. 

Civet.  Castellus  (P.),  Be  hyaena  odorifera  exetasis,  ed.  nova,. 
1668.  * 


Civilization.  See  Anthropology. 

Clain  (Pablo).  Remedios  faciles  para 
[1708].  Reimpresos  en  Manila,  185  (. 


diferentes  enfermedades  - 
32  + 648  p.  B.  * 
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Clapton  (Edward).  See  Map  of  the  geographical  distribution  of  the 
substances  contained  in  the  British  pharmacopoeia  of  1867. 
C[lark]  (B[racy]).  An  exposure  of  the  corruption  of  the  Saxon 
name  arm’s  housen  into  alms  houses ; and  of  some  other  Norman 
corruptions.  [London,  18 — .]  8 p.,  n.  t.-p.  2 copies. 

[ — j Description  of  two  ancient  horse-shoes,  found  near  Silbury  Hill, 
in  Wiltshire.  [London,  18 — .]  4 p.  + 1 pi.,  n.  t.-p. 

— Guide  to  the  shoeing-forge,  directions  to  gentlemen  going  to  have 

their  horses  shod.  [London,  18 — .]  8 p.,  n.  t.-p. 

[ — ] The  muscles  of  the  posterior  extremity  of  the  horse  and  other 
domestic  quadrupeds.  [London,  18 — .]  12  p.  +1  pi.,  n.  t.-p. 

— Essay  on  the  bots  of  horses  and  other  animals.  London,  1815. 

72  p.  +2  col.  pi. 

[ — ] Supplementary  sheet  [to  Essay  on  bots]  ; discovery  of  the  fly  of 
the  white  hot.  [London,  1816.]  4 p.,  «.  t.-p. 

— Appendix  or  supplement  to  the  Treatise  on  cestri  and  cuterebrse 

of  various  animals,  [or  Essay  on  bots;]  read  April,  1841. 
[London,  1845.]  [14]  p.,  n.  t.-p. 

— Short  history  of  the  horse,  etc.  London,  1824.  56  p. 

— On  the  knowledge  of  the  age  of  the  horse  by  his  teeth,  with 

remarks.  London,  1826.  6 + 16  p. 

[ — ] Testimonies  communicated  by  various  persons  in  favour  of  the 
expansion  shoe  [for  horses],  London,  1828.  16  p. 

— Hippodonomia,  the  structure,  laws,  and  economy  of  the  horse’s 

foot : also  Podophthora,  a defect  in  the  principle  of  the  common 
shoe.  Second  edition.  London,  1829.  142  + 80  p.  +12  pi. 

[ — ] Remarks  on  French  shoeing  by  an  English  smith,  [Menalcas, 
i.e.,  B.  0. ; a review  of  Joseph  Goodwin.  London,  1830], 
6 p.,  n.  t.-p. 

— Cholera  unmasked ; its  true  name,  nature,  and  causes ; also  a 

mode  of  treating  it.  London,  1832[— 33],  16  p.,  n.  t.-p. 

— Stereoplea  : the  artificial  defence  of  the  horse’s  hoof  considered  ; 

also  hints  for  rearing  young  colts,  sound  and  with  good  feet. 
Second  edition.  London,  1832.  2 + 4 + 54  p.  +3  pi. 

[ — ] Inflammation  of  the  lungs,  pneumonia,  or  pneumonitis,  [in 
horses.  London,  18331].  10  p.,  n.  t.-p. 

— Pharmacopoeia  equina ; or,  New  [reformed]  pharmacopoeia  for 

horses.  Third  edition.  London,  1833.  46  p.  +1  pi. 

[ — ] Short  history  of  the  race-horse,  Eclipse.  [London,  1835  ?] 
4 p.,  n.  t.-p. 

— Treatise  on  the  bits  of  horses,  chalinologia.  Second  edition. 

London,  1835.  64  p.  +3  pi.,  n.  t.-p. 

[ — ] Broken  wind,  pneumarox,  [in  horses.  London,  1837  ?]  6 p., 

71.  t.-p. 
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C[lark]  (B[racy]) — continued. 

— Description  of  the  gripes  of  horses,  mode  of  treating  it ; also, 

human  cholera  explained  ; shewing  its  identity  with  the  above, 
manner  of  treating  it.  Second  edition.  London,  1837.  28  p. 

[— ] Recommendation  to  farriers  and  shoeing  smiths  throughout  the 
United  Kingdom,  in  respect  to  the  injurious  practice  of  slicing 
and  cutting  away  the  horn  from  the  frogs  of  horses’  feet. 
[Third  edition.]  London,  1837.  Broadside. 

— Hippiatria  ; surgery  and  medicine  of  horses.  London,  1838.  50  p. 

- — - On  the  vices  of  horses.  London,  1839.  [22]  p. 

[ — ] On  the  conditioning  of  horses,  hippocomia.  [London,  1840  ?] 
4 p.,  m.  t.-p. 

— On  casting  horses  for  operations,  with  description  of  new  casting 

hobbles.  Second  edition.  London,  1842.  4 p.  + 1 pi.,  n.  t.-p. 

— Original  remarks  on  the  general  framing  of  the  horse.  Second 

edition.  London,  1842.  Pages  1-8,  17-20;  5 pi.;  n.  t.-p. 

— Some  account  of  the  circulation  of  the  blood  in  the  foot  of  the 

horse.  London,  1842.  8 p.,  n.  t.-p. 

■ — Description  of  an  economical  and  useful  stove  for  warming,  in- 
vented by  B.  C.  [London,  1844.]  6 p.  +1  ph,  n.  t.-p. 

Clark  (D.  Kinnear).  Railways;  Tramways.  (In  Bevan  G.  P., 
British  manufacturing  industries,  2nd  ed.,  1877,  Ship-building, 
etc.,  p.  168-218.) 

Clark  (Sir  James).  Remarks  on  medical  reform,  in  a letter  addressed 
totheRt.  Hon.  Sir  J.  Graham.  London,  1842.  30  p.  (Pam.  40.) 
Clarke  (Charles  Baron).  See  Roxburgh  (W.),  llora  Indica, 
reprint,  1874. 

Clarke  (Edward  Goodman).  Pharmacopceiarum  collegiorum 
regalium  Londini,  Edinburgh  et  Eblanse,  conspectus  medicus. 
Londoni,  1810.  10  + 200  p. 

— Same.  Another  copy.  15.  * 

Conspectus  of  the  London,  Edinburgh  and  Dublin  pharma- 
copoeias. London,  1811.  12  + 240  p.  1§. 

Clarus  (Julius).  Handbuch  der  speciellen  Arzneimittellehre. 

Dritte  Aufiage.  Leipzig,  1860.  8 + 1206  p. 

Classical  dictionary.  Lempriere  (J.),  new  ed.,  1839.  * 

Maunder  (S.),  Treasury  of  knowledge,  etc.,  14th  ed.,  1843. 

[Cleghorn  (Hugh  F.  C.).]  General  index  of  plants  described  and 
figured  in  Wight’s  leones  plantarum  Indue  orientalis.  Madras, 
1856.  6 + 68  p.  * 

Notes  upon  the  coco-nut  tree  and  its  uses.  Edinburgh,]  1861. 

12  p.  +3  ph,  n.  t.-p.  (Pam.  37.) 

— Report  upon  the  forests  of  the  Punjab  and  the  western  Himalaya. 

Roorkee,  1864.  2 + 4 + 2 + 250  + 28  p.  +8  maps  and  pi. 
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[Cleghorn  (Hugh  F.  C.)] — continued. 

— Notes  on  the  botany  and  agriculture  of  Malta  and  Sicily.  Edin- 

burgh, 1870.  36  p.  (Pam.  31.) 

— See  also  Botanical  Society  of  Edinburgh,  Address,  1870. 

— See  also  Madras  Presidency,  Public  Department,  Memorandum 

upon  the  pauchontee,  or  Indian  gutta  tree,  1858. 

— See  also  Madras  Presidency,  Revenue  Department,  Summary  of 

observations  on  forests  and  the  operations  of  the  Forest  Depart- 
ment, 1858; — Report  on  the  Government  Botanical  and  Horti- 
cultural Gardens,  Utakamand,  Ootacamund,  1859;  1860. 

— See  also  Scottish  Arboricultural  Society,  Address,  1874. 

— See  also  Wight  (R.),  Obituary  notice,  by  H.  C.,  1873. 

Cleminshaw  (E.).  See  Wurtz  (C.  A.),  The  atomic  theory,  1880. 
Cleve  (P.  T.).  See  Scheele  (C.  W.),  S.,  ett  minnesblad,  1886. 

Clifton  (Francis).  See  Hippocrates,  Upon  air,  water,  etc.,  1734. 
Climate.  Reece  (R.),  Medical  guide,  for  tropical  climates,  1814. 

— Smith  (R.  A.),  Air  and  rain,  chemical  climatology,  1872. 

— Wallace  (A.  R.),  Island  life,  1880. 

Clinch  (George).  Bloomsbury  and  St.  Giles’s ; past  and  present. 

London,  1890.  12  + 220  p.  +24  pi. 

Clinical  Society  of  London.  Transactions.  London,  1868-74. 
Yol.  1-7. 

Clocks.  Britten  (F.  J.),  Watches  and  clocks,  2nd  ed.,  1878. 

Cloetta  (A.)  da  Ed.  Schar.  t ber  die  Resorption  der  Carbolsaure 
bei  arztlichen  Anwendungen  und  iiber  die  passendste  medi- 
cinisch-pharmaceutische  Methode  zum  Nachweise  und  zur 
Bestimmung  im  menschlichen  Harm  [Halle,  1881.]  32  p., 

n.  t.-p.  (Pam.  45.) 

Cloportes.  Mehu  (C.  [J.  M.]),  Sur  la  composition  des  cloportes,  1878. 
Closet  for  ladies  and  gentlewomen  ; the  art  of  preserving,  conserv- 
ing, and  candying.  Corrected  [edition],  London,  [1651  ?].  8 + 
83  ff.,  t.-p.  mut. 

Note. — Bound  with  Delights  for  ladies,  [by  Sir  Hugh  Platt,]  1651. 

Clowes  (Frank).  Elementary  treatise  on  practical  chemistry,  and 
qualitative  inorganic  analysis.  London,  1874.  18  + 328  p. 

— Same . Fourth  edition.  London,  1885.  16  + 376  p.  + 1 pi. 

Clowes  (Frank)  <L-  J.  B.  Coleman.  Quantitative  chemical  analysis. 

Third  edition.  London,  1895.  24  + 534  p. 

Clusius  (Carolus)  [or  Charles  de  l’Ecluse].  Exoticorum  libri  decern  : 
quibus  animalium,  plantarum,  aromatum,  aliorumque  pere- 
grinorum  fructuum  historiae  describuntur ; item  P.  Bellonii 
observationes  [Garcia  ab  Orta,  C.  a Costa,  N.  Monardes] 
eodem  C.  C.  interprete.  [Antvverpiae,]  1605.  16  + 388  + 80 

+ 14  + 244  p.  %* 
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Clusius  (Carolus)  [or  Charles  de  l’Ecluse] — continued. 

— See  also  Acosta  (C.),  Des  drogues,  2e  ed.,  1619. 

See  also  Monardes  (N.),  Histoire  des  simples,  ed.  2,  1619. 

See  also  Orta  (G.  de),  Aromatum,  [ed.  2,]  1574; — Histoire  des 

drogues,  2e  ed.,  1619. 

[Glutton  (Joseph).  Short  and  certain  method  of  curing  all  con- 
tinued fevers,  chiefly  by  the  assistance  of  a new  febrifuge  ; 
with  observations  on  common  febrifuges,  and  history  of  cases. 
Third  edition.  London,  1748.]  4+10  + 134  p.,  t.-p.  w. 

(Pam.  29.) 

Coal  and  Collieries.  ( See  also  Gas  ; — Mikes  ; — Oils,  Hydrocarbon.) 

Benedikt  (R.),  Chemistry  of  the  coal-tar  colours,  1886. 

— Galletly  (A.),  Coal,  2nd  ed.,  1878. 

Lunge  (G.),  Treatise  on  the  distillation  of  coal-tar,  etc.,  1882. 

Coal-tar  and  ammonia,  2nd  ed.  of  Treatise,  1887. 

— Payne  (M.  H.),  Carbolic  acid  and  other  substances  produced 

during  the  destructive  distillation  of  coal,  1866. 

Smyth  (W.  W.),  Metallic  mining  and  Collieries,  2nd  ed.,  1878. 

Williams  (C.  W.),  Combustion  of  coal,  2nd  ed.,  1841. 

Cobh  (B.  F.).  Silk.  (In  Bevan,  G.  P.,  British  manufacturing  in- 
dustries, 2nd  ed.,  1877,  Wool,  etc.,  p.  162-202.) 

Coblentz  (Virgil).  Handbook  of  pharmacy  and  the  art  of  dispensing. 
Second  edition.  Philadelphia,  1895.  2 + 14  + 572  p. 

Coca  and  Cocaine.  See  Erythroxylon  coca. 

Cochinchina.  Finlayson  (G.),  The  mission  to  Siam  and  Hue  inn 
1821-22,  1826.  * 

Loureiro  (J.),  Flora  Cochinchinensis,  1790.  * 

_ Pierre  (L.),  Flore  forestiere  de  la  Cochinchine,  [1881-99].  * 

Cochineal.  Nobrega  (G.  J.  da),  On  the  cultivation  of  cochineal,  1849 >. 

Cochlearia  curiosa.  Molimbrochius  (A.  V.),  1676. 

Cockayne  (Rev.  [Thomas]  Oswald).  Leechdoms,  wortcunning,  and 
starcraft  of  early  England  ; documents  illustrating  the  history 
of  science  in  this  country  before  the  Norman  conquest: 
collected  and  edited  by  O.  C.  [Anglo-Saxon  & Eng.]  Londom 
1864-66.  3 vol.,  2 pi.  (Great  Britain  and  Ireland,  Masteii 

of  the  Rolls,  Rerum  Britannicarum  medii  sevi  scriptores.) 

Coco-nut  tree.  Clegiiorn  (H.  [F.  C.]),  Notes  upon  the  coco-nu. 
tree  and  its  uses,  1861. 

_ Begnaud  (C.),  Histoire  naturelle,  hygienique  et  economique  d.li 
cocotier,  cocos  nucifera,  L.,  1856. 

Cocoa.  HiSTORicus,  Cocoa,  all  about  it,  1892. 

_ Trojanowsky  (P.),  Ein  Beitrage  zur  pharmakognostischen  un ' 
chemischen  Kenntniss  des  Cacaos,  18 to. 

— Wanklyn  (J.  A.),  Tea,  coffee,  and  cocoa  analysis,  1874. 
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Cod  liver  oil.  Bennett  (J.  H.),  Treatise  on  the  oleum  jecoris  aselli, 
as  a therapeutic  agent  in  certain  forms  of  gout,  rheumatism, 
and  scrofula,  1841. 

— Kaleniczenko  (J.  de),  Notes  sur  la  propylamine  et  huile  et 

extrait  de  foie  de  morue,  leur  utilite  en  medecine,  1870. 

— M0ller  (F.  P.),  Cod-liver  oil  and  chemistry,  1895. 

— M0ller  (P.),  On  the  manufacture  of  cod  liver  oil,  1862. 

Code  des  medicamens.  See  France,  Codex  medicamentarius. 

Codein.  Schmemann  (B.),  Beitrage  zu  dem  gerichtlicli-chemischen 

Nachweis  des  Kodein’s  in  thierischen  Fliissigkeiten,  etc.,  1870. 
Codex  der  Pharmakopoen : Sammlung  deutscher  Bearbeitungen 
aller  officiell  eingefiihrten  Pharmakopoen  und  der  wichtigsten 
Dispensatorien.  Leipzig,  1844-51.  20  Bandchen,  in  5 vol.  * 

Sect.  1 : 1.  Schleswig u.  Holstein,  1844  ; 2.  Hannover,  1845  ; 3.  Ham. 

burg,  1845  ; 4.  Sachsen,  1846  ; 5.  Preussen,  1847  ; 6.  Hesse,  1847. 

Sect.  2 : 1.  Oesterreich,  1844 ; 2.  Baden,  1846 ; 3.  Bayern,  1847. 

Sect.  3 : 1.  Danemark,  1844;  2.  Schweden,  1846  ; 3.  Russland,  1846. 

Sect.  4 : 1.  London,  1847  ; 2.  Edinburgh,  1847  ; 3.  4.  Dublin,  1847-51  ; 

5.  London,  1851. 

Sect.  5 : 1.  Frankreich,  1845. 

Sect.  6 : 1.  Griechenland,  1846. 

Sect.  7 : 1.  Vereinigte  Staaten  von  Nordamerika,  1844. 

Codex  medicamentarius.  See  France,  Codex,  1758,  etc. 

— See  Portugal,  Codex,  1822. 

— See  Spain,  Codex,  1822. 

Codex  medicamentarius  Britannia,  sive  formuke  medicamentorum 
compositorum  quse  in  officinis  pharmaceuticis  Anglise,  Soothe 
et  Hibernia;  prostant.  Lipsise  et  Soravise,  18[18-]22.  3 vol. 

in  1.  (Codex  medicamentarius  Europseus,  sect.  1,  tom.  1-3.)  * 
Codex  medicamentarius  Europseus.  Lipsise  et  Soravise  18[18— ] 
21-22.  13  vol.,  bound  in  7.  * 

Sect.  1:  Codex  medicamentarius  Britannia;;  Tom.  1,  Pharma- 
copoea  Londinensis,  ed.  2da,  1821  ; Tom.  2,  Pharmacopcea  Edin- 
burgensis,  1818 ; Tom.  3,  Pharmacopcea  Dublinensis,  1818. 

Sect.  2;  Pharmacopcea  Gallica,  1819. 

Sect.  3 : Tom.  1,  Pharmacopcea  Svecica,  1821  ; Tom.  2,  Pharma- 
copcea  Danica,  1821. 

Sect.  4 : Pharmacopoea  Batava,  1820. 

Sect.  5 : Tom.  1,  Pharmacopoea  Rossica  et  Fennica,  1821 ; Tom.  2, 
Pharmacopcea  Polonica,  1821. 

Sect.  6:  Tom.  1,  Pharmacopcea  Hispanica,  1822;  Tom.  2,  Pharma- 
copoea Lusitanica,  1822. 

Sect.  7 : Literatura  pharmacopoearum  collecta  a A.  N.  a Scherer, 
1822. 

Codex  medicamentarius  Hamburgensis.  See  Collegium  Sanitatis, 
Hamburg,  Codex,  ed.  tertia,  1852. 
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Coe  (Grover).  Concentrated  organic  medicines.  Third  edition. 
New  York,  1860.  446  p. 

— See  also  Keith  (B.)  & Co.,  Positive  medical  agents,  1855. 

Coffee.  Dragendorff  (G.),  Analysen  verschiedener  Kaffeesorten  aus 

Brasilien,  1885. 

— Franz  (A.),  Untersuchung  des  gebrannten  Kaffees  auf  Cichorien, 

1876. 

— Levesie  (0.),  Beitriige  zur  Chemie  des  Kaffees,  1876. 

— Wanklyn  (J.  A.),  Tea,  coffee,  and  cocoa  analysis,  1874. 

— Weyrich  (R.),  Ein  Beitrag  zur  Chemie  des  Kaffees,  1872. 

Cogswell  (Charles).  Experimental  essay  on  the  relative  physio- 
logical and  medicinal  properties  of  iodine  and  its  compounds  : 
Harveian  prize  dissertation.  Edinburgh,  1837.  8 + 4 + 180  p. 

Cohausen  (Joannes  Henricus).  Helmontius  ecstaticus,  sive  visa 
medicaminum  potestas  ab  Helmontio  somniante,  etc.  Amstelo- 
dami,  1731.  16  + 348  p.  % * 

Archeus  febrium  faber  et  medicus  : sive  Exercitatio  de  usu  & 

methodi  ...  administrandi  febrifugiorum  omnium  maximum 
corticem  Peruvianum  seu  chinam-chinam.  Amstelodami, 
1731.  14+ 120  p.  % * 

Cohen  (Ernst).  See  Van  ’t  Hoff  (J.  H.),  Studies  in  chemical 
dynamics,  1896. 

Coins.  See  Weights,  Measures,  and  Coins. 

Colborne  (Robert).  Complete  English  dispensatory  : containing  the 
London  and  Edinburgh  dispensatories  ; history  of  the  institution 
of  the  College  of  Physicians,  London  ; of  the  principal  chymists ; 
of  the  venereal  disease ; of  the  circulation  of  the  blood,  etc. 
London,  1756.  36  + 368  p. 

Colchicum,  Colchicein  and  Colchicin.  Deutsches  Brauerbund,  Die 
Herbstzeitlose  in  Bier,  1877. 

Fluckiger  (F.  A.),  Uber  die  Nachweisung  freier  Mineralsauren 

durch  Colchicin,  1876. 

Haden  (C.  T.),  Practical  observations  on  colchicum  autumnale 

as  a remedy,  1820. 

ITertel  (J.),  Versuche  iiber  die  Darstellung  und  Constitution 

des  Colchicins  und  iiber  die  Beziehungen  desselben  zum  Colchi- 
cein, etc.,  [1881]. 

— Husson  ([N.]),  Collection  de  faits  et  recueil  d’experiences  sur 

l’effet  de  l’eau  medicinale,  [vin  de  colchique,]  2me  ed.,  [180-  ?]. 

— Laborde  (J.  V.)  <£•  A.  Houde,  Le  colchique  et  la  colchicine,  l8bi. 

— Speyer  (C.),  Beitriige  zu  dem  gerichtlich-chemischen  Nachweis 

des  Colchicin’s  in  thierischen  Fliissigkeiten  und  Geweben,  1870. 

Storck  (A.  v.),  Libellus,  quo  demonstrabur  colcliici  autumnalis 

radicem,  etc.,  1763. 
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Cold.  Boyle  (R.),  Tracts  ...  the  positive  and  privative  nature  of 
cold,  with  some  experiments,  1674. 

— Cullen  (W.),  Essay  on  the  cold  produced  by  evaporating  fluids, 

and  other  means,  1777. 

— Walker  (R.),  Account  of  discoveries  in  the  production  of  arti- 

ficial cold,  etc.,  1796. 

Cole  (Abdiah).  See  Riverius  (L.),  Practice  of  physick,  1678. 

— See  Royal  College  of  Physicians  of  London,  Pharmacopoeia 

Londinensis,  translated  by  N.  Culpeper,  1661. 

Cole  (Arthur  C.).  Studies  in  microscopical  science.  London, 
18[82-]83— 87.  Vol.  1-4,  col.  pi.,  bound  in  2.  * 

Note. — Contains  the  botanical  portion  only.  The  text  of  vol.  3-4 
is  by  D.  Houston. 

— The  methods  of  microscopical  research,  a practical  guide  to 

microscopical  manipulation.  Second  edition.  London,  1895. 
8 + 208  p.  +2  pi. 

Cole  (Sir  Henry).  International  results  of  the  Exhibition  of  1851. 
(In  Society  for  the  Encouragement  of  Arts,  Lectures  on 
results  of  the  Great  Exhibition,  1853,  2nd  ser.,  p.  417-51.) 

Cole  (Martin  J.).  See  Cross  (M.  I.)  M.  J.  C.,  Modern  microscopy, 
1893  ; 2nd  ed.,  1895. 

Colebrooke  (Henry  Thomas).  On  the  Indian  species  of  menispermum. 
[London,  1822.]  26  p.  +1  pi.,  n.  t.-p. 

— On  Boswellia  and  certain  Indian  terebinthaceie.  [London,  1827.] 

16  p.  +2  pi.,  n.  t.-p. 

Coleman  (Alfred).  Anaesthesia : especially  in  reference  to  operations 
in  dental  surgery.  [London,]  1862.  20  p.  (Pam.  35.) 

— See  also  British  Dental  Association,  Journal,  edited  by  A.  C., 

1880-81. 

Coleman  (J.  Bernard).  See  Clowes  (F.)  & J.  B.  C.,  Quantitative 
chemical  analysis,  3rd  ed.,  1895. 

Coleman  (J.  J.).  See  Graham  (T.),  Life  and  works,  by  R.  A.  Smith, 
edited  by  J.  J.  C.,  1884. 

Coleman  (Rev.  W.  II.).  See  Leicester  Literary  and  Philosophical 
Society,  Flora  of  Leicestershire,  1886. 

Coles  (Oakley).  Manual  of  dental  mechanics.  Second  edition. 
London,  1876.  32  + 288  p. 

— List  of  works  on  dentistry,  1536-1882,  with  catalogue  of  peri- 

odical literature,  1839-82;  being  an  appendix  to  an  address 
on  dental  literature,  delivered  before  the  British  Dental  As- 
sociation, August  1882,  with  an  asterisk  attached  to  the  names 
of  books  in  the  library  of  the  Odontological  Society.  London, 
1883.  36  p.,  interleaved. 

— See  also  Medical  examiner,  1876-78. 
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Coles  (William).  Adam  in  Eden ; or,  Natures  Paradise  ; the  history 
of  plants,  fruits,  herbs  and  flowers,  with  their  names,  physical  1 
vertues,  etc.  London,  1657.  [586]  p. 

Colet  (John).  Rudimenta  grammatices.  Editio  nova.  Londini,. 
1849.  18  + 308  p. 

Colin  (Antoine).  See  Orta  (G.  de),  Histoire  des  drogues,  2e  ed., 
1619. 

Colladon  (L.  Theod.  Frederic).  Histoire  naturelle  et  medicale  des 
casses,  et  particulierement  de  la  casse  et  des  senes  employes  eni: 
medecine.  Montpellier,  1816.  4 + 140  p.  +20  pi.  If.  * 

College  of  Pharmacy  of  the  City  of  New  York.  [Historical  notice.  , 
laws,  lists,  etc.  New  York,  1873.]  8 + 50  p. 

Annual  report  of  the  College,  forty-fifth  session ; and  fourthh 

annual  report  of  Alumni  Association.  New  York,  [1875].  82  p 

— Prospectus  of  the  College,  [1878-9].  New  York,  [1878  ?].  30  p 

College  of  Preceptors,  London.  Educational  times,  and  journal  o:  I 

the  C.  of  P.  London,  187[5]-92.  Yol.  28-45.  * 

[ ] Mathematical  questions,  with  solutions,  from  the  Educational! 

times;  with  many  papers  and  solutions  not  published  in  thee 
Educational  times ; edited  by  W.  J.  C.  Miller.  London,  18833 
1888,  1889-90.  Yol.  38,  48,  50-53.  * 

— Calendar.  London,  1880,  1882-95,  1900.  16  vol. 

Colleges.  See  first  word,  not  an  article,  of  the  title  of  each  college 
or  reference  under  place  of  head-quarters. 

Collegium  Medicorum  Bergomensium,  Bergamo.  Pharmacopoe; 
[Bergomensis],  seu  De  usitatiorum  medicamentorum  compo 
nendorum  ratione  liber  nunc  primum  editus.  Bergomi,  158C" 
34  + 424  p.  * 

Collegium  Medicum,  Augsburg.  Pharmacopoeia  Augustana  ; juss-i 
et  auctoritate  amplissimi  senatus  rursus  recognita,  nunc  septn 
mum  in  lucem  emissa  ; [Taxa  seu  pretium  medicamentorum  ] 
August®  Yindelicorum,  1622.  8 + 352  p.  +2  tab.  * 

[_]  Pharmacopoeia  Augustana  reformata  cum  ejus  mantissa  e 
appendice,  simul  cum  animadversionibus  authore  J.  Zwelfeir 
cui  annexa  est  ejusdem  authoris  Pharmacopoeia  regia  ut  ( 
mantissa  spagyrica ; accessere  etiam  huic  editioni  bini  discuisi  i 
apologetici  contra  O.  Tachenium  et  F.  Verny.  Dordrecht. 
1672.  6 + 920  + 76  + 240  p.  +engr.  t.-p.  * 

[__]  Same.  Animadversiones  in  Pharmacopceiam  Augustanam  <e 
annexam  ejus  mantissam,  sive  Pharmacopoeia  Augustana  refo  i 
mata.  Nunc  tertiiun  revisa,  cum  annexa  appendice,  opera  < J 
Zwelferi.  Noriberg®,  1675.  22  + 504  + 84  p.  +engr.  t.-p.  * 

Note. The  engraved  title  states  that  the  Pharmacopoeia  regia  forms 

part  of  the  work  ; this  appears  to  be  incorrect. 
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Collegium  Medicum  [Argentoratense],  Strassbwrg.  Pharmacopceia 
Argentoratensis.  Argentorati,  1757.  18  + 216  p.  * , 

Collegium  Medicum  et  Sanitatis,  Berlin.  See  Prussia,  Pharmacopcea 
Borussica,  1801. 

Collegium  Sanitatis,  Hamburg.  Codex  medicamentarius  Hambur- 
gensis.  Editio  tertia.  Hamburgi,  1852.  22  + 510  p.  +1  pi.  * 

— Ger.  Hamburgische  Pharmakopoe,  1845.  Leipzig,  1845.  18  + 

206  p.  (In  Codex  de  Pharmakopoen,  sect.  1.)  * 

Collegium  Valentinorum  Pharmacopolarum.  Officina  medicamen- 
torum,  et  methodus  recte  eadem  componendi.  Valentiae,  1601. 
8 + 424  p.  % * 

Collet-Descostils  (H.  Y.  ?).  See  Annales  de  chimie. 

Collier  (G[eorge]  F[rederic]).  Letter  to  the  president  and  censors 
of  the  Royal  College  of  Physicians  [concerning  their  Pharma- 
copoeia.] London,  1837.  32  p.  (Pam.  40.) 

— Companion  to  the  London  pharmacopceia.  Lond.,  1839.  8 + 1 92  p. 
Collieries.  See  Coal  ; — Mines  ancl  Mining. 

Collin  (Eugene).  Des  rhubarbes.  Paris,  1871.  124  p.  +10  pi.  1|.  * 

— Revue  des  medicaments  chimiques.  Bruxelles,  1882.  4 + 112  p. 

(Pam.  14.) 

— Revue  des  medicaments  d’origine  vegetale.  Bruxelles,  1882. 

20  p.  (Pam.  14.) 

— Guide  pratique  pour  la  determination  des  poudres  officinales. 

Paris,  1893.  4 + 4+140  p. 

— See  also  Planchon  (G.)  & E.  C.,  Les  drogues  simples,  1895. 

Collins  (James).  Study  of  economic  botany,  and  its  claims  educa- 
tionally and  commercially  considered.  [London,  1872.]  12  p., 

n.  t.-p.  (Pam.  7.) 

- — Hides  and  leather ; Guttapercha ; Indiarubber.  (In  Bevan, 
G.  P.,  British  manufacturing  industries,  2nd  ed.,  1877,  To- 
bacco, etc.,  p.  33-147.) 

— See  also  Great  Britain  and  Ireland,  India  Office,  Report  on 

caoutchouc,  1872. 

— See  also  Journal  of  eastern  Asia,  1875. 

— See  also  Raffles  Library  and  Museum,  Museums,  etc.,  1874. 
Collins  (William).  Statement  of  facts  on  the  subject  of  medical 

reform.  Bath,  [1841].  16  p.  (Pam.  40.) 

Collinson  (Peter).  See  Linne  (C.  v.),  Selection  of  the  correspon- 
dence of  Linnaeus,  1821,  Note. 

Collodion.  Squibb  (E.  R.),  Report  on  the  U.  S.  pharmacopoeia  ...  , 
Note  on  collodion  by  F.  G.  Mussgiller,  1870. 

Colmeiro  (Miguel).  Diccionario  de  los  diversos  nombres  vulgares 
de  muchas  plantas,  con  la  correspondence  cientifica  y la  indi- 
cacion  abreviada  de  los  usos,  etc.  Madrid,  1871.  240  p. 
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Colocynthin.  Johannson  (E.),  Forensisch-chemische  Untersuch- 
ungen  iiber  das  Colocynthin,  1884. 

Colour.  ( For  Colour  blindness,  see  Eye.) 

Chevreul  (M.  E.),  Physical  investigations  on  dyeing,  on  the 

influence  that  two  colours  may  exercise  upon  each  other  when 
seen  simultaneously,  1848. 

Jones  (O.),  Attempt  to  define  the  principles  which  should  regu- 
late the  employment  of  colour  in  the  decorative  arts,  1853. 

Colours  of  flowers.  See  Allen  (G.),  1882. 

Colubrina  reclinata.  Arnaud  (C.),  Etude  sur  le  mabit,  1887. 

Columbia.  See  America. 

Combustion.  Higgins  (B.),  Experiments  and  observations,  1786. 

Williams  (C.  W.),  Combustion  of  coal,  2nd  ed.,  1841. 

Comelati  (Guglielmo).  See  Baretti  (G.),  New  dictionary  of 
Italian  and  English  languages,  compiled  by  ...  G.  C.,  1868. 

Comets  analogous  to  women.  See  Carolus,  2nd  ed.,  1858. 

Comey  (Arthur  Messinger).  Dictionary  of  chemical  solubilities,, 
inorganic.  London,  1896.  20-1-516  p. 

Commerce  or  Trade.  ( See  also  Merchandise.) 

• Allen  (A.  H.),  Introduction  to  the  practice  of  commercial  organic 

analysis,  1879-82  ; 2nd  ed.,  1885-98  ; 3rd  ed,  1898-1900. 

Bombay  Presidency,  Government,  Report  on  the  external  com- 
merce of  Bombay  for  1856-57.  * 

China,  Imperial  Maritime  Customs,  Report  on  trade  at  the. 

treaty  ports  for  1865-70.  * 

Great  Britain  and  Ireland,  Parliament,  Tables  showing  trade. 

of  the  United  Kingdom,  1842. 

Commercial  reports  from  H.  M.  consuls,  1867  ; 1869. 

Reports  from  II.  M.  consuls  on  the  commerce  of  theiiv 

districts,  1872-73. 

Reports  by  II.  M.  consuls  on  British  trade  abroad,  1873. 

Kelly  (P.),  Universal  cambist  and  commercial  instructor,  2nt  i 

ed,  1835. 

Lewis  (W.),  Commereium  philosophico-technieum,  1765. 

Liebig  (J.  v.),  Familiar  letters  on  chemistry,  in  its  relations  t< 

commerce,  3rd  ed,  1851  ; 4th  ed,  1859. 

Lockyer  (C.),  Account  of  the  trade  in  India,  1711.  * 

McCulloch  (J.  R.),  Dictionary  of  commerce  and  commercial 

navigation,  2nd  ed,  1835  j now  ed,  1871  * ; suppl,  18/ n 77. 

Normandy  (A.),  Commercial  hand-book  of  chemical  analysis' 

1850  ; new  ed,  by  H.  M.  Noad,  1875. 

Philosophical  magazine  and  journal  of  ...  commerce,  1814-17. 

Royal  Agricultural  and  Commercial  Society  of  Britis-i 

Guiana  (see). 


COM— CON 


145 


Commerce  or  Trade — continued. 

— Simmonds  (P.  L.),  Science  and  commerce,  their  influence  on  our 

manufactures,  1872. 

— Society  for  the  Encouragement  of  Arts,  Manufactures  and 

Commerce,  Transactions,  1754-1835.  * 

Journal  of  the  Society  of  Arts,  1852-1900.  * 

— Spons’  Encyclopaedia  of  the  industrial  arts,  manufactures,  and 

commercial  products,  1879-82. 

— Usher  (W.  R.),  Substitute  for  free  trade,  1844. 

— Vincent  (W.),  The  commerce  and  navigation  of  the  ancients  in 

the  Indian  Ocean,  1807.  * 

— Y eats  (J.),  Natural  history  of  commerce,  1870. 

Commercium  litterarium  ad  rei  medicse  et  scientia;  naturalis  incre- 

mentum  institutum  quo  quicquid  novissime  observation  agita- 
tum  scriptum  vel  peractum  est  succincte  dilucideque  exponitur. 
Norimbergaj,  [1737-45],  9 vol.,  pi. 

Commercium  philosophico-technicum.  See  Lewis  (W.),  1765. 
Companies.  See  first  word,  not  an  article,  of  the  title  of  each  com- 
pany,  or  reference  under  place  of  head-quarters. 

Compounding.  See  Dispensing. 

Compression.  Bourjeaurd  (P.),  On  spiral  elastic  compression,  1857. 
Comptes  rendus.  See  Academie  des  sciences,  Paris , 1843-1900. 
Concentrated  medicines.  Coe  (G.),  Concentrated  organic  medicines, 
3rd  ed.,  1860. 

— Keith  (B.)  & Co.,  Positive  medical  agents,  1855. 

Conchinine  or  Quinidine.  See  Quinology. 

Concretions  (Animal).  See  Calculi. 

Condy  (Henry  Bollinann).  Disinfection  and  hygiene,  by  means  of 
oxygen  in  a nascent  and  active  condition,  or  artificial  ozone. 
London,  1860.  4 + 52  p.  (Pam.  41.) 

Question  de  priorite  ; proprietes  desinfectantes  des  permanga- 
nates alcalins.  Paris,  1867.  48  p.  (Pam.  39.) 

Conference  of  Librarians,  London.  Transactions  and  proceedings, 
October,  1877.  London,  1878.  12  + 276  p. 

— See  also  International  Library  Conference,  1897. 

Conferences.  See  first  word,  not  an  article,  of  the  title  of  each  con- 
ference, or  reference  under  place  of  head-quarters  or  of  meeting. 

Congres  de  botanique  et  ^horticulture,  Brussels.  [Compte  rendu’ 
1880.]  Bruxelles,  1881.  122+  104  p.  + 2 pi. 

Congres  des  societes  de  pharmacie  de  France,  Paris.  Compte  rendu 
[de  l’onzieme  session,  1867].  (See  Congres  pharmaceutiques 

REUNIS.) 

Congres  international  de  chimie  appliquee.  See  Association  belge 
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Congres  medical,  Geneva.  Pharmacopee  universelle  et  umformite 

en  medecine ; rapport  de  la  commission  internationale,  rap- 
porteur, N.  Gill  e.  Anvers,  1879.  14  p.  (Pam.  58).  , 

Congres  pharmaeeutiques  reunis,  Paris.  Congres  des  societes  ce 
pharmacie  de  France,  et  Congres  international  des  associations 
et  societes  de  pharmaciens  reunis  a Paris,  aout  1867  ; compte 

rendu  sommaire.  [Paris,  1867?]  16  p.,  n.  t.-p. 

_ Compte  rendu  des  Congres  pharmaeeutiques  reunis,  en  aout  186/, 
i Paris:  [onKieme  session  du  Congres  des  societes  de  phar- 
macie de  France;  deuxieme  session  du  Congres  Internationa 

des  associations  et  societes  de  pharmaciens.  Pans,  1868.  4 + 


128  + 200  p. 

_ See  also  International  Pharmaceutical  Congress. 

Congresses.  See  first  word,  not  an  article,  of  the  title  of  each  con- 
gress, or  reference  under  place  of  meeting. 

Congresso  botanico  internazionale,  Genoa.  Atti  del  congresso  ...  dn 
Genova,  1892.  Genova,  1893.  20  + 584  p.  +22  pi. 

_ See  also  International  Botanical  Congress.  _ _ 

Conicine.  Petit  (A.),  Etude  sur  les  propriety  de  la  comcme,  Km. 
Conifer®.  Herlant  (A.),  Etude  sur  les  principaux  produits  resineuxx 

de  la  famille  des  coniferes,  1876. 

_ Morel  (J.),  Turpentines  and  resinous  products  of  the  conifer*, . 

[1877-79].  . , .,  ia.R  » 

_ Zuccarini  (J.  G.),  On  the  morphology  of  the  conifer*,  K . 
Coniin.  Zalewski  (P.),  Untersuchungen  fiber  das  Comm  m ioren  ■ 
sisch-chemischer  Beziehung,  1869. 

Conium.  Harley  (J.),  The  old  vegetable  neurotics,  1869 
_ Smith  (W.  M.),  Attempt  to  answer  the  question  : Which  par 
of  the  plant  conium  maculatum  is  best  for  medicinal  use  . K 7i 
Conjugut®.  Gay  ([H.  F.]  F.),  Essai  d’une  monograplne  local, 

des  con juguees,  1884.  _ 

Conolly  (John).  See  London  medical  repository,  18-5  -b. 

Conradi  (J.  G.  [or  W.]  H.).  See  Heusinger  (C.  F.),  Meletemata. 
Conserving.  See  Preserving. 

Conspectus  of  prescriptions  in  medicine,  surgery,  and  midwifery 
London,  1825.  4 + 174  p. 

Constable  (H[enry]  Strickland).  Our  medicine  men;  a few  hint 
Kingston  upon  Hull,  [187-?].  12  + 690  p. 

_ Fashions  of  the  day  in  medicine  and  science  ; a few  more  hint ' 
Kingston  upon  Hull,  1879.  4+300  p.  +1  ph 

Note. Both  the  preceding  are  anti-vaccinationist. 

Consumption.  See  Phthisis.  . 

Continuity.  Grove  (W.  R.),  Correlation  of  physical  forces,  5tli  e« 

followed  by  a Discourse  on  continuity,  186/. 
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Convention  of  Pharmaceutists  and  Druggists,  New  York.  See 
American  Pharmaceutical  Association,  Philadelphia. 
Conventions.  See  first  word,  not  an  article,  of  the  title  of  each 
convention,  or  reference  under  place  of  meeting. 

Conversations  lexicon.  See  Popular  encyclopedia,  [1862  ?]. 
Convolvulin.  Muller  (Johannes),  Untersuchungen  fiber  das  Ver- 
halten  des  Convolvulins  und  Jalapins  im  Thierkorper,  1885. 
Convulsions  (Epidemical).  Haygartii  (J.),  Of  the  imagination,  as 
a cause  and  cure  of  disorders  of  the  body,  exemplified  by 
fictitious  tractors  and  epidemical  convulsions,  1800. 

Cooke  (Josiah  P[arsons]).  First  principles  of  chemical  philosophy. 
London,  1870.  8 + 544  + 12  p. 

— Same.  Revised  edition.  London,  1882.  12+624  p. 

— The  new  chemistry.  Fifth  edition.  London,  1879.  334  p. 

(International  scientific  series,  9.) 

— Same.  Eighth  edition.  London,  1884.  2 + 18  + 400  p.  (Inter- 

national science  series,  9.) 

— Elements  of  chemical  physics.  Fourth  edition.  London,  1886 

12  + 740  p. 

Cooke  (M[ordecai]  C[ubitt]).  Plain  and  easy  account  of  British 
fungi.  London,  1862.  8+ 148  p.  + 24  col.  pi. 

— Index  fungorum  Britannicorum ; list  of  fungi  in  the  British 

Islands,  arranged  as  a check-list,  or  for  herbarium  labels. 
London,  [1864],  2 + 58  p. 

— The  genus  ascobolus ; with  descriptions  of  the  British  species. 

[London,  1864.]  8 p.,  n.  t.-p . (Pam.  31.) 

Oiu  i eptiles  \ a plain  and  easy  account  of  the  lizards,  snakes, 
newts,  toads,  frogs,  and  tortoises  indigenous  to  Great  Britain. 
London,  1865.  8 + 200  p.  +col.  t.-p.  +11  col.  pi. 

— Rust,  smut,  mildew,  and  mould ; an  introduction  to  the  study 

of  microscopic  fungi.  London,  1865.  8 + 238  p.  +16  col.  pi. 

— Fern  book  for  everybody ; containing  all  the  British  ferns,  with 

the  foreign  species  suitable  for  a fernery.  London,  1867. 
4+124  p.  +12  pi. 

— Handbook  of  British  fungi,  with  full  descriptions  of  the  species, 

and  illustrations  of  the  genera.  London,  1871.  2 vol.,  7 pi.  * 

— Same.  Second  edition.  London,  1883-91.  Vol.  1. 

— Illustrations  of  British  fungi:  hymenomycetes  ; atlas  to  Hand- 

book of  British  fungi.  London,  1881-91.  Vol.  1-8,  col.  pi.  * 

— Manual  of  botanic  terms.  Second  edition.  London  [1873] 

2 + 4 + 120  + 2 p.  +35  pi. 

~ Fungi : their  nature,  influence,  and  uses ; edited  by  M.  J. 
Berkeley.  Second  edition.  London,  1875.  12  + 300  p.  (Inter- 
national scientific  series,  14.) 
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Cooke  (M[ordecai]  C[ubitt])  continued.  . . .« 

— Mycographia,  sen  leones  fungorum:  figures  of  funp  rom  al 
mrts  on  the  world.  London,  187[5-]9.  V.  1,  col  pi.  1-113 


orte. 


_ British  fresh-water  alge,  exclusive  of  desmidie*  and  (hatomacese 
London,  1882-84.  Vol.  1,  text ; vol.  2,  130  col.  p . 

_ British  desmids ; a supplement  to  British  fresh-water  g. 

London,  18[8G-]87.  14  + 206  p.  +66  col.  pi. 

_ British  edible  fungi.  London,  1891.  238  p.  + co • ^ 

— Handbook  of  Australian  fungi.  London,  18  P 

+ 36  pi  * 

_ See  also  Great  Brita,*  a»d  Ireland,  Iep.a  Oeeioe,  Beport  on 
gums,  resins,  oleo-resins,  and  resinous  products  in  the  Ind.a 
Museum,  etc.,  1874  ;-Keport  on  oil  seeds  and  ods,  efc,  18  6. 

_ See  also  Grevillea,  record  of  cryptogam®  botany,  181-  »- 
-2  to  Harow.c+s  science-gossip,  1865-71  1-Hardw.oke s^ 
science-gossip  easy  guide  to  British  hepatic®,  [18  J. 

_ 8m  also  Kostafi/ski  (J.  T.  v.),  Contributions  to  mycologia, 

Britannica,  1877.  

Cooke  ( Alderman  Sir  Thomas).  See  Okridge  (B.  .),  P 

ticulars  of  T.  0.,  1868. 

Cookery.  Accra  (F.),  Culinary  chemistry,  18-1. 

_ Wolley  (II.),  The  queen-like  closet,  3rd  ed.,  16/0. 

Cookesley  (T.  Hugo).  See  Plattoer  (0.  F-).  Manual  of  analysis- 

with  the  blowpipe,  1875.  . , , 

Cooley  (Arnold  James).  Cyclopedia  of  practical  receipts,  and  col- 
lateral information  in  arts,  manufactures,  and  trades,  includu  ft. 
medicine,  pharmacy,  and  domestic  economy  . c esignet  a*.  aa 
[supplement  to  the  pharmacopoeia,  and]  book  of  reference.. 
[Second  edition.]  London,  1845.  8 + 808  p.,  t,p.  mut. 

— Same.  Third  edition.  London,  1856.  12  + 1344  p. 

_ Same.  Fourth  edition,  by  A.  J.  C.,  and  J.  O.  Brough.  London, 

1864.  10  + 1394  p. 

Same.  Fifth  edition,  by  R.  V.  Tuson.  London,  1872.  14+- 

_ SZe.  PSixLtLn,  by  R.  V.  Tuson,  London,  18[78-]80. 

_ SmTe.'  Seventh ’edition,  by  W.  North.  London,  1892.  2 voH 

__  Pharmaceutical  Latin  Grammar;  introduction  to  medical  Latin 
the  London  pharmacopoeia,  and  physicians’  prescriptions.  Lorn 

don,  1845.  12  + 132  p.  . . e , 

Cooper  (A.).  Complete  distiller : [with]  descriptions  of  drug, 

pints,  etc.,  used  by  distillers;  and  instructions  for  choosrng  tl 
best  of  each.  New  edition.  London,  1810.  12+188  P-  + 1 11 
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Cooper  (Samuel).  Dictionary  of  practical  surgery.  Sixth  edition. 
London,  1830.  16  + 1302  p. 

Cooper  (Will.).  Catalogue  of  chymicall  books ; in  3 parts,  [with 
appendix  to  part  2].  London,  1675[-88J.  [140]  p.,  wanting  1 leaf. 
Cooper  (William  John).  See  Wanklyn  (J.  A.)  <Sa  W.  J.  C.,  Bread- 
analysis,  1886. 

Cooper  (William  White).  See  North  London  Ophthalmic  Institu- 
tion, Introductory  lecture,  by  W.  W.  C.,  1843. 

Copaiba  (Balsam  of).  Thorn  (J.),  Observations  on  gonorrhoea,  1827. 
Copal.  Dragendorff  ([G.]),  Die  Entstehungsgeschichte  des  Bern- 
steins, [1878?]. 

Copenhagen.  See  Bartholinus  (T.),  Acta  medica  et  philosophica 
Hafniensia,  1673,  1675,  1680. 

Copland  (James).  Dictionary  of  practical  medicine,  with  appendix 
of  approved  formulae;  abridged  by  the  author,  assisted  by 
J.  C.  Copland.  London,  1866.  22  + 1538  p. 

— See  also  London  medical  repository,  1822-26. 

Copland  (James  C.).  See  Copland  (J.),  Diet,  of  medicine,  1866. 
Copper.  Davy  (H.),  Collected  works,  1839-40,  vol.  6,  copper 
sheathing  of  ships. 

— Mehu  (C.  [J.  M.]),  Detamage  du  cuivre  et  du  fer,  1879. 

— Phillips  (J.  A.),  Copper  smelting,  2nd  ed.,  1876. 

— Societe  de  medecine  de  Gand,  De  la  toxicite  des  sels  de  cuivre 

et  de  l’emploi  du  sulfate  dans  la  panification,  1878. 

Copyright.  Macfie  (R.  A.),  Copyright  and  patents,  1879-83. 
Cordage.  Simmonds  (P.  L.),  Fibres  and  cordage,  2nd  ed.,  1877. 
Cordns  (Valerius).  Annotationes  in  P.  Dioscorides  de  medica 
materia ; Historiae  stirpium  lib.  4 ; Sylva,  etc. ; Stocc-hornii 
et  Nessi  montium  et  nascentium  in  eis  stirpium,  descriptio  B. 
Aretii  ; C.  Gesner  de  liortis  Germaniae,  etc.  ; omnia  summa 
studio  atque  industria  C.  Gesneri  collecta.  Argentorati,  1561. 
8 + 309  ff.  % * 

Corfield  (W[illiam]  H[enry]).  Health.  London,  1880.  8 + 362  p. 

Coriariacese.  Russow  ([E.  A.  F.]),  Uber  den  anatomischen  Bau 
der  Laubsprosse  der  Coriarieen,  [1881]. 

Cork,  Ireland.  See  Queen’s  College,  Cork. 

Cormack  (John  Rose).  Treatise  on  the  chemical,  medicinal,  and 
physiological  properties  of  creosote,  illustrated  by  experiments 
on  the  lower  animals : with  considerations  on  the  embalment 
of  the  Egyptians ; Harveian  prize  dissertation.  Edinburgh, 
1836.  10+ 154  p. 

— See  also  London  and  Edinburgh  monthly  journal  of  medical 

science,  1842-46. 

Corniolse  radix.  Dragendorff  ([G.]),  Chemische  Untersuchung,  1866. 
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Cornish  (William  Robert).  See  Madras  quarterly  journal  of  medi- 
cal science,  1861. 

Cornut  (Jac[ques  Philippe]).  Canadensium  plantarum,  aliarum- 
que  nondum  editarum  historia ; adjectum  est  Enchiridion 
botanicum  Parisiense.  Parisiis,  1635.  16  + 240  p. 

Cornwall.  Holmes  (E.  M.),  Scale  mosses  and  liverworts  of  Devon 
and  Cornwall,  [with  lichens,  1868-69  ?]. 

— Holmes  (E.  M.)  & F.  Brent,  Mosses  of  Devon  and  Cornwall 

[1868-69  ?]. 

Coromandel.  Roxburgh  (W.),  Plants  of  the  coast,  1795— [181 9].  * 

Corpus  callosum.  Down  (J.  L.  H.),  Account  of  second  case  in 
which  the  corpus  callosum  was  defective,  1866. 

Corradi  (A.).  L’eau  de  bois  et  les  cures  depuratives  au  xvie  siecle  ; 
par  A.  Dubouchet.  Montpellier,  1886.  42  p.  (Pam.  14.) 

Cortis  (William).  See  Naquet  (J.  A.),  Principles  of  chemistry. 

Corydalis  cava.  Adermann  (F.),  Beitrage  zur  Kenntniss  der  in  der 
Corydalis  cava  enthaltenen  Alkaloide,  1890. 

Cosmical  force  ; [or,  Electric  and  magnetic  influence].  Leithead  > 
(W.),  1851. 

Cosmos.  Humboldt  ([F.  H.]  A.  v.),  1868-71. 

Costa  (Christophorus  ii).  See  Acosta  (C.). 

Costaeus  (Joannes).  See  Husain  ibn  Abd  Allah,  Avicennae  libri. 

Cottereau  (P[ierre]  L[ouis]).  Traite  elementaire  de  pharmacologie, 
contenant  [pharmacomathie,  pharmacotechnie,  et  pharmaco- 
dynamie].  Paris,  1839.  8 + 812  p. 

Cotton.  Bazley  (T.),  Cotton  as  an  element  of  industry,  1853. 

Parlatore  (F.),  Le  specie  dei  cotoni,  1866. 

Watts  (I.),  Cotton,  2nd  ed.,  1877. 

Couerbe  (J.  P.).  See  Journal  de  pharmacie  et  de  chimie,  1834. 

Cough.  Dobell  (H.),  On  winter  cough,  3rd  ed.,  1875. 

Coulier  (P.  1).  See  Journal  de  pharmacie  et  de  chimie,  1878-90. 

Coulson  (William).  See  Blumenbach  (J.  F.),  Manual  of  compara- 
tive anatomy,  2nd  ed.,  1827. 

Coultas  (Harland).  The  plant,  an  illustration  of  the  organic  lifee 
of  the  animal.  Philadelphia,  1855.  180  p. 

_ What  may  be  learned  from  a tree.  New  York,  1860.  190  p. 

Council.  See  General  Council  of  Medical  Education,  etc. 

Counter-irritation.  See  Granville  (A.  B.),  1838. 

Courchet  (L.).  Etude  sur  le  groupe  des  aphides,  et  en  particular 
sur  les  pucerons  du  terebinthe  et  du  lentisque.  Montpellierr 
1878.  58  p.  +3  pi.  (Pam.  6.) 

Cours  complet  d’histoire  naturelle  medicale  et  pharmaceutique 
resume  des  ouvrages  par  G.  Cuvier,  A.  Richard,  Drapiez,  etc 
Bruxelles,  1835.  2 vol.  + atlas  of  160  pi.  I|.  * 
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Court  (J.).  See  Trinidad,  Commission  for  the  Paris  Exhibition 
of  1867,  Catalogue  of  articles,  with  sketch  of  colony. 

Courtenay  (C.  B.).  Historical  and  practical  treatise  on  syphilis  ; 
observations  on  treatment  of  gonorrhoeas,  gleets,  &c.  Twenty- 
eighth  edition.  London,  [183-?].  16  + 148  p.  (Pam.  41.) 

Cowan  (Charles).  See  Sharp,  West,  & Co.,  Letter  to  C.  C.,  in 
answer  to  his  Observations  on  quackery,  1839. 

Cox  (Rev.  George  W.).  See  Brande  (W.  T.)  & G.  W.  C.,  Dictionary 
of  science,  literature,  and  art,  new  ed.,  1866-67. 

Cox  (Thomas).  See  Royal  College  of  Physicians  of  London,  New 
London  dispensatory,  2nd  ed.,  etc.,  1835. 

Craig  (William).  See  Milne  (A.),  Manual  of  materia  medica  and 
therapeutics,  3rd  ed.,  1876  j 4th  ed.,  1879. 

Cramer  (Johann  Andreas).  Elements  of  the  art  of  assaying  metals  ; 
translated  from  the  Latin ; list  of  authors  in  English  upon 
minerals  and  metals.  London,  1741.  12  + 478  p.  +6  pi. 

Crawfurd  (John).  Descriptive  dictionary  of  the  Indian  Islands 
and  adjacent  countries.  London,  1856.  4 + 460  p.  +map. 

Crayfish.  Huxley  (T.  H.),  The  crayfish,  introduction  to  zoology, 
1880. 

Cream.  Wanklyn  (J.  A.),  Milk- analysis,  1873. 

Creation.  [Chambers  (R.),]  Vestiges  of  the  natural  history  of 
creation,  10th  ed.,  1853. 

Creech  (Thomas).  See  Lucretius  Carus  (T.),  Of  the  nature  of 
things,  1714. 

Crell  (Lorenz  von).  Crell’s  chemical  journal ; translated  from  the 
German,  with  additions.  London,  1791-93.  Vol.  1-3. 

Creosote.  Cormack  (J.  R.),  Treatise  on  creosote,  1836. 

— Fournier  (G.),  De  la  creosote  du  hetre  dans  le  traitement  de  la 

phthisie  et  des  affections  catarrhales,  [1878  ?]. 

- — Payne  (M.  H.),  Creosote  and  acetic  acid,  [1866]. 

Creteur  (Louis).  L’hygiene  sur  le  champs  de  bataille.  Bruxelles, 
1871.  67  p.  ( Supplement  to  Societe  royale  de  piiarmacie 

de  Bruxelles,  Bulletin,  1871. 

Crevier  (Jean  Baptiste  Louis).  See  Livius  (T.),  Historia,  1842. 
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Crisp  (Edwards) — continued. 
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Crystallography — continued. 
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of  H.M.S.  Beagle  round  the  world.  Sixteenth  thousand. 
London,  1884.  10  + 520  p. 

— Different  forms  of  flowers  on  plants  of  the  same  species.  Third 
thousand.  London,  1884.  24  + 352  p. 
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Darwin  (Charles  [Robert]) — continued. 

— Variation  of  animals  and  plants  under  domestication.  Second 

edition,  fifth  thousand.  London,  1885.  2 vol. 

— Descent  of  man,  and  selection  in  relation  to  sex.  Second  edition, 

twenty-second  thousand.  London,  1888.  2 vol. 

— Life  and  letters  of  C.  D.,  including  an  autobiographical  chapter  ; 

edited  by  Francis  D.  Third  edition.  London,  1887.  3 vol., 

2 pi.,  3 por. 

— See  also  Kew  Royal  Gardens,  Index  Kewensis,  1893-95. 

Darwin  (Francis).  See  Darwin  (C.  R.),  Power  of  movement  in 

plants,  1880  ; — Life  and  letters,  3rd  ed.,  1887. 

Darwin  (Francis)  <L-  E.  H.  Acton.  Practical  physiology  of  plants. 
Cambridge,  1894.  20  + 322  p. 

[Darwin  (R.  W.).]  Principia  botanica  : introduction  to  the  sexual 
botany  of  Linmeus.  Newark,  1787.  8 + 282  p. 

Darwinian  theory  of  the  transmutation  of  species  examined  by  a 
graduate  of  the  University  of  Cambridge.  London,  1867. 
10  + 388  p. 

Dates.  Haydn  (J.),  Dictionary  of  dates,  19th  ed.,  1889.  * 

Datuia  stramonium.  Storck  (A.  v.),  Libellus,  quo  demonstrator 
stramonium,  etc.,  1762. 

Daubenton  ([Louis  Jean  Marie]).  Observations  on  indigestion: 
the  efficacy  of  ipecacuan  in  relieving  this,  as  well  as  com- 
plaints peculiar  to  the  decline  of  life  j translated  from  the 
French  [by  A.  P.  Buchan].  Third  edition.  London,  1809. 
2 + 4 + 4 + 24  p.  (Pam.  34.) 

Daubeny  (Charles  [Giles  Bridle]).  Introduction  to  the  atomic 
theory : sketch  of  opinions  with  respect  to  the  constitution  of 
matter.  London,  1831.  16  + 148  p. 

Supplement  to  the  Introduction  to  the  atomic  theory : sketch  of 
opinions  and  discoveries  bearing  upon  the  general  principles 
of  chemical  philosophy.  London,  1840.  16  + 64  p. 

— On  the  importance  of  the  study  of  chemistry.  (In  Royal 

Institution,  Lectures  on  education,  1855,  p.  115-67.) 

Daumas  (Casimir).  The  mineral  waters  of  Vichy.  Fourth  edition. 
Vichy,  1867.  4 + 364  p. 

Daveau  (J.).  Voyage  en  Cyrenaique.  (In  Herincq,  F.,  La  verite 
sur  le  pretendu  silphion,  2me  ed.,  1876,  p.  49—51,  with  map.) 
Davenport  (John).  See  Baretti  (G.),  New  dictionary  of  the 
Italian  and  English  languages,  1868. 

Davenport  (Samuel  Thomas).  Engraving.  (In  Bevan,  G.  P., 
British  manufacturing  industries,  2nd  ed.,  1877  Paper  etc 
p.  95-144.)  ’ 

Davidson  (William).  Treatise  on  diet.  London,  1843.  12  + 384  p. 
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[Davies  (Frederick).]  Unity  of  medicine : its  corruptions  and 

divisions,  as  by  law  established  in  England  and  Wales  ; with 
their  causes,  effect,  and  remedy;  by  a F.R.C.S.  London,  1858. 
10+154  p.  +2  col.  chronological  charts. 

Davies  (Thomas)1.  Prize  essay  on  the  evils  produced  by  late  hours 
of  business,  and  the  benefits  which  would  attend  their  abridge- 
ment. London,  1843.  8 + 40  p.  (Pam.  36.) 

Davies  (Thomas)2.  Preparation  and  mounting  of  microscopic 
objects.  London,  [187-?].  4 + 156  p. 

Same.  Edited  by  J.  Matthews,  fourteenth  thousand.  London, 

[188-].  8 + 214  p. 

Davis.  See  Parke,  Davis  & Co. 

Davis  (George  E.).  Practical  microscopy.  London,  1882.  8 + 

336  p.  + 1 col.  pi. 

— Same.  New  edition.  London,  1889.  8 + 436  p.  +1  col.  pi. 

Davis  (N.  S.).  See  United  States  of  America,  Bureau  of  Educa- 
tion, Contributions  to  history  of  medical  education,  1877. 

Davy  (Sir  Humphry).  [Collected  works ; edited  by  J.  Davy. 
London,  1839-40.]  Vol.  1,  3-9  ; por.,  pi. ; of  v.  I,  general  t.-p.  w. 

].  Memoirs  of  the  life  of  H.  D.,  by  J.  Davy. 

3.  Researches,  chemical  & philosophical,  chiefly  concerning  nitrous  oxide. 

4.  Elements  of  chemical  philosophy. 

5.  Bakerian  lectures,  and  miscellaneous  papers,  1806-15. 

6.  Miscellaneous  papers  and  researches,  especially  on  the  safety  lamp 

and  flame,  and  on  the  protection  of  the  copper  sheathing  of  ships, 
1815-28. 

7.  Discourses  delivered  before  the  Royal  Soc. ; Agricultural  lectures,  pt.  . 

8.  Agricultural  lectures,  pt.  2,  and  other  lectures. 

9.  Salmonia,  or  Days  of  fly-fishing  ; Consolation  in  travel. 

— Elements  of  chemical  philosophy.  London,  1812.  Vol.  1,  pt.  1. 

— Elements  of  agricultural  chemistry,  in  lectures  delivered  1802-12. 

Third  edition.  London,  1821.  10  + 416  p.  +10  pi. 

Same.  Sixth  edition.  London,  1839.  8 + 422  p.  +10  pi. 

— Same.  New  edition,  embracing  recent  discoveries,  by  John \ 

Shier.  London,  1846.  10  + 294  p. 

— See  also  Royal  Institution  of  Great  Britain,  Syllabus  of 

lectures  on  chemistry,  1802. 

Davy  (John).  Researches,  physiological  and  anatomical.  London, 
1839.  2 vol.,  16  pi. 

_ See  also  Davy  (II.),  Collected  works,  1839-40. 

Dawson  (Sir  J.  William).  Geological  history  of  plants.  London. 

1888.  10  + 292  p.  +1  pi.  (International  scientific  series,  63.,. I 
Dawson  ( W.  R.).  See  Schenk  (S.  L.),  Elements  of  bacteriology,  1 893 
Day  (George  E.).  See  Graham  (T.),  Chemical  reports  and  memoirss, 
translated,  1848. 
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Day  (George  E.) — continued. 

— See  Lehmann  (C.  G.),  Physiological  chemistry,  translated, 

1851-54. 

— See  London  and  Edinburgh  monthly  journal  of  medical  science, 

1848-49. 

De,  'prefix  to  surnames.  If  not  found  in  alphabetical  order  of  De, 
see  the  word  immediately  following  the  prefix. 

Deafness.  See  Ear. 

Debeaux  (J.  0.).  Essai  sur  la  pharmacie  et  la  matiere  medicale  des 
chinois.  Paris,  1865.  4+120  p.  B.  * 

Decaisne  (Joseph).  See  Annales  des  sciences  naturelles,  1858-82. 

— See  Le  Maout  (E.)  & J.  D.,  Traite  general  de  botanique,  1868 ; — 

Eng.,  General  system  of  botany,  1876. 

Decaisne  ([Joseph])  <0  [0.]  Naudin.  Handbook  of  hardy  trees, 
shrubs,  and  herbaceous  plants ; descriptions  of  a selection  of 
the  best  species  in  cultivation,  with  cultural  details,  etc.  ; 
based  on  the  French  work  of  D.  and  U.,  entitled  “ Manuel 
de  1 amateur  des  jardins,”  and  including  the  original  woodcuts  ; 
by  W.  B.  Hemsley.  London,  1877.  44+688  p. 

De  Candolle.  See  Candolle. 

Decimal  system.  See  Weights,  Measures,  and  Coins. 

Declaration  of  students  of  the  natural  and  physical  sciences  [of  belief 
in  the  Holy  Scriptures].  London,  [1 865  ?].  30  p.  (Pam.  41.) 

De  Crespigny  (Eyre  Cli.).  A new  London  flora.  London  1877 
24+180  p. 

[Defoe  (Daniel).]  History  of  the  Great  Plague  in  London,  in 
1665;  by  a citizen.  London,  1819.  506  p.  + 1 pi. 

Defresne  (Th.).  Memoire  sur  la  pancreatine.  Paris,  1872.  40  p. 

(Pam.  8.) 

De  la  Beche  (Sir  Henry  T[homas]).  Mining,  quarrying,  and  metal- 
lurgical processes  and  products.  (In  Society  for  the  Encour- 
agement of  Arts,  Lectures  on  results  of  the  Great  Exhibition, 
1st  ser.,  1852,  p.  35-73.) 

De  la  Rue  (Warren).  See  Jahresdericht  fiber  die  Fortschritte 
der  Chemie,  Eng.,  Annual  report,  etc.,  1847-49. 

Delights  for  ladies.  See  Platt  (H.),  1651. 

Della,  prefix  to  surnames.  See  the  word  following  the  prefix. 
Delondre  (Auguste)  <£•  A.  Bouchardat.  Quinologie : des  quinquinas 
et  des  questions  qui  s’y  rattaclient  avec  le  plus  d’actualite. 
Paris,  1854.  4 + 48  p.  +23  col.  pi.  +1  uncol.  pi.  +1  col. 

map.  * 

— Same.  Another  copy.  B.  * 

— See  also  Phoebus  (P.),  Die  Delondre-Bouchardatschen  China- 

Rinden,  1864. 
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Delondre  (Augustin  Ambroise).  See  Buchner  (F.  C.  C.  L.), 
Science  et  nature,  traduit,  1866. 

— See  Hardy  (A.),  Note  sur  la  culture  du  quinquina  en  Algerie, 
avec  notes  par  J.  L.  Soubeiran  et  A.  A.  D.,  1868. 

See  Mulder  (G.  J.),  Dela  biere,  traduit,  3me  ed.,  1865. 

See  Societe  botanique  de  France,  Bombardement  du  Museum 

d’histoire  naturelle  de  Paris  par  l’armee  allemande,  1871. 

See  Societe  d’acclimatation,  De  l’introduction  et  de  l’acclimata- 

tion  des  cinchonas  dans  les  Indes  neerlandaises  et  bntanmques, 
par  J.  L.  Soubeiran  et  A.  D.,  1868. 

_ See  Soubeiran  (J.  L.)  & A.  A.  D.,  De  l’acclimatation  des  cin- 
chonas dans  les  Indes  neerlandaises  et  britanniques,  1867  ; De 
la  nacre,  etc. , 1867  De  la  pecherie  d’huitres  perlieres  de 
Tinnevelly,  etc.,  1867  La  matiere  medicale  a l’exposition  de 
1867  Produits  vegetaux  du  Portugal,  1867. 

Delpech  (Lud.).  See  Societe  fran?aise  d’homceopathie,  Pharma- 

copee,  1898. 

Delphinium  staphisagria.  Dragendorff  ([G.]),  Uber  die  Alkaloide, 
von  Marquis,  1877. 

— Kara-Stojanow  (C.),  Ueber  die  Alkaloide,  1889. 

Delteil  (A.).  La  vanille  a la  Reunion  ; [avec  Notice  sur  le  fa  ham, 
angrsecum  fragrans  ; Resume  des  observations  meteorologiques 
faites  a l’ile  de  la  Reunion,  1876-77] ; these.  Montpellier,  1878. 
54  p.  +2  pi.  (Pam.  6.) 

Demetrius  Pepagomenus.  See  Medicae  artis  priucipes,  156 i,  tom.  Ij. 

Demography.  International  Congress  of  Hygiene,  1891. 

Deniau  (P.  C.  Felix).  Le  silphium,  asa  feetida,  precede  d’un 
memoire  sur  la  famille  des  ombelliferes  consideree  au  point 
de  vue  economique,  medical  et  pharmaceutique,  et  des  observa- 
tions sur  les  gommes-resines  ; th^se.  Paris,  1868.  24  + 160  p. 


(Pam.  11.) 

— Same.  Another  copy.  B-  * 

Denmark.  Codex  medicamentarius,  sive  Pharmacopma  Damca. 
Lipsioe,  1821.  12  + 228  p.  (In  Codex  medicamentarius  Euro- 

pieus,  sect.  3,  tom.  2.) 

— Pharmacopcea  Danica ; regia  auctoritate  edita  anno  1868. 

Editio  secunda.  Haunkc,  1869.  346  p. 

— Same.  Kjdbenhavn,  1893.  4 + 4+502  p.  * 

_ Ger.  Danische  Pharmakopoe.  1840;  nebst  die  Militarpharma- 


kopoe  und  Armenpharmakopoe.  Leipzig, 
(In  Codex  der  Pharmakopoen,  sect.  3.)  * 


1844.  12+164  p. 


— See  also  Moller  (II.  J.),  Nogle  Bemserkninger  om  den  nuvserende 
pharmaceutiske  Uddannelse  i Danmark,  etc.,  1881. 

Dennis  (L.  M.).  See  Hempel  (W.),  Methods  of  gas  analysis,  1892. 
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Dental  Hospital  of  London.  See  Odontological  Society  of  Great 
Britain,  Inaugural  address  by  E.  Sercombe,  1874. 

Dental  record ; edited  by  Thomas  Gaddes.  London,  [1882],  Yol.  2. 
Dental  review.  London,  1861— [67].  Yol.  3-5  ; new  ser.,  v.  1-3. 
Dental  science.  See  Teeth. 

Derue  (Lucien).  Les  principaux  camphres  d’origine  vegetale ; 

synthese.  Montpellier,  1888.  56  p.  (Pam.  16.) 

Descent  of  man.  Darwin  (C.  [R.]),  2nd  ed.,  1888. 

Deschanel  (A.  Privat).  Elementary  treatise  on  natural  philosophy  ; 
translated  [from  the  French],  with  additions,  by  J.  D.  Everett. 
London,  1871-72.  4 pts.  bound  in  2 vol. , 3 col.  pi. 

— Same.  Fourth  edition.  London,  1877.  28+ 1070  p.  +3  col.  pi. 

— Same.  Ninth  edition.  London,  1886.  24  + 1156  p.  +3  col.  pi. 
Descourtilz  (M[ichel]  E[tienne]).  Flore  [pittoresque  et]  medicale 

des  Antilles,  ou  Traite  des  plantes  usuelles  des  colonies  fran- 
9aises,  anglaises,  espagnoles  et  portugaises  ; peinte  par  J.  Th. 
Descourtilz.  Paris,  1821-28.  Tomes  1-6,  col.  pi.  1-452.  * 

Note. — This  work  should  consist  of  8 tomes,  with  600  pi.  The  fol- 
lowing plates  are  missing  from  the  above  copy  of  tomes  1-6  : 

75,  78,  81,  83,  99,  125-6,  140,  147,  404,  408,  421.  The  words 
“ pittoresque  et  ” occur  on  t.-p.  of  t.  3-6. 

Descourtilz  (J.  Theodore).  See  Descourtilz  (M.  E.). 

Descriptions  & medical  properties  of  plants,  with  impressions  of 
their  leaves  in  oil.  [17 — -?]  2 + 308  + 2 p.,  ms.  * 

Desmidiaceae.  Cooke  (M.  C.),  British  desmids,  18[86-]87.  * 

— Pritchard  (A.),  History  of  infusoria,  4th  ed.,  1861. 

— Ralfs  (J.),  British  desmidiete,  1848.  * 

Desmond  (W.).  See  Fourcroy  (A.  F.  de),  Chemical  philosophy, 
3rd  ed.,  translated,  1807. 

Destouches  (P.  R.-).  See  Journal  de  pharm.  et  de  chimie,  1809-11. 
De  Tabley  (Lord).  Flora  of  Cheshire,  edited  by  S.  Moore ; bio- 
graphical notice  of  author  by  Sir  M.  G.  Duff.  London,  1899. 
16  + 400  p.  +por.  + col.  map.  * 

Deubner  (Carl).  Vergleichende  Untersuchungen  liber  die  neueren 
Methoden  zum  Nachweis  des  Gallenfarbstoffes  im  Harn 
icterischer;  Dissertation.  Dorpat,  1884.  52  p.  (Pam.  27.) 

Deutsche  botanische  Gesellschaft,  Berlin.  Berichte.  Berlin, 
1883-1900.  Band  1-18,  pi. 

Deutsche  chemische  Gesellschaft,  Berlin.  Berichte ; Redacteur, 
H.  Wichelhaus,  etc.  Berlin,  1873-1900.  Jahrg.  6-33,  por.,  pi. 
Of  6-28,  2 copies. 

— Same.  Generalregister,  1868-87.  Berlin,  1880-88.  2 Bd.  * 

Deutsche  pharmaceutische  Gesellschaft.  See  Piiarmaceutische 
Gesellschaft,  Berlin. 
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[Deutscher]  Apotheker-Verein.  Archiv  des  Apothekervereins  im 
nordlichen  Teutschland,  fur  die  Pharmazie  und  deren  Hiilfs- 
wissenschaften,  herausgegeben  von  R.  Brandes,  [du  Menil, 
Witting,  etc.'\.  Schmalkalden,  1822-24  ; Lemgo,  1825-31.  Bd. 
1-39,  pi.  * 

— Archiv  der  Pharmacie  ; [eine  Zeitschrift]  des  Apotheker-Vereins 

im  nordlichen  Teutschland;  herausgegeben  von  R.  Brandes, 
[H.  Wackenroder  und  L.  F.  Bley].  Lemgo,  1835-8  ; Hannover, 
1839-50.  Bd.  51-114  (oder  2.  Reihe,  Bd.  1-64) ; pi.  * 

— Archiv  der  Pharmacie ; [Zeitschrift  des  allgemeinen  deutschen 

Apotheker- Vereins,  Abtheilung  Norddeutschland  ;]  herausge- 
geben von  H.  Wackenroder,  L.  [F.]  Bley  [und  H.  Ludwig]. 
Hannover,  1851-67  ; Halle,  1868-72.  Bd.  115-200  {oder  2. 
Reihe,  Bd.  65-150) ; Erganzungsheft,  1855-57  (2  copies ) ; pi.  * 

Archiv  der  Pharmacie;  [Zeitschrift  des  deutschen  Apothekar- 

Vereins ;]  herausgegeben  von  H.  Ludwig,  [F.  Reiehaidt,  etc.\ 
Halle,  1872-87  ; Berlin,  1888-1900.  Bd.  201-38  ; pi.  * 

— Autoren-  und  Sach-Register  zu  den  131  Banden  des  Archivs  der 

Pharmacie,  1822-57;  bearbeitet  von  G.  C.  Wittstein.  Han- 
nover, 1859.  724  p.  2 copies. 

— Gesammt- V erzeichniss  des  Inhalts  der  Jahrgange  1858-73  des 

Archivs  der  Pharmacie,  des  ganzen  Reihe  Band  143-203; 
bearbeitet  von  H.  Thoms.  Halle,  1886.  6 + 394  p.  * 

Note.—  Bd.  15  of  the  “ Archiv  ” contains  “ Register  iiber  Bd.  1-15, 
von  W.  Brandes  ” ; Bd.  23  contains  “ Sachregister  iiber  Bd.  16- 
23  ” ; afterwards  an  index  was  issued  at  the  end  of  each  year. 

Bd.  64  wants  p.  1-112. 

From  1874  to  1880,  supplements  were  issued,  entitled  “ Zusam- 
menstellung  der  vom  Directorium  des  deutschen  Apotheker- Vereins 
publicirten  Bekanntmachungen  und  der  amtlichen  Verordnungen 
und  Erlasse  ” ; these  have  separate  pagination,  with  a general  title- 
page  and  index.  In  1880  the  supplements  were  divided  into  two 
parts,  one  being  entitled  “ Zusammenstellung  der  im  deutschen 
lteiche  und  den  Einzelstaaten  verofEentlichen,  die  Apotheker  be- 
riihrenden  Medicinal- Verordnungen  und  Erlasse  ” (1880-84)  ; the 
other,  entitled,  firstly,  “ Zusammenstellung  der  vom  Directorium 
des  deutschen  Apotheker-Vereins  verofEentlichen  Bekanntmach- 
ungen ” (1880),  secondly,  “ Bekanntmachungen  des  Directoriums 
des  deutschen  Apotheker-Vereins”  (1880),  thirdly,  “Zusammen- 
stellung der  Bekanntmachungen  des  Vorstandes  des  deutschen 
Apotheker-Vereins  ” (1881-83). 

Many  of  the  volumes  contain  each  an  extra  t.-p.  ; the  following 
is  a summary  of  their  contents  : — Bd.  1-3  are  the  continuation  (Bd. 
3-5)  of  the  “ Pharmaceutische  Monathsblatter  ” ( which  see')  ; Bd. 

5,  9,  13  and  18  are  respectively  1 to  4 of  Brandes’  “ Berichte  vom 
Felde  der  pharmazeutisclien  Literatur  ; Bd.  6 and  10  are  respec- 
tively 1 and  2 of  “ Kritische  Blatter  ftir  die  Pharmazie  ” ; Bd. 
67-114  have  the  secondary  title  “Archiv  und  Zeitung  des 
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[Deutscher]  Apotheker-Verein— continued. 

Apotheker-Vereins  in  Norddeutschland  ” ; the  extra  t.-p.  of  Bd. 
115-225  state  the  connection  of  the  work  with  the  Verein.  The 
title  “ Allgemeiner  deutscher  Apotheker-Verein  ” was  continued 
to  the  end  of  1873  ; the  title  “ Deutscher  Apotheker-Verein  ” was 
first  used  in  1874. 

— Entwurf  des  Statuts.  Halle,  1880.  42  p.  * 

— Zweiter  Bericht  iiber  die  Thatigkeit  der  vom  deutschen 

Apotheker-Verein  zur  Beratkung  iiber  die  .Reform  der  phar- 
maceutischen  Ausbildung  niedergesetzen  Commission  und  des 
aus  derselben  gewaklten  Ausscbusses  ; erstattet . . . von  Theodor 
Pusch.  Halle,  [1880].  58  p.  (Pam.  6.) 

— Mitglieder-Verzeickniss.  [Halle,]  1882.  72  p.  * 

— Arzneimittel  welcbe  in  dem  Arzneibuch  fiir  das  deutsche  Reich, 

dritte  Ausgabe,  Pharmacopoea  germanica,  editio  3,  nicht 
enthalten  sind.  Berlin,  1891.  6 + 320  p. 

— Same.  Zweite  Ausgabe.  Berlin,  1897.  8 + 380  p. 

— Festschrift  zur  25.  Haupt-Versammlung.  Berlin,  1896.  4 + 

252  p. 

— Apotheker-Zeitung.  Berlin,  1899-1900.  Jahrgang  14-15. 

— See  also  Jahrbuch  fiir  pract.  Pharmacie,  Neues  Jahrbuch,  1873. 

— See  also  Jahresbericht  der  Pharmacie  fiir  1890-98. 

Deutsches  Brauerbund,  Frankfort- on-Main.  Hie  Herbstzeitlose  im 

Bier.  Frankfurt  a.  M.,  1877.  24  p.  (Pam.  58.) 

Devon.  Holmes  (E.  M.),  Scale  mosses  and  liverworts  of  Devon  and 
Cornwall,  [with  lichens,  1868-69  ?]. 

— Holmes  (E.  M.)  & F.  Brent,  Mosses  of  Devon  and  Cornwall, 

[1868-69  ?]. 

Devrient  (Charles  H.).  See  Hahnemann  (S.  C.  F.),  Homoeopathic 
medical  doctrine,  translated,  1833. 

Dew.  Tomlinson  (C.),  Experimental  essays,  1863. 

Dewar  (James).  On  the  application  of  sulphurous  acid,  gaseous 
and  liquid,  to  the  prevention,  limitation,  and  cure  of  disease. 
Seventh  edition.  Edinburgh,  1868.  48  p.  (Pam.  41.) 

[Dewey  (Melvil).]  Classification  and  subject  index  for  cataloguing 
and  arranging  the  books  and  pamphlets  of  a library.  Amherst, 
[or  Boston,  U.S.,]  1876.  42  p. 

Dey  ( Rai  Bahadur  Kanny  Lall).  Indigenous  drugs  of  India. 
Calcutta,  1867.  2 + 6 + 8+130  p.  . 

— Same.  Another  copy.  D.  * 

Same.  By  K.  L.  D.,  assisted  by  W.  Mair ; second  edition. 

Calcutta,  1896.  40  + 388  p.  +1  por. 

See  also  Bengal,  Medical  Department,  Indigenous  drugs  of 
India,  by  K.  L.  D.,  1877  ? ; — Report  of  the  Chemical  Ex- 
aminer’s Department  for  1877-78,  by  K.  L.  D.,  1878  ? 
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Deyeux  (Nicolas  ?).  See  Annales  de  chimie. 

Dezeuze  (Charles).  De  l’eau  a bord.  Montpellier,  1887.  56  p. 

+ 1 pi.  (Pam.  15.) 

D’hanvantar  or  Dhanwantari.  See  Susruta,  Ayurvedas. 

Diabetes.  See  Urine. 

Dialyzed  iron.  See  Iron  (Dialyzed). 

Diamond  (Hugh  W.).  See  Photographic  Society  of  Great 
Britain,  Photographic  journal,  1859-69. 

Diarrhoea.  ( See  also  Cholera.) 

— Dobie  (W.  M.),  On  chlorine  in  choleraic  diarrhoea,  1867. 

Johnson  (G.),  On  epidemic  diarrhoea  and  cholera,  1866. 

Practical  observations  on  Indian  bael  in  diarrhoea,  [185-  ?]. 

Diatomacese.  Great  Britain  and  Ireland,  Government,  Report  t 
on  voyage  of  H.M.S.  Challenger,  Diatomacese,  by  F.  Castracane 
degli  Antelminelli,  1886. 

— Hallier  (E.),  Untersuchungen  liber  Diatomeen  insbesondereo 

uber  ihre  Bewegungen  und  ihre  vegetative  Fortpflanzung, 
1880. 

_ Heurck  (H.  van),  Treatise  on  the  diatomacese,  1896.  ■ 

Pritchard  (A.),  History  of  infusoria,  4th  eel,  1861. 

Smith  (W.),  Synopsis  of  British  diat.,  1853-56.  * 

Dick  (William).  See  Veterinarian,  1844. 

Dickinson  (William).  Unconstitutional  and  illegal  proceedings  oh 
the  Pharmaceutical  Society.  London,  [1853  ?].  48  p. 

See  also  Annals  of  pharmacy  and  practical  chemistry,  1852-54. 

Dickson  (Jacob[us  or  James]).  Fascicul[i  4]  plantarum  crypto 
gamicarum  Britannise.  Londini,  1785-1801.  4 fasc.  m 1 roll 

DicksonP(Samuel).  Fallacies  of  the  faculty  ; with  principles  of  th 
chrono-thermal  system  of  medicine.  People’s  edition.  Londorn 

1843.  4 + 188  p.  (Pam.  7.)  _ 

— Destructive  art  of  healing;  sequel  to  Fallacies  of  the  faculty' 

Fourth  edition.  London,  1856.  76  p.  (Pam.  7.) 

— See  also  London  medical  practice,  by  a physician,  1860. 

Dickson  (Stephen).  Essay  on  chemical  nomenclature  ; [with]  obsec 

vations  by  R.  Kirwan.  London,  1796.  2 + 16  + 296  p. 

Diclidanthera.  Martius  (C.  F.  P.  v.),  Uber  die  Stellung  d« 
Pflanzengattungen  Moutabea  und  Diclidanthera  im  natiirliche 

Systeme,  1856.  _ , 

Dicotyledons.  Solederer  (IL),  Systematische  Anatomie  < 

Dicotyledonen,  1899. 

Dictionaries.  Se*  Encyclop.edias,  and  under  various  languages,  e 
Dictionnaire  encyclopedique  des  sciences  medicales.  See  Planch( 
(G.),  Quinquina,  botanique,  187- ? 
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Dictionnaire  raisonne-universel  de  matiere  medicale,  [compose  par 
feu  M.  de  la  Beyrie,  et  mis  en  ordre  par  M.  Goulin,]  avec 
figures  dessinees  par  M.  de  Garsault.  Paris,  1773.  8 vol., 

764  pi.  B.  * 

Dierbach  (Johann  Heini’ich).  Die  Arzneimittel  des  Ilippokrates, 
oder  Yersuch  einer  systematisch  Aufzahlung  der  in  alien 
hippokratischen  Schriften  vorkommenden  Medikamenten. 
Heidelberg,  1824.  24  + 270  p.  B.  * 

— Flora  Apiciana  : ein  Beitrag  zur  naheren  Kenntniss  der 

Nahrungsmittel  der  alten  Homer ; mit  besonderer  Rficksicht 
auf  die  Bucher  des  C.  Apicius  de  opsoniis  et  condimentis  sive 
arte  coquinaria.  Heidelberg,  1831.  8 + 76  p.  B.  * 

Diet.  See  Food,  Drink,  and  Diet. 

Dieterich  (Eugen).  Helfenberger  Annalen,  1886-95.  Berlin, 
1887-96.  1 .—10.  Band,  bound  in  2 vol. 

— Same.  Erstes  Dezennium  der  H.  A. ; eine  Zusammenstellung 

der  Werte,  Methode  und  Studien.  Berlin,  1897.  16  + 462  p. 

— Same.  Zweites  Dezennium.  Berlin,  1897-98.  1.-2.  Band. 

- — Neues  pharmaceutisches  Manual.  Vierte  Auflage.  Berlin,  1891. 
6 + 594  p. 

— Same.  Fiinfte  Auflage.  Berlin,  1892.  8 + 718  p. 

Dietrich  ( Baron  de).  See  Annales  de  chimie. 

Dietrich  (Julius).  Das  Verhalten  des  Aloin  im  Thierkorper ; Dis- 
sertation. Doi’pat,  1885.  36  p.  (Pam.  27.) 

Diffusion  of  liquids.  Graham  (T.),  Suppl.  observations,  1850. 
Digestion  and  Indigestion.  ( See  also  Food.) 

— Brunton  (T.  L.),  On  disorders  of  digestion,  1886. 

— Daubenton  ([L.  J.  M.]),  Observations  on  indigestion,  efficacy  of 

ipecacuan,  3rd  ed.,  1809. 

— Leared  (A.),  Causes  and  treatment  of  imperfect  digestion,  2nd 

ed.,  1861. 

— Le  Guillon  {Dr.),  On  dyspepsia,  induced  by  the  habitual  use 

of  soda-water  and  artificial  seltzer-water,  [1869]. 

— Miaehe  (L.),  Recherches  sur  la  digestion,  l’assimilation  et  l’oxy- 

datlon  organique  ou  vitale,  1879  [pub.  1878]. 

— Petrequin  (J.  E.),  De  l’emploi  therapeutique  des  lactates  alcalins 

dans  les  maladies  fonctionnelles  de  l’appareil  digestif,  1864. 

— Prout  (W.),  Chemistry,  meteorology,  and  the  function  of  diges- 

tion, considered  with  reference  to  natural  theology,  1834. 

— Roberts  (W.),  Lectures  on  dietetics  and  dyspepsia,  2nd  ed.,  1886. 
Digitalis.  Brandt  (A.),  Experimentelle  Studien  fiber  die  forensische 

Chemie  der  Digitalis  und  ihrer  wirksamen  Bestandtheile,  1869. 

— Withering  (W.),  M.D.,  Account  of  the  foxglove,  and  some  of 

its  medical  uses,  1785. 
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Dijon.  Fluckiger  ([F.  A.]),  Inventaire  d’une  pharmacie  de  Dijon 
en  1439,  1873. 

Dillenius  (Johann  Jacob).  See  Linne  (C.  v.),  Selection  of  the  corre- 
spondence of  Linnfeus,  etc.,  1821,  Note. 

Dingier  (Emil  Maximilian).  See  Polytechnisches  Journal,  1858-9. 

Dinter  (K.).  See  Hanbury  (T.),  Alphabetical  catalogue  of  plants, 
1897. 

Dioscorides  (Ped.).  De  materia  medica  libri  quinque ; [Libri  peri 
deleterion,  iobolon  kai  euporiston  spurii,  edidit,]  commentario 
illustravit  C.  Sprengel.  Lipsise,  1829-30.  2 tomi.  (Kuhn, 

C.  G.,  Medicorum  Grsecorum  opera,  vol.  25-26.) 

— Same.  Another  copy.  3.  * 

— See  also  Cordus  (V.),  Annotationes,  1561.  * 

Diosmeae.  Lichinger  (F.),  Die  offizinellen  Croton-  und  Diosmeen- 
rinden  der  Sammlung  des  Dorpater  pharmaceutischen  Institutes, 
1889. 

Disco,  Greenland.  Brown  (R.),  Campst.,  Florula  Discoana,  1868. 

Discomycetes.  Phillips  (W.),  Manual  of  the  British  discomycetes, 
1887. 

Discoveries.  Beckmann  (J.),  History  of  inventions,  etc.,  3rd  ed., 
1817. 

Disease.  ( See  also  Medicine  ; & various  diseases  under  their  names.) 

Ainslie  (W.),  Materia  Indica,  [with]  names  of  diseases  in  eastern 

languages,  1826. 

Alexander  (W.),  Experimental  essays  on  the  external  applica- 
tion of  antiseptics  in  putrid  diseases,  1768. 

— Beale  (L.  S.),  Disease  germs,  2nd  ed.,  1872. 

Boerhaave  (H.),  Commentaries  upon  the  Aphorisms  of  B.,  con- 
cerning diseases,  by  G.  van  Swieten,  [with  text,]  translated, 
1744-65. 

Boissier  de  Sauvages  (F.),  Nosologia  methodica,  1763. 

Cullen  (W.),  Nosology,  systematic  arrangement  of  diseases,  1800. 

Klein  (E.),  Micro-organisms  and  disease,  3rd  ed.,  1886. 

Royal  College  of  Physicians  of  London,  Nomenclature  of 

diseases,  1869  ; 2nd  ed.,  1885. 

_ Searle  (C.),  The  why  and  the  wherefore,  or,  Philosophy  of  life, 
health,  and  disease,  1846. 

Smee  (A.),  Sewage,  sewage  produce,  and  disease,  1873. 

Disinfection.  ( See  also  Antiseptics.) 

Condy  (H.  B.),  Disinfection  by  means  of  artificial  ozone,  1860. 

Question  de  priorite,  proprietes  d^sinfectantes  des  perman- 
ganates alcalins,  1867. 

Crookes  (W.),  On  the  application  of  disinfectants  in  arresting 

the  spread  of  the  cattle  plague,  1866. 
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Disinfection — continued. 

— Poehl  (A.),  Beitrag  zu  der  von  mir  in  Vorschlag  gebrachten 

Desinfectionsmethode  vermittelst  terpen haltiger  atheri[sc]her 
Ole,  1879. 

Russ.,  Yafeerniia  masla  kak  desinfecteerujushtsheje  sredstvo, 

[1879]. 

— Reichardt  (E.),  Disinfection  und  desinficirende  Mittel,  2.  Aufl., 

1881. 

— Schar  (E.),  Zur  (Jbersicht  und  Ki’itik  der  Desinfektionsmittel, 

[1881]. 

Disinterment.  See  Interment. 

Dispensaries.  See  Hospitals. 

Dispensary.  See  Dispensatory  (New  compendious). 

Dispensary  (The);  a poem.  See  Garth  (S.),  9th  ed.,  1726. 
Dispensatories.  (See  also  Dispensatory  ; — Formulae  and  Formu- 
laries — Pharmacopoeias  ; — Prescriptions  ; — Receipts.) 

— Dorvault  ([F.  L.  M.]),  L’Officine,  repertoire  general,  contenant 

le  dispensaire,  etc.,  1844;  3me  ed.,  1850;  6me  ed.,  1866;  8me 
ed.,  1872  ; lime  ed.,  1886.  * 

— Gray  (S.  F.),  Supplement  to  the  pharmacopoeias,  1818  ; new  ed., 

1821  ; 6th  ed.,  1836. 

— Jourdan  (A.  J.  L.),  Pharmacopee  universelle,  1828 ; 2 ed.,  1840.  * 
Eng.,  Pharmacopoeia  universalis,  by  J.  Rennie,  1831-33. 

— Redwood  (T.),  Gray’s  Supplement,  2nd  ed.,  1848  ; 3rd  ed.,  1857. 

— Rennie  (J.),  New  supplement  to  the  pharmacopoeias,  3rd  ed.,  1833. 

— Wecker  (J.  J.),  Le  grand  thresor,  ou  dispensaire,  1616.  * 
Dispensatory  (American).  King  (J.),  American  dispensatory,  8th 

ed.,  1872;  17th  ed.,  1895. 

— Thacher  (J.),  American  new  dispensatory,  2nd  ed.,  [1813]. 
Dispensatory  (Bate’s).  Bate  (G.),  Pharmacopoeia  Bateana,  1688,  etc. 
Dispensatory  (Bengal).  Bengal,  Government,  Bengal  dispensatory, 

1842. 

Dispensatory  (British).  Royal  College  of  Physicians  of  London, 
British  dispensatory,  1747 ; New  British  dispensatory,  1781. 
Dispensatory  (Christison’s).  Christison  (R.),  1842  ; 2nd  ed.,  1848. 
Dispensatory  (Complete  chymical).  Schroder  (J.),  1669. 
Dispensatory  (Domestic).  See  Dispensatory  (Family). 

Dispensatory  (Edinburgh).  Duncan  jun.  (A.),  Edinburgh  new  dis- 
pensatory, 1803;  2nd  ed.,  1804;  3rd  ed.,  1806;  4th  ed.,  1808; 
6th  ed.,  1811 ; 11th  ed.,  1826.  * 

— [Edinburgh  new  dispensatory,  2nd  ed.,  1788?];  4th  ed.,  1794; 

5th  ed.,  1797. 

— Royal  College  of  Physicians  of  Edinburgh,  Pharmacopoeia 

Edinburgensis,  various  dates  from  1722  to  1841. 
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Dispensatory  (English).  Colborne  (R.),  Complete  English  dispen- 
satory, 1756. 

James  (R.),  Pharmacopoeia  universalis,  or  New  universal  EnglishL 

dispensatory,  1747  ; 2nd  ed.,  1752  ; 3rd  ed.,  1<64. 

Quincy  (J.),  Pharmacopoeia  officinalis  ...  Compleat  English  dis- 
pensatory, 1718;  2nd  ed.,  1719  ; [3rd  ed.,  1720;]  4th  ed.,  1722;, 
5th  ed.,  1724;  6th  ed.,  1726;  7th  ed.,  1728;  8th  ed.,  1730; 
9th  ed,  1733  ; 10th  ed,  1736  ; 11th  ed,  1739  ; 12th  ed,  1742  ; ; 
14th  ed,  1769. 

Dispensatory  (Family).  Buchan  (W.),  Domestic  medicine,  with 
dispensatory,  18th  ed,  1803. 

Culpeper  (N.),  English  physician  ...  complete  family  disp,  [1798]. 

Fuller  (T.),  Pharmacopoeia  domestica,  or,  Family  disp,  1739. 

Dispensatory  (General).  See  Brookes  (B-),  1753;  2nd  ed,  1<65. 

Dispensatory  (London).  Royal  College  of  Physicians  of  London; 
Pharmacopoeia  Londinensis,  or  London  dispensatory;  New 
London  dispensatory,  etc.,  various  dates  from  1632  to  1851. 

Thomson  (A.  T.),  London  dispensatory,  1811;  new  ed,  18141 

ed,  1824;  new  ed,  1833;  9th  ed,  1837  ; 10th  ed,  1844;  lltll 
ed,  1852. 

Dispensatory  (Medicinal).  Renou  (J.  de),  Med.  disp,  Englished,  1657 1 

Dispensatory  (National).  Stille  (A.)  <£•  J.  M.  Maisch,  1879  , 2nd 
ed,  1879  ; 3rd  ed,  1884  ; 4th  ed,  1886  ; 5th  ed,  1894. 

Dispensatory  (New).  [Lewis  (W.),]  1753  ; 2nd  ed,  1(65;  3rd  edd 
1770  ; 5th  ed,  1785. 

Dispensatory  (New  British).  See  Dispensatory  (British). 

Dispensatory  (New  compendious).  Medulla  medicime  universal 
or  New  compendious  dispensa[to]ry,  1747  ; 4th  ed,  1752;  5t: 
ed,  1755. 

Dispensatory  (New  London).  See  Dispensatory  (London). 

Dispensatory  (New  universal  English).  See  Dispensator 
(English). 

Dispensatory  (Practical).  Radcliffe  (J.),  4th  ed,  1721. 

Dispensatory  (Royal  Hospital).  See  Royal  Hospital  or  Infirmar' 
Edinburgh,  Pharmacopoeia,  1753;  1770;  1817. 

Dispensatory  (Surgeon’s).  Theory  and  practice  of  chirurgion 
pharmacy,  a dispensatory  for  surgeons,  1761. 

Dispensatory  (United  States).  Wood  (G.  B.)  <&  F.  Bache,  Dispet 
satory  of  the  United  States  of  America,  5th  ed,  1843  ; 7th  ec 
1847  ; 9th  ed,  1851  ; 11th  ed,  1858  ; 12th  ed,  1865  ; 14th  ec 
1877;  15th  ed,  1883;  16th  ed,  1888;  17th  ed,  1894;  18*1 
ed,  1899. 

Dispenser’s  chart,  an  abstract  from  the  British  pharmacopo  i 
[London,  187- ?]•  Broadside. 
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Dispensing.  Art  of  dispensing,  1885  ; 3rded.,  1888  ; 6th  ed.,  1900. 

— Britten  (J.),  Dispenser’s  vade-mecum,  3rd  ed.,  1863. 

— Canning  (W.),  Select  practical  notes  and  formulae,  with  hints  on 

dispensing,  [1877]. 

— Coblentz  (V.),  Handbook  of  pharmacy,  etc.,  2nd  ed.,  1895. 

— Dispenser’s  chart,  abstract  of  the  British  pharmacop.,  [187-?]. 

— Elborne  (W.),  Laboratory  course  of  pharmacy,  etc.,  1890. 

— Scoville  (W.  L.),  The  art  of  compounding,  1895. 

■ — Thompson  (C.  J.  S.),  Practical  dispensing,  2nd  ed.,  1891. 

Diss.  Lallemant  (C.),  Etude  sur  l’ergot  du  diss,  1863. 

Distillation  or  Distilling.  Churchill’s  Technological  handbooks, 
The  brewer,  distiller,  etc.,  1883. 

— Cooper  (A.),  Complete  distiller,  new  ed.,  1810. 

* — [French  (J.),  Art  of  distillation,  1651?];  2nd  ed.,  with  London 
distiller,  1653  ; [3rd  ed.,  1664]. 

— [Gesner  (C.),]  Treasure  of  Evonymus,  1559. 

— [ — Newe  jewell  of  health,  1576]. 

- — Glauber  (J.  R.),  Description  of  new  philosophical  furnaces,  1652. 

— Mills  (E.  J.),  Destructive  distillation,  a manualette  of  the 

paraffin,  coal  tar,  rosin  oil,  and  kindred  industries,  1877. 

- — Pooley  (T.  A.),  Distilling,  2nd  ed.,  1878. 

— Shannon  (R.),  Practical  treatise  on  brewing,  etc.,  1805. 

— Smith  (G.),  of  Kendal,  Compleat  body  of  distilling,  1725  ; 2nd 

ed.,  1731. 

— Y-Wortii  (W.),  Compleat  distiller,  2nd  ed.,  1705. 

Dittmar  (W.).  Exercises  in  quantitative  chemical  analysis  : with 
a short  treatise  on  gas  analysis.  London,  1887.  12  + 320  p. 

— Chemical  arithmetic.  Glasgow,  1890.  16  + 176  p. 

Diuretics.  Alexander  (W.),  Experimental  essays,  1768. 

Dive  (Paul).  Essai  sur  un  arbre  du  genre  pinus  qui  croit  spontane- 
ment  dans  les  Landes  de  Gascogne  ; these.  Paris,  1872.  54  p. 

(Pam.  5.) 

Dixson  (Thomas).  See  Sciimiedeberg  (O.),  Elements  of  pharma- 
cology, 1887. 

Dobbin  (Leonard).  See  Ladenburg  (A.),  Lectures,  1900. 

Dobell  (Horace).  On  the  class  of  medical  literature  most  needed 
at  the  present  day.  London,  1857.  60  p.  (Pam.  40.) 

— Report  on  the  experience  of  medical  men  who  have  used  pan- 

creatic emulsion  of  fat.  London,  1867.  30  p.  (Pam.  35.) 

— Reports  on  the  progress  of  practical  and  scientific  medicine  in 

different  parts  of  the  world ; edited  by  H.  D.,  assisted  by 
numerous  coadjutors.  London,  1870-71.  Vol.  1-2. 

— On  winter  cough,  catarrh,  bronchitis,  emphysema,  asthma.  Third 

edition.  London,  1875.  36  + 294  p.  +2  col.  pi. 
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Dobie  (Rowland).  History  of  the  united  parishes  of  St.  Giles-in- 
the-Fields  and  St.  George,  Bloomsbury.  Second  edition.  Lon- 
don, 1834.  8 + 438  p.  + 1 map. 

Dobie  (William  M[urray]).  On  the  use  of  chlorine  in  the  treat-  i 
ment  of  Asiatic  cholera  and  choleraic  diarrhoea.  Edinburgh, 
1867.  8 p.  (Pam.  35.) 

Dobson  (Matthew).  Medical  commentary  on  fixed  air.  Second 
edition  ; with  appendix  on  the  use  of  the  solution  of  fixed 
alkaline  salts  saturated  with  fixible  air  in  the  stone  and  gravel,  , 
by  W.  Falconer.  London,  1785.  8 + 176  + 56  p.  (Pam.  63.) 

Dobson  (William).  Experimental  inquiry  into  the  structure  and 
functions  of  the  spleen.  London,  1830.  32  p.  (Pam.  35.) 

Docks.  Swedenborg  (E.  [Swedberg,  Baron  v.]),  Some  specimens 
of  a work  on  chemistry,  with  other  treatises  [on  iron,  ...  docks, 
dykes,  etc.],  1847. 

Dodds  (William).  Complete  guide  to  the  preliminary  examination 
of  the  Pharmaceutical  Society  of  Great  Britain.  London,  1893. 

6 + 86  p. 

— Complete  guide  to  preliminary  examinations  for  pharmacy, 

medicine,  dentistry,  veterinary  surgery,  and  science.  Second 
edition.  London,  1899.  8+150  p. 

Dog.  Roucher  (C.),  De  la  rage  [hydrophobie]  en  Algerie,  1866. 

Dolan  (Thomas  Michael).  See  Midland  medical  miscellany,  Pro- 
vincial medical  journal,  1885-95. 

Don  (George).  See  Hooker  (J.  D.)  <t-  G.  Bentham,  Flora  Nigri- 
tiana,  1849. 

Donker  (0.).  See  Dragendorff  (G.),  Einige  Notizen  fiber  Theo- 
bromin,  1878. 

Donn  (James).  Hortus  Cantabrigiensis  ; catalogue  of  plants  culti- 
vated in  the  Cambridge  Botanic  Garden.  Twelfth  edition, 
with  additions,  by  G.  Sinclair.  London,  1831.  8 + 544  p. 

Donovan  (C.).  Reply  to  Sir  B.  [C.]  Brodie’s  attack  on  phrenology, 
in  his  Psychological  inquiries.  London,  1857.  40  p.  (Pam.  36.) 

Dorpat.  Dorpater  Naturforscher-Gesellschaft  (see). 

— Feldt  (V.),  Der  Kohlensauregelialt  der  Luft,  1887. 

— Frey  (E.  v.),  Der  Kohlensauregelialt  der  Luft,  1889. 

— ILeimann  (J.),  Der  Kohlensauregelialt  der  Luft,  1888. 

— Johanson  (E.),  Das  Bier  von  sonst  und  jetzt,  [1879]. 

— Kaiserliche  Universitat  Dorpat  (see). 

Dorpater  Naturforscher-Gesellschaft.  Sitzungsberichte.  [Dorpat, 
1879.]  Seite  17-20.  (Beilage  zur  baltische  Wochenschrift, 
Nr.  32.) 

Dragendorff  (G.),  Berichte  fiber  die  Versuche  fiber  Einwirkung 
verschiedener  Antiseptica  und  solchcr  Arzneimittel,  etc. 
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Dorstenius  (Theodericus).  Botanicon,  continent  herbarum,  alio- 
rumque  simplicium,  quorum  usus  in  medicinis  est,  descrip- 
tions, et  icones  ad  vivum  effigiatas.  Francofurti,  1540.  4 + 

312  ft.  % * 

Dorvault  ([Francois  Laurent  Marie]).  L’Officine ; repertoire 
general  de  pharmacie  pratique  : contenant  le  tarif  general  ; le 
dispensaire,  ou  conspectus  des  pharmacopees,  des  formulaires, 
matieres  medicates,  etc.  ; la  pharmacie  legale,  comprenant  la 
legislation  pharmaceutique,  la  toxicologie,  l’essai  des  medica- 
ments ; l’appendice  pharmaceutique,  comprenant  la  pharmacie 
veterinaire,  [homoeopathique,  etc.\  Paris,  1844.  4 4-8  + 652  p. 

— Same . Troisieme  edition.  Paris,  1850.  992  p.  +2  pi. 

— Same.  Sixi&me  edition.  Paris,  1866.  1500  p. 

— Same.  Huiti^me  edition.  Paris,  1872.  1572  p.  +2  pi. 

— Same.  Onzieme  edition.  Paris,  1886.  1638  p.  * 

— Iodognosie ; monographie  chimique,  medicale  et  pharmaceutique, 

des  iodiques  en  general,  et  en  particulier  de  l’iode  et  de  l’iodure 
de  potassium.  Paris,  1850.  32  + 274  p. 

— De  l’organisation  de  la  pharmacie  en  France,  consideree  dans 

ses  rapports  avec  la  propagation  des  sciences  d’application. 
Paris,  1851.  32  p.  (Pam.  18.) 

— See  also  Pharmacie  centrale  de  France,  L’Union  pharmaceu- 

tique, 1860-71  ; — Catalogue  pharmaceutique,  1862. 

Doses.  See  Posology. 

Dossie  (Robert).]  Elaboratory  laid  open ; the  secrets  of  modern 
chemistry  and  pharmacy  revealed.  London,  1758.  2 + 14  + 

384  p.  2 copies. 

— ] Institutes  of  experimental  chemistry.  London,  1759.  2 vol. 

— See  also  Z.  (A.),  Remarks  on  R.  D.’s  Institutes  of  chemistry,  1760. 
Douglas  (G.).  See  Geoffroy  (E.  F.),  Treatise  of  substances  made 

use  of  in  physick,  1736. 

Douglas  (Silas  H.)  <L  A.  B.  Prescott.  Qualitative  chemical  analysis. 
Ann  Arbor,  1874.  260  p. 

Dover  (Thomas).  Ancient  physician’s  legacy  to  his  country ; ac- 
count of  diseases  incident  to  mankind,  with  x'emedies.  Second 
edition.  London,  1732.  6 + 156  p. 

— Same.  Fourth  edition,  with  remarks  on  mercury.  London, 

1733.  8 + 188  p. 

Dowleans  (A.  M.).  See  India,  Government,  Official  catalogue  of 
contributions  to  the  London  Exhibition,  1862. 

Dowling  (Charles  Hutton).  Series  of  metric  tables,  in  which  the 
British  standard  measures  and  weights  are  compared  with  those 
of  the  metric  system.  London,  1864.  36  + 124  p. 

— See  also  Yates  (J.),  Handbook  to  accompany  Synoptic  table,  1864. 
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Down  ( J[ohn]  Langdon  H[aydon]).  Account  of  a second  case  in 
which  the  corpus  callosum  was  defective.  London,  1866.  6 p. 

(Pam.  35.) 

Dowse  (Thomas  Stretch).  Abbreviated  notes  on  the  physiological 
and  therapeutic  action  of  gelseminum  sempervirens  and  jabo- 
randi.  London,  1879.  16  p.  (Pam.  47.) 

Dragendorff  (G[eorg]).  Chemische  Untersuchung  iiber  einen  an 
der  Betula  alba  und  verwandten  Arten  vorkommenden  Pilz  ; 
[Dissertation].  St.  Petersburg,  1864.  2 + 34  p.  (Pam.  24.) 

— Chemische  Untersuchung  der  Radix  Cornioke  und  Radix  Salep; 

[2,  Beitrage  zur  Kenntniss  des  Cantharidins  ; 3,  Mengenbestim- 
mung  einzelner  Bestandtheile  der  Kameelmilch.  St.  Peters- 
burg, 1866].  30  p.,  n.  t.-p.  (Pam.  24.) 

— Beitrage  fur  den  gerichtlich-chemischen  Nachweis  des  Morphins 

und  Narkotins  in  thierischen  Pliissigkeiten  und  Geweben. 
[St.  Petersburg,  1868.]  36  p.,  n.  t.-p.  (Pam.  24.) 

. — Materialien  zu  einer  Monographie  des  Inulins.  St.  Petersburg, 
1870.  4+142  p.  (Pam.  10.) 

— Beitrage  zur  gerichtlichen  Chemie  einzelner  organischer  Gifte. 

St.  Petersburg,  1872.  6 + 312  p. 

— Ueber  einiger  in  Turkestan  gebraeuchliche  Heilmittel.  St. 

Petersburg,  1872.  30  p.  % * 

— Zur  Volksmedicin  Turkestans.  [Miinchen,  1872-73.]  76  + 38  p., 

in  2 pain.  XL  * 

— Die  gerichtlich-cliemische  Ermittelung  von  Giften  in  Nahrungs- 

mitteln,  Luftgemischen,  Speiseresten,  Korpertheilen,  etc.,  mit 
Holzschnitten.  Zweite  Auflage.  St.  Petersburg,  1876.  20  + 520 
p.  + 1 tab. 

— Fr.  Manuel  de  toxicologie ; traduit  [de  l’allemand],  avec  addi- 

tions, par  E.  Ritter.  Paris,  1873.  4 + 8 + 708  p.  + 1 col.  pi. 

— Die  Verfalschung  atherischer  Ole  mit  Terpentin-Ol,  etc.,  und 

ihre  Erkennung  durch  Weingeist.  [Miinchen,  1873.]  28  p., 

n.  t.-p.  (Pam.  24.) 

— Die  chemische  Werthbestimmung  einiger  starkwirkender  Dro- 

guen  und  der  aus  ihnen  angefertigten  Arzneimischungen.  St. 
Petersburg,  1874.  128  p.  +2  tab.  (Pam.  38.) 

— Ft.  Analyse  chimique  de  quelques  drogues  actives  et  de  leur 

preparations  pharmaceutiques ; traduit  [de  l’allemand]  par  J . 
Morel.  Gand,  1876.  4+124  p.  2 copies.  (Pam.  12,  46.) 

— Uber  Nachweisung  fremder  Bitterstofte  im  Biere.  [Halle, 

1874.]  50  p.  +1  tab.,  n.  t.-p.  (Pam.  24.) 

Fr.  Sur  la  recherche  des  substances  amcres  dans  la  biere ; 

traduit  de  l’allemand,  par  J.  Morel.  Bruxelles,  1874.  60  p. 

+ 1 tab.  2 copies.  (Pam.  12,  38.) 


DRA 


175 

Jragendorff  (G[eorg]) — continued. 

— Uber  die  Alkaloide  des  Delphinium  Staphisagria ; von  Provisor 

Marquis.  [Leipzig,  1877.]  [26]  p.,  n.  t.-p.  (Pam.  46.) 

— Uber  die  Bestandtheile  des  Mutterkornes  : Vortrag.  [Dorpat, 

1877.]  14  p.,  n.  t.-p.  (Pam.  58.) 

— Analysen  zweier  Apfel.  Dorpat,  1878?]  [4]  p.,  n.  t.-p. 

(Pam.  58.) 

— Chemisclie  Beitrage  zur  Pomologie,  mit  Beriicksichtigung  der 

livlandischen  Obstcultur.  Dorpat,  1878.  4+102p.  (Pam.  46.) 

— Die  Entstekungsgescliichte  des  Bernsteins,  erlaiitert  mit  Hiilfe 

von  Beobachtungen  an  Copalpflanzen  : Vortrag.  [Dorpat, 

1878?]  4 p.,  n.  t.-p.  (Pam.  58.) 

— Einige  Notizen  liber  Theobromin,  nach  Untersuchungen  der  O. 

Donker  und  C.  Treumann ; [2,  Analyse  der  Zwiebeln  von  Ery- 
thi’onium  dens  canis,  L.  Halle,  1878],  14  p.,  n.  t.-p.  (Pam.  45.) 

— Rhabarberanalysen.  [St.  Petersburg,  1878.]  14  p.,  n.  t.-p. 

(Pam.  46.) 

— Uber  einige  abyssinische  Heilmittel ; [2,  Einige  Notizen  zur 

gerichtlichen  Chemie ; 3,  Materialien  zu  einer  chemischen 
Werthbestimmung  der  flores  Cinte.  Halle,  1878].  64  p., 

n.  t.-p.  (Pam.  45.) 

— Beitrage  zur  Chemie  der  Paonien.  [Halle,  1879.]  50  p.,  n.  t.-p. 

(Pam.  45.) 

Includes  “ Uber  die  Samen  der  Paeonia  peregrina  von  Dragendorlf 
und  Stahre  ” ; “ Quantitative  Analyse  der  Paoniensamen,  von 
L.  Stahre”;  “Uber  die  Zusammensetzung  der  Radix  Paeoniae 
peregrinae,  nach  Analysen  der  K.  Mandelin  und  G.  Johannson 
zusammengestellt.” 

— Bemerkungen  in  Bezug  auf  die  Nachweisbarkeit  des  Strychnins 

in  verwesenden  Cadavern.  [Berlin,  1879.]  4 p.,  n.  t.-p. 

(Pam.  46.) 

— Berichte  iiber  die  im  pharmaceutischen  Institute  durch  N. 

Schwartz  ausgefiihrtem  Versuche  iiber  Einwirkung  verscliie- 
dener  Antiseptica  und  solcher  Arzneimittel,  welche  bei  In- 
fectionskrankheiten,  &c.,  angewendet  werden,  auf  Bacterien. 
[In  Dorpater  Natprforscher-Gesellschaft,  Sitzungsberichte, 
1879,  S.  18-20.) 

— Uber  die  Beziehungen  zwischen  chemischen  Bestandtheilen  und 

botanischen  Eigen thiimlichkeiten  der  Pflanzen.  [St.  Peters- 
burg, 1879.]  48  p.,  n.  t.-p.  (Pam.  46.) 

— Uber  Mannit  als  Nebenproduct  der  Milchsauredarstellung  aus 

Rohrzucker ; [2,  Ein  Beitrag  zur  Entstehungsgeschichte  der 
Harze  und  zur  Chemie  der  iitherischen  Ole.  Halle,  1879]. 
8 p.,  n.  t.-p.  (Pam.  45.) 


17G 


DEA 


Dragendorff  (G[eorg]) — continued. 

— Untersuchung  von  Blutspuren.  [tV.  p.,  1880-81  ?]  [28]  p.  + 1 

col.  pi.  (Paxli.  46.) 

— Altersbestimmung  der  Hiihnereier.  [Dorpat,  1881  ?]  [8]  p.,  n.  t.-p. 

(Pam.  58.) 

[ — ?]  Untersuchung  des  Biei’es  auf  fremde  Bitterstoffe.  [St.  Peters- 
burg, 1881.]  12  p.  (Pam.  46.) 

— Die  qualitative  und  quantitative  Analyse  von  Pflanzen  und 

Pflanzentheilen.  Gottingen,  1882  [pub.  1881].  16-1-288  p. 

+ 1 lith.  tab. 

— Eng.  Plant  analysis  : qualitative  and  quantitative,  translated  by 

H.  G.  Greenish.  London,  1884.  16  + 280  p.  +1  pi.  2 copies. 

■ — Chemische  Analyse  der  Blatter  des  Memecylon  tinctorium. 
[A.  p.,  1882.]  10  p.,  7i.  t.-p.  (Pam.  46.) 

— Beitrage  zur  gerichtlichen  Chemie.  St.  Petersburg,  1882.  2 + 

78  p.  (Pam.  46.) 

— Beitrage  zur  gerichtlichen  Chemie.  St.  Petersburg,  1884.  2 + 

74  p.  (Pam.  27.) 

— -Beitrage  zur  gerichtlichen  Chemie.  St.  Petersburg,  1886.  2 + 

40  p.  (Pam.  28.) 

— Analyse  verschiedener  Kaffeesorten  aus  Brasilien.  St.  Peters- 

burg, 1885.  2 + 8 p.  (Pam.  28.) 

— Bericht  iiber  die  Thatigkeit  im  pharmaceutischen  Institute  der 

kaiserlichen  Universitat  Dorpat  in  der  Zeit  vom  1.  Januar 
1865  bis  31.  December  1884.  St.  Petersburg,  1885.  58  p. 

(Pam.  27.) 

— Die  Heilpflanzen  der  verschiedenen  V olker  und  Zeiten  ; ihre 

Amvendung,  wesentliche  Bestandtheile  und  Geschichte.  Stutt- 
gart, 1898.  8 + 886  p. 

— See  also  Bjorklund  (G.  A.)  & G.  D.,  Chemische  Untersuchung. 

des  Wurzelstockes  und  Krautesder  Saracenia  purpurea,  1863. 

See  also  Jaheesbericht  iiber  die  Fortschritte  der  Pharmacog- 

nosie,  etc.,  1875-79. 

Dragendorff  ([Georg])  <£  Podwissotzky.  Uber  die  wirksamen  und  1 
einige  andere  Bestandtheile  des  Mutterkornes.  [Leipzig,  1876.] 
42  p.,  n.  t.-p.  (Pam.  46.) 

Dragendorff  (G[eorg])  <k  11.  Spohn.  Die  Alkaloide  des  Aconitum 
Lycoctonum.  St.  Petersburg,  1884.  2 + 44  p.  (Pam.  27.) 

Drakenborch  (Arnold).  See  Livius  (T.),  Historia,  1842. 

Di’ama.  Athenaeum,  journal  of  ...  the  drama,  1871-1900. 

Draper  (Harry  Napier).  Manual  of  the  medicinal  preparations  of 
iron,  including  their  preparation,  chemistry,  physiological, 
action,  and  therapeutical  use;  with  the  iron  preparations  of 
the  British  pharmacopoeia.  Dublin,  1864.  10  + 132  p. 
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Draper  (John  C[hristopher]).  Text-book  of  medical  physics,  with 
377  illustrations.  London,  1885.  734  p. 

Drapiez.  See  Cours  complet  d’histoire  naturelle,  1835. 

Dresser  (Christopher).  Rudiments  of  botany,  structural  and  physio- 
logical; comprising  a glossary.  London,  1859.  24  + 434  p. 

— Unity  in  variety,  as  deduced  from  the  vegetable  kingdom. 

London,  1859.  16  + 164  p. 

— Carpets.  {In  Bevan,  G.  P.,  British  manufacturing  industries, 

2nd  ed.,  1877,  Hosiery,  etc.,  p.  90-130.) 

Dressier  (Christianus  Timotheus).  See  Pii^edrus  (A.  L.). 

Dreuilhe  (Auguste).  Les  menispermees  et  leur  produits.  Mont- 
pellier, 1887.  48  p.  (Pam.  15.) 

Drink.  See  Food,  Drink,  and  Diet. 

Druce  (George  Claridge).  Flora  of  Oxfordshire,  with  sketches  of 
the  progress  of  Oxfordshire  botany  during  the  last  three 
centuries.  Oxford,  1886.  52  + 452  p.  +1  col.  map.  * . 

— Flora  of  Berkshire,  with  notices  of  botanists  who  have  contributed 

to  Berkshire  botany  during  the  last  three  centuries.  Oxford, 
1897.  200  + 644  p.  + 1 col.  map..  * 

Druggists.  See  Pharmacy. 

Druggists’  general  receipt  book.  Beasley  (H.),  2nd  ed.,  1852  ; 9th 
ed.,  1886  ; 10th  ed.,  1895. 

Druggist’s  hand-book  of  private  formulas.  Nelson  (J.  H.),  7th  ed., 
1881. 

Drugs.  See  Materia  medica. 

Drugs  and  medicines  of  North  America,  a publication  devoted  to  the 
historical  and  scientific  discussion  of  . . . medicinal  plants  . . . their 
constituents,  products,  and  sophistications ; [by]  J.  U.  and 
C.  G.  Lloyd.  Cincinnati,  1884-87.  Vol.  1,  and  part  of  2. 
Druitt  (Robert).  Surgeon’s  vade  mecum  : manual  of  modern  sur- 
gery. Ninth  edition.  London,  1865.  24  + 860  p. 

Drummond  (J.).  See  Bisciiof  (G.),  Elements  of  geology,  1854. 
Drummond  (James  L.).  First  steps  to  botany.  London,  1823. 
8+390  p. 

Drury  ( Colonel  Heber).  Hand-book  of  the  Indian  flora.  London, 
1869.  Yol.  3.  % * 

— Useful  plants  of  India ; with  notices  of  their  chief  value. 

Second  edition.  London,  1873.  16  + 512  p. 

— Same.  Another  copy.  %.  * 

Dryander  (Jonas).  See  Banks  (J.),  Catalogus  bibliothecas. 
Dryobalanops  camphora.  Vriese  (W.  H.  de),  Memoire  sur  le 
camphrier  de  Sumatra  et  de  Borneo,  1856. 

Dublin.  See  King  and  Queen’s  College  of  Physicians  in  Ireland. 

— See  Pharmaceutical  Society  of  Ireland. 
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Dublin — continued. 

See  Queen’s  University,  Ireland. 

See  Royal  College  of  Surgeons  in  Ireland. 

See  Royal  Dublin  Society. 

See  University  of  Dublin. 

Dublin.  Hospitals.  See  Squire  (P.),  Pharmacopoeias  of  the  London 
hospitals,  4th  ed. , 18  <9  ; 5th  ed.,  1885. 

Dublin.  International  Exhibition  of  1865.  See  Dublin  Exhibition 
Palace  ...  Company,  Illustrated  record  and  catalogue,  1866. 
See  Italy,  Royal  Italian  Commission  for  the  Dublin  Exhi- 
bition, Official  catalogue,  1865.  _ |j 

Dublin  Exhibition  Palace  and  Winter  Garden  Company,  Limited. 
Illustrated  record  and  descriptive  catalogue  of  the  Dublin  Inter- 
national Exhibition  of  1865  ; compiled  by  H.  Parkinson  and  1, 
P.  L.  Simmonds.  London,  1866.  16  + 570  p.  +25  pi. 

Dublin  journal  of  medical  science;  exhibiting  the  latest  discoveries ' 
in  medicine,  surgery,  and  the  collateral  sciences.  Dublin, 
1842-45.  Yol.  21-28,  with  general  index  of  vol.  1-28. 

Dublin  quarterly  journal  of  medical  science,  [etc.  ; second  senes].;. 

Dublin,  1846-51  ; 1859-71.  Vol.  1-2,  4-12,  27-52,  pi 
Dublin  medical  press  and  circular.  See  Medical  press  and  circular* 
Dublin  pharmacopoeia.  See  King  and  Queen’s  College  of  Physi- 
cians in  Ireland,  1807  ; 1850,  etc. 

Dublin  quarterly  journal  of  medical  science.  See  Dublin  journal.. 

of  medical  science. 

Dubouchet  (A.).  See  Corradi  (A.),  L’eau  de  bois,  1886. 

Duby  (J.  E.).  See  Candolle  (Aug.  P.  de),  Botanicon  Galhcun 

editio  secunda,  a J.  E.  D.,  1828-30. 

Duclaux  (E.).  See  Institut  Pasteur,  Annales,  1887-1900. 

Duff  ( Sir  Mountstuart  Grant).  See  De  Tabley  (Lord),  Flora  o 
Cheshire,  1899. 

Duffey  (George  Frederick).  See  Griffiths  (W.  IL),  Materia^ medic.. 

and  pharmacy,  ed.,  and  in  part  written,  by  G.  F.  D.,  1879. 
Duflos  (Adolf).  Die  Priifung  chemiseher  Arzneimittel  und  chemisch 
pharmaceutischer  Praparate.  Dritte  Bearbeitung.  Breslau 
1866.  8 + 248  p.  % * 

— Die  Priifung  chemische  Gifte,  ihre  Erkennung  im  reinen  Zv 

stande  und  Ermittelung  in  Gemengen.  Breslau,  1867.  24- 

208  p. 

— Handbuch  der  angewandten,  pharmaceutisch-  und  techmscll 

chemischen  Analyse.  Breslau,  1871.  24+ 432  p.  + por. 

Duj ardin-Beaumetz  <£•  P.  Yvon.  Formulaire  pratique  de  then 
peutique  et  de  pharmacologie.  Deuxieme  edition.  Paris,  188' 

8+612  p. 


DUM—  DUN 


179 


Dumas  ([Jean  Baptiste  Andre]).  Traite  de  chimie  appliquee  aux 
arts.  Paris,  1828-46.  8 tomes  + atlas,  146  pi. 

— See  also  Annales  de  chimie  et  de  physique,  1840-84. 

— See  also  Journal  de  chimie  medicale,  1833  ; 1836-47. 

Dumas  (J[ean  Baptiste  Andre])  <£•  J.  B.  [J.  D.]  Boussingault. 
Chemical  and  physiological  balance  of  organic  nature.  Thii’d 
edition.  London,  1844.  14+166  p. 

Dumb.  Wright  (W.),  Essay  on  the  human  ear,  etc.,  1817. 

Du  Menil  (August  Peter  Julius).  See  Deutsciier  Apotheker- 
Yerein,  Archiv  fiir  die  Pharmazie,  1822-24. 

Dumreicher  {Prof.  Hof  rath  von).  See  Jahresbericht  der  chirur- 
gischen  Klinik  des  v.  D.,  1871. 

Duncan  (Alexander).  See  Faculty  of  Physicians  and  Surgeons 
of  Glasgow,  Catalogue  of  the  library,  1885  ; — Memorials  of 
the  Faculty,  1896. 

Duncan  jun.  (Andrew).  Edinburgh  new  dispensatory;  containing 
elements  of  pharmaceutical  chemistry  ; materia  medica ; phar- 
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medicaments  nouveaux,  et  des  notions  sur  lart  de  formuler. 
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Habessiniamdetectisplantis.  Berolini,  1841.  2p.  +p.  1-6.  %.  * 
Einberg  (Franz).  Beit  rage  zur  Kenntniss  des  Myoctonins.  Dor- 
pat,  1887.  48  p.  (Pam.  28.) 
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Erythrsea  and  Erythro-centaurine.  Mehu  (C.  J.  M.),  Recherche.: 
pour  servir  a l’histoire  de  la  petite  centauree,  1862. 

— Meiiu  (C.  [J.  M.]),  Etude  sur  l’erythro-centaurine,  1865. 
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tion of  timber,  [third  edition]  ; Terra,  a philosophical  essay  of 
earth,  [second  edition]  ; Pomona,  an  appendix  concerning 
fruit-trees  in  relation  to  cider,  [third  edition]  ; Kalendarium 
hortense,  the  gard’ners  almanac,  [fifth  edition].  London,  1679. 


70  + 412  + 40  p. 

— Silva,  [fourth  edition] ; Terra,  [third  edition]  ; Pomona,  [fourth 

edition]  ; Acetaria,  a discourse  of  sallets,  [second  edition] ; 
Kalendarium  hortense,  [tenth  edition].  London,  1706.  36  + 

384  + 4 + 280  p.  +por. 

Evening  amusements,  the  beauty  of  the  heavens  displayed.  Frend 
(W.),  1822. 

Everett  (J[oseph]  D.).  Elementary  text-book  of  physics.  London, 
1877.  16  + 314  + 4 p. 

Same.  Second  edition.  London,  1883.  16  + 316  + 4 p. 

Outlines  of  natural  philosophy.  London,  1885.  336  p. 

Units  and  physical  constants.  Second  edition.  London,  1886. 

16  + 200  p. 

— See  also  Deschanel  (A.  P.),  Elementary  treatise  on  natural 

philosophy,  translated,  1871—72 ; 4th  ed.,  1877  ; 9th  ed.,  1886. 
Evonymus,  [ pseud. See  Gesner  (O.),  Treasure  of  Evonymus,  1559. 
Ewan  (Thomas).  See  Van  ’t  Hoff  (J.  H.),  Studies  in  chemical 
dynamics,  1896. 

Ewart  (Alfred  J.).  See  Pfeffer  (W.). 

Ewart  (Mary  E.).  See  Kerner  von  Marilaun  (A.). 
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as  displayed  in  the  sense  of  vision,  1851. 

— Levy  (W.  H.),  Blindness  and  the  blind,  a treatise  on  the  science 

of  typhlology,  1872. 

E orth  London  Ophthalmic  Institution,  Introductory  lecture, 
by  W.  W.  Cooper,  1843. 

— Ophthalmic  review,  1864-65. 

Turnbull  (A.),  Treatment  of  diseases  of  the  eye,  1843. 

Eykman  (J.  F.).  Beitrag  zur  Kenntniss  der  Papa veraceen-Alkaloide. 
Yokohama,  1881.  2 + 34  p.  +1  tab.  +1  pi.  (Pam.  9.) 

tiber  den  giftigen  Bestandtheil,  das  atherische  und  das  fette  01 
[von]  Illiciuin  religiosum.  Yokohama,  1881.  2+12  p.  + 1 pi. 

F.  (J.),  [John  French  ?].  See  Glauber  (J.  R.),  Description  of  new 
philosophical  furnaces,  set  forth  in  English  by  J.  F.,  1652. 

Faber  [Rev.  Ernst).  See  Bretsciineider  (E.),  Botanicon  Sinicum. 
Faber  (Petr.  Joann.).  Cliyrurgia  spagyrica.  Argentorati,  1632 

162  p. 

Palladium  spagyricum.  Editio  secunda.  Argentorati,  1632 
10  + 340  p. 

Myrothecium  spagyricum  ; sive  Pharmacopeia  chymica.  Argen- 
torati, 1632.  4 + 398  p. 

Faber  (William  L.).  See  Regnault  (H.  V.),  Elements  of  chemistry. 
Fabre  jeune  (D.).  Memoire  sur  les  alterations  frauduleuses  de  la 
garance  et  de  ses  derives.  Avignon,  1860.  48  p.  (Pam.  39.) 
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Fabulae  yEsopise.  See  Phaedrus  (A.  L.),  1860. 

Faculte  de  medecine  de  Paris.  See  France,  Codex,  1758;  1818; 
1819;  1839;  1866. 

Faculty  of  Physicians  and  Surgeons  of  Glasgow.  Alphabetical 
catalogue  of  the  library,  preceded  by  an  index  of  subjects ; by 
A.  Duncan.  Glasgow,  1885.  18  + 244  + 830  p. 

— Memorials  of  the  Faculty,  1599-1850  ; with  sketch  of  the  rise  and 

progress  of  the  Glasgow  Medical  School,  and  of  the  medical 
profession  in  the  west  of  Scotland  ; by  A.  Duncan.  Glasgow, 
1896.  16  + 308  p.  +1  por.  +3  pi. 

Fagge  (Charles  Hilton).  See  Guy’s  Hospital,  Reports,  1868-73. 
Faguet  (A.).  See  Baillon  (H.  E.),  Dictionnaire  de  botanique, 
1876-89  ; — Traite  de  botanique  medicale,  1883-84. 

Fairfax.  Arcana  Fairfaxiana  manuscripta  : a manuscript  volume 
of  apothecaries’  lore  and  housewifery  nearly  three  centuries 
old,  used,  and  partly  written  by  the  Fairfax  family  ; repro- 
duced in  fac-simile ; introduction  by  G.  Weddell.  Newcastle 
on  Tyne,  1890.  50+206  p.  * 

Fairholt  (Frederick]  W[illiam]).  Dictionary  of  terms  in  art, 
[illustrated.  New  edition!]  London,  [1870?].  6 + 474  p. 

Falck  (Ferd.  Aug.).  Ubersicht  der  speciellen  Drogenkunde.  Kiel, 
1877.  8 + 38  p. 

Falconer  (William).  Essay  on  the  Bath  waters,  containing  intro- 
duction to  the  study  of  mineral  waters  in  general.  London, 
1772.  2 vol. 

— See  also  Dobson  (M.),  Medical  commentary  on  fixed  air,  1785. 
Famine.  Forster  (T.),  Facts  respecting  epidemia,  with  historical 

catalogue  of  visitations  of  famine,  etc.,  3rd  ed.,  1832. 

Faraday  (Michael).  Chemical  manipulation.  New  edition.  London, 
1830.  12  + 646  p. 

— Same.  Third  edition.  London,  1842.  14+664  p. 

— Subject  matter  of  a course  of  six  lectures  on  the  non-metallic 

elements;  arranged  by  J.  Scoffern.  London,  1853.  8 + 294  p. 

— Observations  on  mental  education.  ( In  Royal  Institution  of 

Great  Britain,  Lectures  on  education,  1855,  p.  37-88.) 

— Experimental  researches  in  chemistry  and  physics.  London, 

1859.  8 + 496  p.  +3  pi. 

— Chemical  history  of  a candle  ; edited  by  W.  Crookes.  New 

edition.  London,  1886.  226  p. 

— Faraday  as  a discoverer;  by  J.  Tyndall.  London,  1868.  8 + 

172  p.  +2  por. 

— Life  and  letters  of  Faraday;  by  [H.]  B.  Jones.  London,  1870. 

2 vol.,  por.,  2 pi. 

— M.  F.  [biography] ; by  J.  H.  Gladstone.  London,  1872.  8+176  p. 
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Faraday  (Michael)  & C.  F.  Schonbein.  Letters  of  F.  and  S, 
1836-62,  with  notes,  comments  and  references  to  contemporary 
letters ; edited  by  G.  W.  A.  Kahlbaum  and  F.  Y.  Darbishire. 
Bale,  1899.  16  + 380  p.  +2  por. 

Faraday  lecture.  See  Liebig  (J.  v.),  Life-work  of  Liebig,  by 
A.  W.  Hofmann,  1876. 

Farlow  (William  Gilson).  See  Annals  of  botany,  1887-1900. 
Farmacia  (La)  moderna ; rivista  per  L.  d’Emilio.  Napoli,  [1879-81]. 
Anni  2-4. 

Faimacopea  chilena.  Chile  or  Chili,  Farmacopea  chilena,  por 
A.  Murillo  [i]  C.  Middleton,  1886.  * 

Farmacopea  en  Castellano,  6 Coleccion  de  las  formulas  de  la  Matri- 
tense  y Espanola ; con  un  breve  catalogo  de  algunas  com- 
posiciones  magistrates  del  Memorial  farmaceutico  de  Cadet  de 
Gas[s]icourt  y otros.  Madrid,  1823.  8 + 404  p. 

Farmacopea  espanola.  Spain,  Farmacopea  espanola,  5a  ed.,  1865; 

Farmacopea  oficial  espanola,  6a  ed.,  1884.  * 

Farmacopea  generate.  Brugnatelli  (L.  V.),  1807 ; nuova  ed.,  1814. 

— Ruata  (C.),  Farmacopea  nazionale  e generate,  1883. 

Farmacopea  italiana.  Gallo  (G.),  Farmacopea  italiana  ossia  Di- 

zionario  di  farmacia  e di  terapeutica,  [1881-82]. 

— Italy,  Farmacopea  ufficiale  del  regno  d’ltalia,  1892.  * 

— Orosi  (G.),  F armacologia  ovvero  Farm,  itah,  4a  ed.,  1866-76. 
Farmacopea  mexicana.  Sogiedad  farmaceutica  he  Mexico,  Nueva 

farmacopea  mexicana,  2a  ed.,  1884;  3a  ed.,  1896.  * 

Farmacopea  nazionale  et  generate.  Ruata  (C.),  1883. 

Farmacopea  quirurgica  de  Londres.  See  Pharmacopoeia  chirurgica. 
Farmacopea  venezolana.  Venezuela,  1898.  * 

Farming.  See  Agriculture. 

Farquharson  (Robert).  Guide  to  therapeutics.  London,  1877.  6 + 
302  p. 

— Same.  Second  edition.  London,  1881.  8 + 376  p. 

— Same.  Third  edition.  London,  1883.  8 + 374  p. 

Farre  (Frederic  John).  See  Pereira  (J.),  Manual  of  materia 
medica,  abridgement  by  F.  J.  F.,  etc.,  1865. 

Farrell  (M.).  See  Berthollet  (C.  L.),  Researches  into  the  laws 
of  chemical  affinity,  translated  by  M.  F.,  1804. 

Fat.  Dobell  (H.),  Report  on  ...  pancreatic  emulsion  of  fat  1867. 
Fats.  Benedikt  (R.),  Chemical  analysis  of  oils,  fats,  etc.,  1895. 

— Bernardin  ([R.  J.]),  Classification  de  160  Indies  et  graisses 

vegetates,  2e  ed.,  suivie  de  la  classification  de  95  Indies  et 
graisses  animates,  1874. 

— Brannt  (W.  T.),  Practical  treatise  on  animal  and  vegetable  fats 

and  oils,  1888  ; 2nd  ed.,  1896. 
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Pacht  (T.),  Untersuchungen  Uber  das  Verhalten  der  Fette  zu 

Zuckersolutionen,  1888. 

Wright  (0.  R.  A.),  Animal  and  vegetable  fixed  oils,  fats,  butters, 

and  waxes,  1894. 

Faulkner  (Frank).  See  Pasteur  (L.),  Studies  on  fermentation, 
the  diseases  of  beer,  etc.,  1879. 

Faye  ([Herve  Auguste  Etienne  Albans]).  Sur  la  situation  actuelle 
du  Bureau  des  longitudes.  [Paris,  1872.]  8 p.,  n.  t.-p.  (Pam.  5.) 

Faye  fils.  See  Nicolai  (N.  de). 

Faye  pere  ([J.  P.  P.]).  ^ee  NIC0LAI  (N.  he). 

Fayk  Bey  {Colonel).  See  Sudda  (G.  della). 

Fayle  (J.).  See  Allen  (W.),  The  Spitalfields  genius,  1884. 

Fayrer  {Sir  Joseph).  On  the  bael  fruit  and  its  medicinal  properties 
and  uses.  London,  1877.  30  p.  (Pam.  70.) 

Fearnley  (William).  Course  of  elementary  practical  histology. 
London,  1887.  12  + 364  p. 

Fecula.  See  Starch. 

Fee  (Antoine  Laurent  Apollinaire).  Cours  d’histoire  naturelle  phar- 
maceutique.  Paris,  1828.  2 tomes.  B.  * 

— Flore  de  Theocrite  et  des  autres  bucoliques  grecs.  Paris,  1832. 

16+122  p.  % * 

Commentaires  sur  la  botanique  et  la  matiere  medicate  de  Pline. 

Paris,  1833.  3 tomes.  %.  * 

See  also  Journal  de  chimie  medicale,  etc.,  1825-47. 

Feiling  (C.  A.).  See  Flugel  (J.  G.),  Complete  dictionary  of  the 
German  and  English  languages,  1841. 

Feldt  (Victor).  Der  Kohlensauregehalt  der  Luft  in . Dorpat 
bestimmt  in  den  Monaten  Februar  bis  Mai  1887.  Dorpat, 
1887.  50  p.  (Pam.  28.) 

Felkin  (W.).  Hosiery  and  lace.  {In  Bevan,  G.  P.,  British  manu- 
facturing industries,  2nd  ed.,  1877,  Hosiery,  etc.,  p.  1-89.) 

Fenny  Compton.  Beesley  (T.),  Lias  of  Fenny  Compton,  1877. 

Fenwick  (George  E.).  See  Canada  medical  journal,  1864-69. 

Ferguson  (William).  The  palmyra  palm,  borassus  flabelliformis, . 
of  Ceylon.  Colombo,  1850.  2 + 2 + 52  + 40  p.  +6  pi. 

Fermentation  and  Ferments.  {See  also  Antiseptics  ; Bacterio- 
logy - Disinfection.) 

— Bourquelot  (E.),  Les  ferments  solubles,  1896. 

— Green  (J.  R.),  The  soluble  ferments  and  fermentation,  1899. 

Higgins  (B.),  Experiments  and  observations,  1786. 

Lafar  (F.),  Technical  mycology,  schizomycetic  fermentation,  1898. 

Macbride  (D.),  Experimental  essays  on  the  fermentation  oft 

alimentary  mixtures,  etc.,  1764. 
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Fermentation  and  Ferments — continued. 

— Pasteur  (L.),  Etudes  sur  la  biere,  avec  une  tlieorie  nouvelle 

de  la  fermentation,  1876.  * 

Eng.,  Studies  on  fermentation,  etc.,  1879. 

— Schutzenberger  (P.),  On  fermentation,  3rd  ed.,  1880. 

— Trouessart  (E.  L.),  Microbes,  ferments  and  moulds,  1886. 

— Wernitz  (I.),  tJber  die  Wirkung  der  Antiseptica  auf  ungeformte 

Fermente,  1880. 

Fernandez.  See  Hernandez. 

Fernelius  (John).  Select  medicinal  counsels.  ( In  Riverius,  L., 
Practice  of  physic,  1678,  vol.  2,  p.  323-417.) 

Ferns.  ( See  also  individual  ferns  under  their  names.) 

— Baildon  (H.  C.),  Specimens  of  B.’s  nature-printed  ferns,  1869.  * 

— Bary  ([H.]  A.  de),  Comparative  anatomy  of  the  vegetative 

organs  of  the  phanerogams  and  ferns,  1884, 

— Cooke  (M.  C.),  Pern  book  for  everybody,  1867. 

— Linne  (C.  [v.]),  Index  alphabeticus 'filicum,  1821. 

— Lowe  (E.  J.),  Our  native  ferns,  1867-69.  * 

— Moore  (T.),  Handbook  of  British  ferns,  2nd  ed.,  1853. 

— Smith  (John)2,  Historia  filicum,  1875. 

Fero  (Adolph).  Hie  augenblicklich  im  russischen  Handel  vorkom 
menden  Rhabarbersorten,  namentlich  die  Radix  Rhei  mosco- 
vitici  verglichen  mit  anderen  Sorten,  beziiglich  ihrer  pharma  - 
cognostischen  und  chemischeri  Eigenschaften ; [Dissertation], 
Moskau,  1866.  36  p.  +2  pi.  (Pam.  24.) 

Ferrall  ([James  Stephen])  & [T.]  Repp.  Dansk-norsk-engelske 
Ordbog.  Fjerde  Udgave,  ved  A.  Larsen.  Kjqbenhavn,  1873. 
4 + 556  p.  * 

Ferrand  (Eus&be).  Aide-memoire  de  pharmacie  : vade-mecum  du 
pharmacien  a l’officine  et  au  laboratoire.  Paris,  1873  [pub. 
1872],  12  + 688  p.  2 copies . 

— Same.  Deuxieme  edition.  Paris,  1880.  12  + 722  p. 

— Same.  Cinquieme  edition.  Paris,  1891.  12  + 852  p. 

— Premiers  secours  aux  empoisonnes,  aux  noyes,  aux  asphyxies, 

aux  blesses  en  cas  d’accident  et  aux  malades  en  cas  d’indis- 
position  subite.  Paris,  1878.  10  + 288  p. 

— See  also  Calvert  (F.  C.)  cfc  E.  F.,  Memoire  sur  la  vegetation,  1844. 
Ferreira  (Antonio  Alves).  Hydrologie  generale,  ou  Dissertation 

sur  la  nature,  les  qualites  et  les  usages  des  eaux  naturelles 
et  artificielles,  minerales  et  potables.  Paris,  1867.  6 + 404  p. 

+ 1 col.  pi. 

Ferrier  (David).  See  Guy  (W.  A.),  Principles  of  forensic  medicine, 
4th  ed.,  1875. 

Ferrum.  See  Iron. 
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Fertilisation.  Darwin  (C.  [R.]),  Effects  of  cross  and  self  fertili- 
sation in  the  vegetable  kingdom,  2nd  ed.,  1878. 

— Darwin  (C.  [R.]),  The  various  contrivances  by  which  orchids 

are  fertilised  by  insects,  2nd  ed.,  1882. 

— Lubbock  (J.),  On  British  wild  flowers  considered  in  relation  to  ■ 

insects,  1882. 

— Muller  (H.),  The  fertilisation  of  flowers,  1883. 

Ferula.  Borszczow  (E.),  Die  pharmaceutisch-wichtigen  Ferulaceen 
der  aralo-caspischen  Wiiste,  1860. 

Feuillee  ([Louis  or]  Ludwig).  Beschreibung  zur  Arzeney  dien- 
licher  Pflanzen,  welche  in  den  Reichen  des  mittagigen  America 
in  Peru  und  Chily  vorziiglich  im  Gebrauch  sind  ; aus  dem 
franzosischen  iibersetzt  von  G.  L.  Huth.  Niirnberg,  1756-57. 

2 Bd.,  100  col.  pi.  % * 

Fevers.  Ballard  (E.),  On  a localised  outbreak  of  typhoid  fever  in 
Islington,  traced  to  the  use  of  impure  milk,  1871. 

— Butter  (W.),  Treatise  on  infantile  remittent  fever,  1782. 

— [Glutton  (J.),  Short  and  certain  method  of  curing  all  continued 

fevers,  3rd  ed.,  1748.] 

— Cohausen  (J.  H.),  Archeus  febrium  faber  et  medicus,  1731.  * 

— Penrose  (F.),  Dissertation  on  ...  sore  throat,  also  on  the  putrid' 

fever,  2nd  ed.,  1768. 

— - Skeete  (T.),  Experiments  and  observations  on  quilled  and  red. 
Peruvian  bark,  with  remarks  on  fevers,  etc.,  1786. 

— Wall  (M.),  Clinical  observations  on  opium  in  low  fevers,  and  I 

in  the  synochus,  with  remarks  on  the  epidemic  at  Oxford,  1786. 
— • Weddell  (H.  A.),  Sur  l’avantage  qu’il  y aurait  a remplacer  la 
quinine  par  la  cinchonidine  dans  le  traitement  des  fi&vres  in- 
termittentes,  [1877]. 

— White  (J.  Walls),  Salicylic  acid  in  yellow  fever,  [1880]. 

Fibres.  Simmonds  (P.  L.),  Fibres  and  cordage,  2nd  ed.,  1877. 

Field  (Henry).  See  Society  of  Apothecaries  of  London,  Memoirs  - 

of  the  botanick  garden  at  Chelsea,  1820  ; 1878  ; — Introductory 
address  at  the  first  evening  meeting,  1835. 

Fiji.  Seejiann  (B.),  Flora  Yitiensis,  plants  of  Fiji,  1865-73.  * 

Filhol  ([Edouard]).  Studies  on  the  connection  existing  between 
the  atomic  weights,  crystalline  forms  and  density  of  bodies. 
{In  Graham,  T.,  Chemical  reports  and  memoirs,  1848,  p.  63-84.)) 
Filix  mas.  Kruse  {Provisor),  Versuche  einer  vergleichenden 
Analyse  der  Rd.  Filicis  maris,  [1876]. 

Finland.  Pharmacopoea  Fennica.  {In  Codex  medicamentarius' 
Europams,  sect.  5,  tom.  1,  1821,  p.  261-376.) 

— Savie.  Editio  secunda.  ILelsingforsise,  1850.  16+176  p.  2 copies. 

— Same.  Editio  tertia.  Helsingforsise,  1863.  14+160  p.  * 
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— Anvisning  till  igenkannande  och  profiling  af  liikemedlen  i finska 

farmacopeens  andra  upplaga.  Helsingfors,  1851.  24+192  p. 

2 copies. 

Finlayson  (George).  The  mission  to  Siam,  and  Hue  the  capital  of 
Cochin  China.  London,  1826.  32  + 428  p.  + 1 pi.  1§.  * 

Fire.  Attfield  (J.),  Origin,  extension  & prevention  of  fires,  1872. 

— Chevallier  ([J.  B.]  A.),  Memoire  sur  les  incendies  et  inflam- 

mations spontanes,  [1841]. 

. — Higgins  (B.),  Experiments  and  observations  on  ...  the  matter 
of  fire  and  light,  1786. 

— Scheele  (C.  W.),  Chemical  observations  and  experiments,  1780. 

. — Swedenborg  (E.  [Swedberg,  Baron  v.]),  Some  specimens  of  a 
work  on  chemistry,  with  treatises  [on  iron,  fire,  etc\  1847. 
Fischer  (Emil).  Exercises  in  the  preparation  of  organic  com- 
pounds ; translated  from  the  second  German  edition,  by  A. 
Kling.  Glasgow,  1889.  8 + 74  p. 

Fischer  (F.  B.).  Synopsis  astragalorum  tragacantharum.  Mosquse, 
1853.  174  p.  +pl.  1-3  ; pi.  4-12  wanting. 

Fischer  (Ferdinand).  See  Wagner  (R.  v.),  Manual  of  chemical 
technology,  1892. 

Fischer  (Gotthelf).  Zoognosia  tabulis  synopticis  illustrata,  in 
usum  prselectionum  Academise  Imperialis  Medico-chirurgicse 
Mosquensis.  Editio  tertia.  Mosquse,  1813.  Vol.  1,  pi.  1-5,  7-8. 
Fisher  <fc  [A.  F.]  Haselden.  Domestic  medicines,  their  uses  and 
doses,  etc.  Second  edition.  London,  1865.  64  p. 

Fishes  and  Fishing.  [See  also  various  species  of  fishes.) 

■ — Davy  (H.),  Collected  works,  1839-40,  v.  9,  Salmonia,  or  Days 
of  fly-fishing. 

- — London  and  West  of  Ireland  Fishing  and  Fish  Manure  Com- 
pany, Observations  on  the  fisheries  of  the  west  coast  of  Ireland, 
operations  of  the  Company,  by  T.  E.  Symonds,  6th  ed.,  1856. 

— Raue  (B.),  Untersuchungen  liber  ein  aus  Afrika  stammendes 

Fischgift,  1889. 

— Societe  d’acclimatation,  Paris,  Sur  l’exposition  internationale 

de  produits  et  engins  de  peche  a Bergen,  et  sur  la  pisciculture 
en  Norvege,  rapport  par  J.  L.  Soubeiran,  1866. 

Rapport  sur  l’exposition  des  produits  de  peche  de  La  Haye 

en  1867,  par  J.  L.  Soubeiran,  1869. 

■ Rapport  sur  les  expositions  internationales  de  peche  de  Bou- 

logne, Arcachon  et  du  Havre,  par  J.  L.  Soubeiran,  1871. 

— Soubeiran  (J.  L.),  Pisciculture  dans  les  Neilgherries,  1870. 

— Thomson  (C.),  Untersuchungen  eines  RUS  West-Afi'ica  &tam» 

menden  Fisehgiftes,  J 882, 
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Fitch  (Walter  Hood).  See  Bentham  (G.),  Handbook  of  the 

British  flora,  1865. 

— See  Great  Britain  and  Ireland,  Committee  of  Council  on 

Education,  Illustrations  of  natural  orders,  1874. 

— See  Howard  (J.  E.),  Illustrations  of  Nueva  quinologia,  1859-62. 

— See  Sowerby  (Ja.),  English  botany,  3rd  ed.,  v.  12,  1886. 

Fitch  (W[alter]  II[ood]  cfc  W.  G.  Smith.  Illustrations  of  the 

British  flora : a companion  to  Bentham’s  Handbook  and  other 
British  floras.  London,  1880.  8 + 328  p. 

Fixed  air.  See  Carbonic  acid. 

Flame.  See  Davy  (H.),  Collected  works,  1839-40,  vol.  6. 
Flatulence.  Beared  (A.),  On  the  successful  treatment  of  flatulence 
by  a novel  use  of  charcoal,  1865. 

Flax.  Charley  (W.  T.),  Flax,  2nd  ed.,  1877. 

— Macadam  jun.  (-J.),  Production  of  the  flax  plant,  and  modes  of 

preparing  fibre  for  manufacture,  1853. 

Fleischer  (Emil).  System  of  volumetric  analysis ; translated,  with 
additions,  from  the  second  German  edition,  by  M.  M.  P.  Muir. 
London,  1877.  20  + 276  p. 

Fleming  (Alexander).  Inquiry  into  the  physiological  and  medicinal 
properties  of  the  aconitum  napellus ; [with]  observations  on 
several  other  species  of  aconitum.  London,  1845.  14+160  p. 

[ — ] Classification  of  the  materia  medica  ; a review  [of  Pereira's 
Elements  and  Trousseau  and  Pidoux’s  Traite.  Anon.].  Dublin, 
1850.  16  p.  (Pam.  37.) 

— On  the  classification  of  medicines,  accordiug  to  their  action  on 

the  healthy  body.  Dublin,  1852.  34  p.  (Pam.  37.) 

— On  the  measle  of  the  pig  : and  on  the  wholesomeness,  as  food 

for  man,  of  measly  pork.  Dublin,  1857.  2 + 8 p.  (Pam.  36.) 

— See  also  London  and  Edinburgh  monthly  journal  of  medical 

science,  1848-49. 

— See  also  Queen’s  College,  Cork,  Introductory  address  on 

medical  education,  1850. 

— See  also  Queen’s  Hospital,  Birmingham,  Introd.  address,  1870. 
Fletcher  (Robert).  See  Index  medicus,  1885-94. 

Flora.  See  Botany  ; also  under  the  names  of  various  places. 

Flora  (Toilet  of).  See  Toilet  of  Flora,  new  ed.,  1784. 

Florence.  See  Associazione  chimico-farmaceutica  fiorentina. 

— See  Reale  societA.  toscana  di  orticultura. 

Flour.  Martinenq  (J.),  Des  farines  employees  dans  la  marine  du 
port  de  Toulon,  1887. 

— Wanklyn  (J.  A.)  & W.  J.  Cooper,  Bread-analysis,  1886. 

Flowers.  (See  also  Botany  ; — Fertilisation.) 

— Allen  (G.),  The  colours  of  flowers,  1882. 
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Flowers — continued. 

— Darwin  (C.  [R.]),  Different  forms  of  flowers  on  plants  of  the 

same  species,  3rd  thousand,  1884. 

— Friend  (H.),  Flowers  and  flower  lore,  2nd  ed.,  1884. 

— Henslow  (G.),  Floral  dissections,  1879. 

The  origin  of  floral  structures  through  insect  and  other 

agencies,  1888. 

— Lubbock  (J.),  Flowers,  fruits,  and  leaves,  1886. 

Fluckiger  (F[riedrich]  A[ugust]).  Lehrbuch  der  Pharmakognosie 
des  Pflanzenreiches : Naturgeschichte  der  wichtigeren  Arznei- 
stoffe  vegetabilischen  Ursprunges.  Berlin,  1867.  28  + 748  p. 

— Same.  Another  copy.  B.  * 

— Same.  Pharmakognosie  des  Pflanzenreiches.  Zweite  Auflage. 

Berlin,  1881-83  \pub.  1880-83].  16  + 1050  p. 

— Same.  Dritte  Auflage.  Berlin,  1891.  16  + 1118  p. 

— liber  Starke  und  Cellulose.  Halle,  [1871].  28  p.  +1  pi. 

(Pam.  38.) 

— Die  Frankfurter  Liste  ; Beitrag  zur  mittelalterlichen  Geschichte 

der  Pharmacie  bei  Gelegenheit  der  Pharmacopcea  germanica. 
Halle,  1873.  52  p.  (Pam.  38.) 

— Same.  Another  copy.  B.  * 

— Grundlagen  der  pharmaeeutischen  Waarenkunde  ; Einleitung  in 

das  Studium  der  Pharmacognosie.  Berlin,  1873.  2 + 8 + 140  p. 

— Same.  Arwther  copy.  B.  * 

— Eng.  Principles  of  pharmacognosy,  by  F.  A.  F.  and  A.  Tschirch  ; 

translated  by  F.  B.  Power.  New  York,  1887.  16  + 294  p. 

— Inventaire  d’une  pharmacie  de  Dijon  en  1439.  [Schaff hausen, 

1873.]  12  p.,  n.  t.-p.  (Pam.  10.) 

— Uber  die  Bukublatter  ; [mit  Notiz  iiber  das  Muscatstearopten. 

Schaffhausen,  1873.]  4 p.  + 1 col.  pi.,  n.  t.-p.  (Pam.  10.) 

— Zersetzung  des  weissen  Pracipitats  durch  Jod.  [Berlin,  1875.] 

2 p.,  n.  t.-p.  (Pam.  58.) 

— Bemerkungen  iiber  Rhabarber  und  Rheum  officinale.  [Miinchen, 

1876.]  18  p.  +1  pi.,  n.  t.-p.  (Pam.  58.) 

— Documente  zur  Geschichte  der  Pharmacie.  Halle,  1876.  96  p. 

(Pam.  45.) 

— Osterferien  in  Ligurien.  [Miinchen,  1876.]  58  p.,  n.  t.-p. 

(Pam.  58.) 

— Eng.  Easter  holiday  in  Liguria  : with  account  of  the  garden  of 

the  Palazzo  Orengo  at  Mortola ; [translated  from  the  German, 
with  additions.  N.  p.,~\  1877.  2 + 46  p.  (Pam.  47.) 

— Uber  Carvol.  [Berlin,  1876.]  [8]  p.,  n.  t.-p.  (Pam.  58.) 

— Uber  die  Nachweisung  freier  Mineralsiiuren  durch  Colchicin. 

[Miinchen,  1876.]  6 p.,  n.  t.-p.  (Pam.  58.) 
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Fliickiger  (F[riedrich]  A[ugust]) — continued. 

— Das  Norcllinger  Register  ; Beitrag  zur  Geschichte  der  deutschen 

Pharmacie  im  15.  Jahrhundert.  [Halle,  1877.]  20  p.,  n.  t.-p. 

(Pam.  45.) 

— Note  sur  la  racine  de  violette  de  Verone.  [Strasbourg,]  1877. 

4 p.,  n.  t.-p.  (Pam.  58.) 

— Notizen  iiber  das  Saponin  der  Sarsaparilla.  [Halle,  1877.)  18  p., 

n.  t.-p.  (Pam.  45.) 

— Pharmaceutische  Chemie.  Berlin,  1879.  12  + 910  + 2 p. 

— Same.  Zweite  Auflage.  Berlin,  1888.  2 Teile,  in  1 vol. 

— Pharmacognostische  Umschau  in  der  Pariser  Ausstellung,  und 

den  Londoner  Sammlungen : Pharmaceutical  Society,  India 
Museum,  Botanischer  Garten  von  Kew.  [Halle,  1879.]  4 + 

82  p.  (Pam.  45.) 

— Notizen  iiber  das  Canangaol  oder  Ilang-Ilang-Ol.  [Halle,  1881.] 

8 p.,  n.  t.-p.  (Pam.  45.) 

— Die  Chinarinden  ; in  pharmakognostischer  Hinsicht  dargestellt. 

Berlin,  1883  [pub.  1882].  80  p.  +8  pi. 

— Eng.  The  cinchona  barks  : pharmacognostically  considered ; 

translated  from  the  original  text,  with  notes,  by  F.  B.  Power. 
London,  1884.  104  p.  +8  pi. 

— Grundriss  der  Pharmakognosie.  Berlin,  1884.  24  + 260  p. 

— Same.  Zweite  Auflage.  Berlin,  1894.  24  + 334  p. 

— Ital.  Elementi  di  farmacognosia  ; con  aggiunte  del  P.  Giacosa. 

Torino,  1886.  2 + 24  + 248  p. 

— La  Mortola ; der  Garten  des  Herrn  Thomas  Hanbury,  April, 

1884.  Strassburg,  1886.  30  p.  +3  pi. 

— Eng.  La  Mortola  ; a short  description  of  the  garden  of  Thomas 

Hanbury,  Esq.  ; translated  from  the  German  by  Miss  Helen  P. 
Sharpe.  Privately  printed,  1885.  2 + 20  p.  +3  pi. 

— See  also  Alexander  Trallianus , Pharmacognostiche  Notizen,  1880. 

— See  also  Brunfels  (O.),  O.  B.,  Fragment  zur  Geschichte  der 

Botanik  und  Pharmacie,  1878. 

— See  also  Hanbury  (D.),  D.  H.,  Nekrolog,  1875. 

- — See  also  Weddell  (H.  A.),  Ubersicht  der  Cinchonen,  1871. 
Fliickiger  (Friedrich  A[ugust])  & D.  Hanbury.  Pharmacographia  : 
a history  of  the  principal  drugs  of  vegetable  origin,  met  with 
in  Great  Britain  and  British  India.  London,  1874.  20  + 704  p. 

■ 3 copies. 

— Same.  Second  edition.  London,  1879.  20  + 804  p.  3 copies. 

— Fr.  Histoire  des  drogues  d’origine  vegetale ; traduction  de 

l’ouvrage  anglais  Pharmacographia, . augmentee  par  J.  L.  de 
Lanessan ; avec  preface  par  H.  Baillon,  et  320  figures  par  L. 
Hugon,  Paris,  1878  [pub.  1877].  2 tomes.  * 
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Fliickiger  (M[ax]).  Untersuchung  iiber  die  Kupferoxyd  reduci- 
renden  Substanzen  des  normalen  Harnes.  Strassburg,  1885. 
34  p.  (Pam.  14.) 

Fliigel  (Felix),  I.  Schmidt  <£•  G.  Tanger.  Dictionary  of  the  English 
and  German  languages.  London,  1896.  2 vol.  * 

Fliigel  ([Johann  Gottfried]).  Complete  dictionary  of  the  German 
and  English  languages  ; adapted  to  the  English  student,  by 
C.  A.  Feiling  and  A.  Heimann.  London,  1841.  2 vol.  * 

Fluid  extracts  by  repercolation.  See  Squibb  (E.  R.),  1878  ; 1879. 
Folchi  (Jac.).  Materia;  medicse  compendium  in  usum  auditorum 
Archigymnasii  Romani.  Editio  altera.  Augustae  taurinorum, 
1841.  2 + 398  p.  % * 

Folcz  (Joannas).  Confectbuch.  {In  Macer  Floridus,  De  viribus 
herbarum,  1832,  p.  178-93.)  %.  * 

Fontaine  (Gaston).  Des  poisons  de  fieches  et  d’epreuve  en  general 
et  de  l’inee  en  particulier.  Montpellier,  1887.  62  p.  +1  pi. 

(Pam.  15.) 

Food,  Drink,  and  Diet.  ( See  also  Cookery; — Digestion,  and 

separate  articles  of  food,  etc.) 

— Abdallah  Ben  Ahmed  (A.  M.),  Grosse  Zusammenstellung, 

iibersezt  von  J.  v.  Sontheimer,  1840-42.  * 

— Analyst  (The),  1876-1900.  * 

— Arbuthnot  (J.),  Essay  concerning  the  nature  of  aliments,  1731. 

— Attfield  (J.),  Water  and  water-supplies,  and  unfermented 

beverages,  3rd  ed.,  1884. 

— Battershall  (J.  P.),  Food  adulteration  and  its  detection,  1887. 

— Bell  (James),  Analysis  and  adulteration  of  foods,  1881-83. 

— Blyth  (A.  W.),  Manual  of  practical  chemistry,  the  analysis  of 

foods  and  the  detection  of  poisons,  1879. 

Foods,  their  composition  and  analysis,  [2nd  ed.,]  1882 ; 3rd 

eel.,  1888  ; 4th  ed.,  1896. 

— Bourgoin  ([A.]  E.),  Hygiene  publique,  De  1’alimentation  dans 

une  ville  assiegee,  et  en  particulier  de  la  viande  de  cheval,  1870. 

— Burness  (W.),  Cattle  cookery,  system  of  feeding  cattle,  1860. 

— Chevallier  ([J.  B.]  A.),  Dictionnaire  des  alterations  et  falsifi- 

cations des  substances  alimentaires,  etc.,  3me  ed.,  1857-58. 

— Davidson  (W.),  Treatise  on  diet,  1843. 

— Dierbach  (J.  H.),  Flora  Apiciana,  Nahrungsmittel  der  alten 

Romer,  1831.  * 

— Fotiiergill  (J.  M.),  Food  for  the  invalid,  2nd  ed.,  1884. 

Manual  of  dietetics,  1887  [ pub . 1886]. 

— Fox  (C.  B.),  Sanitary  examinations  of  water,  air  and  food,  2nd 

ed.,  1886. 

— Gille  (N.  [J.  G.]),  Falsifications  des  substances  alimentaires,  1853. 
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Food,  Drink,  and  Diet — continued. 

— Hassall  (A.  H.),  Food  and  its  adulterations,  1855. 

Adulterations  detected  in  food  and  medicine,  2nd  ed.,  1861. 

Food,  its  adulterations,  and  methods  for  detection,  1876. 

— Hetet  ([F.]),  La  viande  des  animaux  malades,  1871. 

— Konig  (J.),  Chemie  der  menschlichen  Nahrungs-  und  Genuss- 

mittel,  1879-80  [pub.  1878-79], 

— Lemery  (L.),  Treatise  of  foods,  also  of  drinkables,  3rd  ed.,  1745. 

— Letiieby  (H.),  On  food,  2nd  ed.,  1872. 

— Liebig  (J.  [v.]),  Researches  on  the  chemistry  of  food,  1847. 

Familiar  letters  on  chemistry,  3rd  ed.,  1851 ; 4th  ed.,  1859. 

— Lindley  (J.),  Substances  used  as  food,  1852. 

— Macbride  (D.),  Experimental  essays  on  the  fermentation  of 

alimentary  mixtures,  etc.,  1764. 

— Manley  (J.  J.),  Salt,  Preservation  of  food,  etc.,  2nd  ed.,  1878. 

— Monthly  gazette  of  health,  [Popular  ...  dietetic  journ.,]  1816-20. 

— Morel  (J.),  L’alimentation,  expose  des  principes  qui  doivent 

servir  de  guide  aux  directeurs  des  etablissements  publics 
pour  le  choix  hygienique  et  economique  de  la  nourriture,  suivi 
de  quelques  considerations  sur  l’alimentation  des  alienes, 
[1880-81  ?]. 

— [Paris  (J.  A.),  Treatise  on  diet,  3rd  ed.,  1828.] 

— Pavy  (F.  W.),  Treatise  on  food  and  dietetics,  1874  ; 2nded.,  1875. 

— Pearmain  (T.  H.)  <&  0.  G.  Moor,  Aids  to  the  analysis  of  food 

and  drugs,  [1895]. 

The  analysis  of  food  and  drugs,  1897-99.  * 

— Pearson  (G.),  Arranged  catalogues  of  articles  of  food,  seasonings, 

and  drinks,  4th  ed.,  1821. 

— Pearson  (R.),  Practical  synopsis  of  materia  alimentaria,  1808. 

— Peckolt  (T.),  Historia  das  plantas  alimentares  et  de  gozo  de 

Brasil,  1871-84. 

— Pereira  (J.),  Treatise  on  food  and  diet,  1843. 

— Roberts  (W.),  Lectures  on  dietetics  and  dyspepsia,  2nd  ed.,  1886. 

— Robinson  (H.  M.)  & C.  H.  Cribb,  The  law  and  chemistry  of  food 

and  drugs,  1895. 

— Scott  (W.  L.),  On  the  supply  of  animal  food  to  Britain,  1868. 

— Smith  (E.),  Foods,  8th  ed.,  1883. 

— Soubeiran  (J.  L.),  Curiosites  de  l’alimentation,  1871. 

— Soubeiran  (J.  L.)  & A.  [A.]  Delondre,  Produits  vegetaux  du 

Portugal,  1867. 

— Squibb  (E.  R.),  Proposed  legislation  [in  the  United  States,]  1879. 

— Tiieodorus  Priscianus,  Dieta,  1533.  * 

— Thoms  (H.)  & E.  Gilg,  Einfuhrung  in  die  praktische  Nahrungs- 

mittelchemie,  1899. 
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Food,  Drink,  and  Diet — continued. 

— Thornton  (It.  J.),  New  family  herbal,  plants  used  in  diet,  1810. 

— Truman  (M.),  Food  and  its  influence  on  health,  etc.,  1842. 

— Vierteljahressciirift  liber  die  Fortschritte  auf  dem  Gebiete  der 

Chernie  der  Nahrungs-  und  Gennssmittel,  1886-98.  * 

— Vogl  (A.  E.),  Nahrungs-  und  Genussmittel  aus  dem  Pflan/.en  • 

reiche,  1872. 

Die  wichtigsten  vegetabilischen  Nahrungs-  und  Genussmittel, 

1899. 

— Yeo  (I.  B.),  Food  in  health  and  disease,  new  ed.,  1896. 

— Zeitschrift  fiir  Untersuchung  der  Nahrungs-  und  Genuss- 

mittel, 1898-1900. 

Foraminifera.  Great  Britain  and  Ireland,  Government,  Report 
on  the  scientific  results  of  the  voyage  of  H.M.S.  Challenger, 
Zoology,  vol.  9,  by  H.  B.  Brady,  1884. 

Forbes  (Henry).  Rise,  progress,  and  present  state  of  the  worsted, 
alpaca,  and  mohair  manufactures  of  England.  ( In  Society  for 
the  Encouragement  of  Arts,  Lectures  on  results  of  the  Great 
Exhibition,  2nd  ser.,  1853,  p.  301-29.) 

Forbes  ( Sir  John).  See  British  and  foreign  medical  review,  1842-8. 
Force.  ( See  cdso  Dynamics.) 

— Tait  (P.  G.),  Lectures  ,..  special  lecture  on  force,  2nd  ed.,  1876. 
Forcellini  (Egidio).  See  Smith  (W.),  Latin-Eng.  diet.,  8 ed.,  1868. 
Fordyce  (George).  Elements  of  agriculture  and  vegetation.  Second 

edition,  [with]  appendix  for  practical  farmers.  London,  1771. 
4+100+10  p.  +3  pi.  (Pam.  63.) 

— Same.  Fourth  edition.  London,  1789.  112  p.  +3  pi.  (Pam.  43.) 

— Lectures  on  physiology,  materia  medica,  and  practice  of  physic, 

[given  between  1764  and  1802?].  2 + 690  p.  ms.  +engr.  por.  * 

Note. — This  work  was  transcribed  for  William  Allen,  first  presi- 
dent of  the  Pharmaceutical  Society  of  Great  Britain,  by  Jonathan 
Middleton.  The  portrait  of  Fordyce  was  published  Nov.,  1796. 

Forensic  medicine,  etc.  See  Jurisprudence. 

Forestry  and  Forests,  Cleghorn  (FI.  [F.  C.]),  Report  upon  the 
forests  of  the  Punjab  and  western  Himalaya,  1864. 

— Evelyn  (J.),  Sylva,  a discourse  of  forest-trees,  3rd  ed.,  1679  : 

4th  ed.,  1706. 

— Head  (G.),  Forest  scenes  and  incidents  in  the  wilds  of  North 

America,  2nd  ed.,  1838. 

— Indian  forester  (The),  1875-80. 

— Johns  (C.  A.),  Forest  trees  of  Britain,  [1869?]. 

— [Madras  Presidency,]  Revenue  Department,  [Summary  of  obser- 

vations on  forests,  and  the  operations  of  the  Forest  Department, 
by]  H.  [F.  C.]  Cleghorn,  1858. 
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Forestry  and  Forests — continued. 

— Pierre  (L.),  Flore  forestiere  tie  la  Cochinchine,  [1881-99].  * 

— [United  States  of  America,  Department]  of  Agriculture,  Re- 

port upon  forestry,  by  F.  B.  Hough,  1878. 

Form  in  decorative  arts.  Wyatt  (M.D.),  Attempt  to  define  princi- 
ples which  should  determine  form  in  decorative  arts,  1852. 
Formulae  and  Formularies.  (See  also  Dispensatories  ; — Pharmaco- 
poeias ; — Prescribing  and  Prescriptions  ; — Receipts.) 

— American  Pharmaceutical  Association,  National  formulary  of 

unofficinal  preparations,  1st  issue,  1888 ; revised  ed.,  1896. 

— Beasley  (H.),  Pocket  formulary,  2nd  ed.,  1842  ; 5th  ed.,  1851  ; 

8th  ed.,  1866  ; 9th  ed.,  1872  ; 10th  ed.,  1877  ; 11th  ed.,  1886. 

— Bocquillon-Limousin  (H.),  Formulaire  ties  medicaments  nou- 

veaux  et  des  medications  nouvelles,  3me  ed.,  1892. 

— Bouchardat  (A.),  Nouveau  formulaire  magistral,  2me  ed.,  1843  ; 

17me  ed.,  1872;  28me  ed.,  1889. 

Braitiiwaite  (-J.  0.),  Pharmaceutical  formulary,  1899. 

— British  Pharmaceutical  Conference,  Unofficial  formulary,  1887 ; 

[new  ed.,]  1888.  * 

— Cadet  de  Gassicourt  ([C.  L.]),  Formulaire  magistral,  3me  ed., 

1816.  * 

— Canning  (W.),  Select  practical  notes  and  formula;,  [1877]. 

— Central  London  Throat,  Nose  and  Ear  Hospital,  Formulae, 

1890. 

Ciiernoviz  (P.  L.  N.),  Formulario  e guia  medica,  11a  ed.,  1884. 

Dorvault  ([F.  L.  M.]),  L’Officine,  conspectus  des  formulaires, 

1844;  3me  ed.,  1850;  6me  ed.,  1866;  8me  ed.,  1872  ; lime 
ed.,  1886.  * 

— Dujardin-Beaumetz  &■  P.  Yvon,  Formulaire  pratique  de  thera- 

peutique  et  de  pharmacologie,  2me  ed.,  1889. 

— Edwards  ([H.]  M.)  & P.  Yavasseur,  Nouveau  formulaire  pratique 

des  hopitaux,  4me  ed.,  par  [L.]  Miallie,  1841. 

Eng.,  Universal  pharmacopoeia,  or  Practical  formulary  of 

hospitals,  3rd  ed.,  by  M.  Ryan,  1839. 

Foy  (F.),  Formulaire  des  medecins  praticiens,  4me  ed.,  1843. 

— Gorraeus  (P.),  Formulae  remediorum,  1569.  * 

— Griffith  (R.  E.),  Universal  formulary,  3rd  ed.,  1874. 

— Guy’s  Hospital,  London , Pharmacopoeia,  1826  ; 1837  ; 1868 ; 1879. 
Jeannel  (J.),  Formulaire  ...  international,  1870 ; 2me  ed.,  1876. 

— Jourdan  (A.  J.  L.),  Pharmacopee  universelle,  conspectus  des  for- 

mulaires, 1828  ; 2e  ed.,  1840. 

Eng.,  Pharmacopoeia  universalis,  ed.  by  J.  Rennie,  1831-33. 

Kilner  (W.  B.),  Compendium  of  pharmacy  and  druggists’  for- 
mulary, 4th  ed.,  [with  supplements,]  1882  ; 5th  ed.,  1884. 
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Formulae  and  Formularies — continued. 

— Ivirby  (J.),  Tables  of  materia  rnedica,  with  formulae,  1805. 

— MacEwan  (P.),  Pharmaceutical  formulas,  2nd  ed.,  1898. 

— Magendie  ([F.]),  Formulary  for  new  remedies,  with  introduction 

and  notes  by  C.  T.  Haden,  4th  ed.,  by  R,  Dunglison,  1825. 
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Foster  (P[eter]  Le  Neve).  Photography.  (In  Bevan,  G.  P.,, 
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Fownes  (George).  Chemistry,  as  exemplifying  the  wisdom  and 
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translation  [by  S.  F.  Simmons]  of  Traitement  contre  le  tenia 
ou  ver  solitaire,  publie  par  ordre  du  roi,  [par  Lassone,  Macquer 
Gourley  de  la  Motto,  A.  L.  de  Jussieu,  J.  B.  Carburi  et 
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France.  Botany.  Bulliard  ([P.]),  [Herbier  de  la  France,  2e 
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Parisiis,  1818.  6 + 222  + 406  p. 
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France.  Codex — continued. 

See  also — 

Hager  (H.),  Pharmacopoese  rocentiores  collate,  1869. 
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16  + 844  p. 
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( With  Levesie,  O.,  Beitrage  zur  Chemie  des  Kaffees,  1876, 
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plant,  and  the  difference  between  the  structure  of  its  stem  and 
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— Investigation  into  some  previously  undescribed  tetanic  symptoms 

produced  by  atropia  in  cold-blooded  animals,  with  a comparison 
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Edinburgh,  1869.  [44]  p.  (Pam.  5.) 

— - Sketch  of  the  present  state  of  our  knowledge  respecting  the  action 
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Fraser  (Thomas  R[ichard])  — continued. 

Strophanthus  liispidus  : its  natural  history,  chemistry,  and  phar- 
macology. Edinburgh,  1890-91.  [188]  p.  +23  pi. 

See  also  Brown  (A.  C.)  <&  T.  R.  F.,  On  the  connection  between 
chemical  constitution  and  physiological  action,  1868-69. 

Fiazer  (William).  Elements  of  materia  medica ; containing  the 
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to  practice.  Second  edition.  London,  1727.  Pt.  2. 

— Same.  Third  edition.  London,  1727.  Pt.  1. 

" Chymical  lectures  ; Englished  by  J.  M.  ; [with]  Appendix  con- 
taining the  account  given  of  this  book  in  the  Lipsick  Acts,  etc. 
Second  edition.  London,  1729.  16  + 200  p. 

Freire  jun.  (Domingos  Jose).  Estudo  analytico  e comparativo  dos 
principaes  acidos  organicos ; these  de  concurso  h cadeira  de 
cliimica  organica  da  Faculdade  de  medicina  do  Rio  de  Janeiro. 
Rio  de  Janeiro,  1874.  4+132  p.  (Pam.  7.) 

V Fi’ova  escrita  do  concurso  a cadeira  de  chimica  organica  da  Facul- 
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Pariz,  1874.  28  p.  (Pam.  33.) 

Fremy  (Edmond).  See  Journal  de  pharmacie  et  de  chimie, 
1841-94. 

[French  (John).  Art  of  distillation ; or,  Treatise  of  spagyricall 
preparations,  experiments,  and  curiosities,  performed  by  way 
of  distillation  ; with  description  of  furnaces  and  vessels,  and 
the  anatomy  of  gold  and  silver.  London,  1651  ?]  [?]  + 216p., 
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t.-p.,  preface,  and  p.  1-4  of  the  Art  of  distillation,  and  p.  17-50 
of  the  London  distiller. 
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French  language.  Boniface  (A.  [A.]),  Dictionnaire  fran§ais -anglais 
et  angl ais- f ranQais,  lOme  ed.,  1839.  * 
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— - Hamel  (N.),  New  universal  French  grammar,  5th  ed.,  1808, 


214 


FRE 


French  language — continued. 

— Lallemant  {MM.),  Dictionnaire  universe!,  frangois-latin,  12me 

ed.,  1811. 

Otto  (E.),  French  conversation-grammar,  5th  ed.,  1874. 

— Peyton  (V.  J.),  Compendious  dictionary,  1764. 

— Spiers  (A.),  Dictionnaire  anglais-frangais,  21  me  ed.,  1869.  * 

Dictionnaire  frangais-anglais,  21me  ed.,  1869.  * 

Frend  (William).  Evening  amusements ; or,  the  beauty  of  the 
heavens  displayed ; in  which  several  striking  appearances,  to  ■ 
be  observed  during  1822,  are  described.  London,  1822.  4 + 

200  p.  + 1 pi. 

Fresenius  (C.  Remigius).  Elementary  instruction  in  [qualitative] 
chemical  analysis;  [translated  from  the  German,  and]  edited  I 
by  J.  L.  Bullock.  London,  1843.  12  + 284  p. 

Same.  Sixth  edition,  by  J.  L.  Bullock.  London,  1864.  14  + 

356  p.  + 1 pi. 

-Same.  Seventh  edition,  by  A.  Yacher.  London,  1869.  8+264  p. 

— Same.  Eighth  edition,  by  A.  Yacher.  London,  1872.  16  + 400 

p.  +1  pi. 

— Same.  Ninth  edition,  by  A.  Yacher.  London,  1876.  16  + 

400  p.  + 1 pi. 

Same.  Tenth  edition,  by  C.  E.  Groves.  London,  1887.  18  + 

482  p.  + 1 col.  pi. 

Note  .—The  title  of  the  sixth  edition  is  System  of  instruction  in 
qualitative  chemical  analysis  ; in  the  later  editions,  the  title  is 
Qualitative  chemical  analysis. 

System  of  instruction  in  quantitative  chemical  analysis ; [trans- 
lated from  the  German].  Third  edition,  by  J.  L.  Bullock. 
London,  1860.  12  + 688  p. 

— Same.  Fourth  edition,  by  J.  L.  Bullock  and  A.  Y acher.  London, . 

1865.  16  + 792  p. 

— Same.  Fifth  edition,  by  A.  Yacher.  London,  1870.  8 + 380  p. 

— Same.  Sixth  edition,  by  A.  Vacher.  London,  1873.  16  + 792  p... 

— Same.  Seventh  edition,  by  A.  Yacher  and  C.  E.  Groves.  London,, 

1876-1900.  2 vol. 

Note. — The  fifth  and  following  editions  are  entitled  Quantitative 
chemical  analysis. 

— See  also  Zeitschrift  fiir  analytische  Chemie,  1862-97. 

Fresnel.  See  Berzelius  (J.  J.),  Use  of  the  blowpipe,  1822. 

Freund  (Wilhelm  ?).  See  Smith  (W.),  Latin-English  dictionary,. 
8th  ed.,  1868. 

Frey  (Eugen  v.).  Der  Kohlensauregehalt  der  Luft  in  und  beii 
Dorpat  bestimmt  in  den  Monaten  September  1888  bis  Januau 
1889.  Dorpat,  1889.  52  p.  (Pam.  49.) 


Flicker  (Eugen).  Uber  die  Bestimmung  des  Morphingehaltes  in 
den  Opiumpraparaten ; Inaugural-Dissertation.  Dorpat,  1874. 
4 + 58  p.  +1  tab.  (Pam.  23.) 

Fridolin  (Alexander).  Vergleichende  Untersuchung  der  Gerbstoffe 
der  Nymphaea  alba  und  odorata,  Nuphar  luteum  und  advena, 
Caesalpinia  coriaria,  Terminalia  chebula,  und  Punica  granatum  ; 
Dissertation.  St.  Petersburg,  [1884].  6 + 96  p.  (Pam.  27.) 

Friedel  (Charles).  See  Annales  de  chimie  et  de  physique,  6-7e  ser. 

— See  Societe  chxmique  de  Paris,  Bulletin,  1862,  1864. 

Friedlander  (R.)  & Sohn,  booksellers.  Bibhotheca  botanica ; Lager- 

Catalog.  Berlin,  187[3-]4.  [180]  p. 

— Bibliotheca  mathematica  et  physica;  Lager- Catalog.  Berlin, 

1874-75.  [182]  p. 

— Bibliotheca  historico-naturalis  et  mathematica ; Lager-Catalog. 

Berlin,  18[78-]80.  [1022]  p.  * 

Friedrich-Alexanders-Universitat  zu  Erlangen.  Die  ostindische 
Rohwaarensammlung  der  F.-A.-U.  ; beschreiben  und  erlautert 
von  T.  W.  C.  Martius.  Erlangen,  1853.  4 + 56  p. 

— Same.  Another  copy.  %.  * 

Friend  ( Rev . Hilderic).  Flowers  and  flower  lore.  Second  edition. 
London,  1884.  16  + 704  p. 

Fristedt  (Robert  Fredric).  Larobok  i organisk  pharmakologi. 
Upsala,  1873.  4 + 10  + 678  p.  +col.  map.  3|.  * 

— [Pamphlets,  in  Swedish,  mainly  on  botanical  and  pharmacological 

subjects.  Stockholm,  Upsala,  etc .,  1853-72.  21  pam.  in  1 v ol.\ 

% * 

Friswell  (R.  J.).  See  Photographic  Society,  Photographic  journal, 
1876. 

Fritzsche  Brothers.  Descriptive  catalogue  of  essential  oils  and 
organic  chemical  preparations ; compiled  by  F.  B.  Power. 
New  York,  1894.  96  p. 

Fromberg  (P.  F.  H.).  See  Mulder  (G.  J.),  Liebig’s  question  tested, 
1846  ; — Chemistry  of  animal  and  vegetable  physiology,  1849. 
Fronsac  (Albert).  Etude  sur  les  terebenthines  et  specialement  sur 
la  tereben thine  de  Bordeaux  ; these.  Montpellier,  1877.  10  + 

66  p.  (Pam.  6.) 

Frost  (Alfred  J.).  See  Ronalds  (F.),  Biographical  memoir  of  F.  R., 
1880  ; — Catalogue  of  books,  1880. 

Fruits.  Dragendorff  (G.),  Chemische  Beitrage  zur  Pomologie  mit 
Beriicksichtigung  der  livlandischen  Obstcultur,  1878. 

— Gartner  (J.),  De  fructibus  et  seminibus  plantarum,  1788- 

1807.  * 

— Lubbock  (J.),  Flowers,  Fruits,  and  leaves,  1886. 

— Pfeil  (T.),  Chemische  Beitrage  zur  Pomologie,  1880. 
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Fuchs  (Johann  Nepomuk  von).  Gesammelte  Schriften  des  [Mine- 
ralogen  und  Chemikers]  J.  N.  v.  F.  ; herausgegeben  von  dem 
Central- Verwaltungs-Ausschusse  des  polytechnischen  Yereins 
fur  das  Konigreich  Bayern  ; redigirt  und  mit  einem  Nekrologe 
versehen  von  C.  G.  Kaiser.  Miinchen,  1856.  30  + 298  p.  +por. 
+ 1 pi.  2 copies. 

Fuchsine.  Geoffroy  (E.),  Aniline  et  fuchsine,  1887. 

Fuel.  Berthier  (P.),  Traite  des  essais  par  la  voie  s£che,  ou  des 
proprietes,  de  la  composition,  et  de  l’essai  des  substances 
metalliques  et  des  combustibles,  1834. 

— Higgins  (B.),  Experiments  and  observations,  1786. 

— Percy  (J.),  Metallurgy,  revised  ed.,  1875. 

Fuente  (Enrique  de  la).  See  Vieyra  (A.),  Grammar  of  the  Portu- 
guese language,  14th  ed.,  1878. 

Fuller  (Tho[mas]).  Pharmacopoeia  extemporanea ; sive  Prescrip- 
torum  sylloge.  Editio  tertia.  Londini,  1705.  24+300  p. 

— Same ; sive  Prescriptorum  cbilias.  Editio  quinta.  Londini, 

1714.  36  + 392  p. 

— Same.  Ars  prescribendi ; sive  Pharmacopoeia  extemporanea  re- 

formata.  Editio  sexta.  Londini,  1731.  14  + 32  + 342  + 42  p. 

— Eng.  Pharmacopoeia  extemporanea ; or,  Body  of  medicines,  con- 

taining select  prescripts,  answering  most  intentions  of  cure. 
Second  edition.  London,  1714.  18  + 14  + 544  p. 

— Same.  Third  edition.  London,  1719.  18  + 14  + 568  p. 

— Same.  Fifth  edition.  London,  1740.  18  + 14  + 496  p.  +por. 

— Pharmacopoeia  domestica,  in  usum  eorum,  qui  ruri  medicinam 

facientes  necesse  habent,  etc.  Londini,  1723.  4 + 272  p. 

— Eng.  Pharmacopoeia  domestica ; or,  Family  dispensatory,  for 

physicians  in  the  country.  London,  1739.  24+240  p.  +por. 

— See  also  Bate  (G.),  Pharmacopoeia  Bateana,  ed.  tertia,  cum  ap- 

pendice,  1700. 

Fumariacese.  Herail  (J.),  Les  fumariacees,  1883. 

Fumouze.  De  la  pharmacie  [en  France,  etc.].  Paris,  1863.  168  p. 

(Pam.  80.) 

Fungi.  (See  also  Bacteriology  ; — Cryptogamia,  and  various  orders 
and  genera.) 

— Bary  ([H.]  A.  de),  Comparative  morphology  and  biology,  1887.  * 

— Bulliard  ([P.]),  [Herbier  de  la  France,  2e  division,]  Histoire  des 

champignons,  1791-1812.  * 

— Cooke  (M.  C.),  Plain  and  easy  account  of  British  fungi,  1862. 
Index  fungorum  Britannicorum,  1864. 

Bust,  smut,  mildew,  and  mould,  ...  microscopic  fungi,  1865. 

Handbook  of  British  fungi,  1871  * ; 2nd  ed.,  1883-91. 

Illustrations  of  British  fungi,  1881-91.  * 
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Fungi — continued. 

— Cooke  (M.  C.) — continued. 

Fungi,  their  nature,  etc.,  ed.  by  M.  J.  Berkeley,  2nd  ed.,  1875. 

Mycographia,  seu  leones  fungorum,  1875-79.  * 

British  edible  fungi,  1891. 

Handbook  of  Australian  fungi,  1892.  * 

— Dragendorff  (G.),  Chemische  Untersuchung  iiber  einen  an  der 

Betula  alba  und  verwandten  Arten  vorkommenden  Pilz,  1864. 

— Hay  (W.  D.),  Elementary  text-book  of  British  fungi,  1887. 

— Hogg  (J.),  Mycetoma,  the  fungus-foot  disease  of  India,  1872. 

— Lafar  (F.),  Technical  mycology,  1898. 

— Mousnier  (J.),  Les  champignons  dans  le  departement  de  la 

Charante-inferieure,  1873. 

— Roques  (J.),  Histoire  des  champignons,  2me  ed.,  atlas,  1841.  * 

— Rostafinski  ([J.  T.  v.]),  Contributions  to  mycologia  Britannica, 

myxomycetes  of  Great  Britain,  transl.  by  M.  C.  Cooke,  1877. 
—.'Saunders  (W.  W.),  W.  G.  Smith  & A.  W.  Bennett,  Mycological 
illustrations,  [col.]  figures  of  hymenomycetous  fungi,  1871-72.  * 

— [Sowerby  (James),  Coloured  figures  of  English  fungi,  1809.]  * 

— Stevenson  (J.),  Hymenomycetes  Britannici,  British  fungi,  1886. 
Funke  (Otto).  Atlas  of  physiological  chemistry ; supplement  to 

Lehmann’s  Physiological  chemistry.  London,  1853.  2 + 12  + 

30  p.  +15  pi.  (Cavendish  Society.)  2 copies,  one  wanting  text.  * 

- — Same.  Another  copy,  icantiny  text.  B.  * 

Funke  (P.  W.).  See  Nees  von  Esenbecic  (T.  F.  L.),  Plantse  medi- 
cinales,  mit  Beschreibungen  von  P.  W.  F.,  1828-29. 

Furnaces  (Philosophical).  Glauber  (J.  R.),  Works,  1689. 

— Glauber  (J.  R.),  Description  of  new  philosoph.  furnaces,  1651. 
Furniture.  Pollen  (J.  H.),  Furniture  and  woodwork,  2nd  ed.,  1877. 
Futvoye  (George).  See  Celsus  (A.  C.),  First  four  books,  corrected 

by  G.  F.,  2nd  ed.,  1837  Of  medicine,  revised,  3rd  ed.,  1837. 

Gaabe  (Julius).  LTntersuchungen  fiber  einige  Derivate  des  Pikro- 
toxins ; [Dissertation],  Dorpat,  1872.  6 + 32  p.  (Pam.  24.) 

Gaddes  (Thomas).  See  Dental  record,  1882. 

— See  Stocken  (J.),  Elements  of  dental  materia  medica,  3rd  ed.,  1882. 
Gaertner.  See  Gartner. 

Gairdner  (John).  Sketch  of  the  early  history  of  the  medical  pro- 
fession in  Edinburgh.  Edinburgh,  1864.  28  p.  (Pam.  40.) 

— See  also  Royal  College  of  Surgeons  of  Edin.,  Hist,  sketch,  1860. 
Gairdner  (W.  T.).  See  London  and  Edinburgh  monthly  journal  of 

medical  science,  1848-49. 

Galbanum.  Borszczow  (E.),  Die  pharmaceutisch-wichtigen  Feru- 
laceen  der  aralo-caspischen  Wiiste,  etc.,  1860. 
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Galbanum — continued. 

— Hirschsohn  (E.),  Yergleichende  Untersuchungen  der  wichtigeren 

Sorten  des  Galbanum-  und  Ammoniakgummis,  1875. 

Fr.,  Etude  comparative  du  galbanum,  etc.,  1876. 

Galen  ([Claudius]).  [Opera  ex  nona  Juntarum  editione.]  Yenetiis,. 
1625.  Pts.  3-4,  7-9,  in  2 vol. 

— Same.  Pts.  4-11,  13,  in  3 vol.  T3.  * 

3.  Prima  classis  naturam  corporis  humaui,  etc. — 4.  Secunda  classis 
materiam  sanitatis,  etc. — 5.  Tertia  classis  morborum,  etc. — 6. 
Quarta  classis  signa,  etc. — 7.  Quinta  classis  earn  medicinse  partem, 
etc. — 8.  Sexta  classis  de  cucurbitulis,  etc. — 9.  Septima  classis 
curativam  methodum,  etc. — 10.  Extra  ordinem  classium  'libri. — 

11.  Spurii  ascripti  libri. — 13.  A.  M.  Brasavoli  index. ' 

- — • De  simplicium  medicamentorum  facultatibus  libri  11.  [Lugduni,, 
1561.]  [7] + 228  ff.,  t.-p.  w. 

— See  also  Guy  de  Chauliac,  Guydos  questions,  1579. 

— See  also  Hippocrates  cfr  C.  G.,  Opera,  1638-89. 

— See  also  Royal  College  of  Physicians  of  London,  Pharmacopoeia, . 

translated,  with  Key  to  Galen’s  method  of  physick,  by  N.  Cul- 
peper, 1653,  1661,  1669,  1679. 

Galenical  pharmacy.  See  Pharmacy. 

Galeno-pale,  or  Chymical  trial  of  Galenists.  Thomson  (G.),  1665. 
Galinier  (Henri).  Etude  sur  la  lanoline.  Montpellier,  1888.  44  p. . 

(Pam.  16.) 

Gall.  See  Bile. 

Galletly  (Alex.).  Coal.  (In  Bevan,  G.  P.,  British  manufacturing' 
industries,  2nd  ed.,  1878,  Metallic  mining,  etc.,  p.  51-96.) 

Gallo  (Giuseppe).  Farmacopea  italiana  ossia  Dizionario  di  farmaciai 
e di  terapeutica  ; iniziato  dal  Prof.  G.  G.  e continuato  per  curai 
del  Prof.  G.  Morelli,  etc.  Torino,  [1881-82].  2 vol. 

Galloway  (Robert).  Manual  of  qualitative  analysis.  London,  1850. 

12+120  p. 

— Same.  Fourth  edition.  London,  1864.  16  + 332  p. 

— Same.  Fifth  edition.  London,  1870.  22  + 444  p.  + 1 pi. 

— First  step  in  chemistry:  new  method  of  teaching  the  elements - 

of  the  science.  Third  edition.  London,  1860.  16  + 298  p. 

— Same.  Fourth  edition.  London,  1868.  24  + 478  p. 

— Second  step  in  chemistry  : student’s  guide  to  the  higher  branches 

of  the  science.  London,  1864.  18  + 774  p. 

— Education  scientific  and  technical ; or,  How  the  inductive  sciences - 

are  taught,  and  how  they  ought  to  be  taught.  London,  1881. 
16  + 464  p. 

— Fundamental  principles  of  chemistry  practically  taught.  London, . 

1888.  12  + 364  p. 

Galvanism.  See  Electricity. 
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Gambia  (River).  Moore  (F.),  Travels  into  Africa,  Stibbs’s  voyage 
up  the  Gambia  in  1723.  * 

Gambier.  Lehmann  (A.),  Yergleichende  Untersuchungen  einiger 
Catechu-  und  Gambir-Proben,  etc.,  1880. 

Gamble  (J.  S.).  See  Indian  forester,  1878-80. 

Gamboge.  See  Garcinia. 

Gamgee  (Arthur).  Text-book  of  the  physiological  chemistry  of  the 
animal  body,  including  an  account  of  the  chemical  changes 
occurring  in  disease.  London,  1880-93.  2 vol. 

— See  also  Hermann  (L.),  Elements  of  physiology,  2nd  ed.,  1878. 
Gamgee  (John).  See  Macadam  (S.)  & J.  G.,  On  the  chemical  com- 
position, use,  and  action  of  sheep-dipping  mixtures,  1859. 

Gannal  ([J.  N.]).  Two  memoirs  on  the  successful  inhalation  of 
diluted  chlorine,  in  the  early  stages  of  pulmonary  consumption, 
etc.  ; translated  from  the  French  by  W.  H.  Potter.  London, 
1830.  94  p. 

Ganot  ([Adolphe]).  Elementary  treatise  on  physics,  experimental 
and  applied  ; translated  and  edited  by  E.  Atkinson.  Second 
edition.  London,  1866.  8 + 800  p.  + 1 col.  pi. 

— - Same . Fifth  edition.  London,  1872.  12  + 828  p.  + 1 col.  pi. 

— Same.  Eighth  edition.  London,  1877.  14  + 924  p.  +4  col.  pi. 

— Same.  Ninth  edition.  London,  1879.  14  + 952  p.  +4  col.  pi. 

— Same.  Twelfth  edition.  London,  1886.  14+1032  p.  +5  col.  pi. 

— Natural  philosophy  for  general  readers  and  young  persons  ; trans- 

lated and  edited  from  Cours  elementaire  de  physique,  by  E. 
Atkinson.  London,  1872.  10  + 522  p.  +1  col.  pi. 

— Same.  Third  edition.  London,  1878.  14  + 576  p.  +2  col.  pi. 

— Same.  Fifth  edition.  London,  1884.  12  + 632  p.  +2  col.  pi. 

— Same.  Sixth  edition.  London,  1887.  12  + 668  p.  +4  col.  pi. 

— Same.  Seventh  edition.  London,  1891.  12  + 706  p.  +6  col.  pi. 

Garcia  ab  Horto  or  ab  Orta.  See  Orta  (G.  de). 

Garcinia.  Hanbury  (D.),  On  the  species  of  garcinia  which  affords 
gamboge  in  Siam,  1864. 

— Lanessan  (J.  L.  de),  Memoire  sur  le  genre  garcinia,  et  sur  la 

gomme-goutte,  1872.  * 

Garden  (Alexander).  See  Linne  (C.  v.),  Selection  of  the  corre- 
spondence of  Linnaeus,  etc.,  1821,  Note. 

Gardening.  See  Horticulture. 

Gardens.  See  Bangalore  Public  Garden. 

— See  Buitenzorg  Botanic  Garden. 

— See  Calcutta  Botanic  Garden. 

— See  Cambridge  Botanic  Garden. 

— See  Chelsea  Botanic  Garden. 

— See  Imperatorskie  S.-Peterburcskie  Botanetsheskie  Sad. 
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Gardens — continued. 

— See  Kew  Royal  Gardens. 

— See  Madras  Presidency,  Revenue  Department,  Report  on  the 

Government  Botanical  and  Horticultural  Gardens,  Ootacamund. 

— See  Missouri  Botanical  Garden. 

— See  Mortola. 

— See  Royal  Botanic  Garden  of  Edinburgh,  Report,  1878. 
Gardiner  (William).  Twenty  lessons  on  British  mosses  ; with  [dried] 

specimens.  Dundee,  1846.  48  p. 

Gardner  (John).  See  Beasley  (H.),  Pocket  formulary,  10th  ed., 
1877;  11th  ed.,  1886; — Druggist’s  general  receipt  book,  9th 
ed.,  1886. 

— See  Churchill’s  Technological  handbooks,  1883-85. 

Gardner  (John),  M.D.  See  Liebig  (J.  v.),  Familiar  Letters  on 
chemistry,  2nd  ser.,  1844. 

Garelli  (Giovanni).  Yaldieri  e le  sue  acque.  Torino,  1855.  6 + 

232  p.  (Pam.  11.) 

Garnett  (Thomas).  Outlines  of  a course  of  lectures  on  chemistry. 

Liverpool,  1797.  4+176  p.  (Pam.  63.) 

Garnett  (William).  See  Maxwell  (J.  C.),  Elementary  treatise  on 
electricity,  1881. 

Garnsey  (Henry  E.  F.).  See  Bary  (H.  A.  de),  Comparative 
morphology  and  biology  of  the  fungi,  mycetozoa  and  bacteria, 
1887 ; — Lectures  on  bacteria,  2nd  ed.,  1887. 

— See  Goebel  (K.),  Outlines  of  classification  and  special  morpho- 

logy of  plants,  1887. 

— See  Sachs  (J.  v.),  History  of  botany,  1890. 

— See  Solms-Laubach  (H.),  Fossil  botany,  1891. 

Garrigou  (F.).  Etude  chimique  sur  la  source  sulfuree  sodique  forte 
et  iodo-bromuree  de  Challes,  Savoie.  Chambery,  1875.  2 + 

44  p.  (Pam.  33.) 

Garrod  (Alfred  Baring).  Essentials  of  materia  medica,  thera- 
peutics, and  the  pharmacopceias.  London,  1855.  8 + 282  p. 

— Same.  Another  copy.  * 

— Same.  Second  edition.  London,  1864.  32  + 392  p.  2 copies. 

— Same.  Third  edition.  London,  1868.  32  + 480  p. 

— Same.  Third  edition ; seventh  impression.  London,  1873.  32  + 

480  p. 

— Same.  Fourth  edition,  revised,  under  the  supervision  of  the 

author,  by  E.  B.  Baxter.  London,  1874.  32  + 520  p. 

— Same.  Sixth  edition,  by  E.  B.  Baxter.  London,  1877.  32  + 

518  p. 

— Same.  Eighth  edition,  by  E.  B.  Baxter.  London,  1880.  32  + 

520  p. 
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Garrod  (Alfred  Baring) — continued. 

— Essentials  of  materia  medica — continued.  Eleventh  edition,  by 

N.  Tirard.  London,  1885.  36  + 548  p. 

— See  also  Ballard  (E.)  <L • A.  B.  G.,  Elem.  of  mat.  med.,  etc.,  1845. 

— See  also  Thoaison  (A.  T.),  London  dispensatory,  11th  ed.,  1852. 
Garsault  (M.  de).  See  Dictionnaire  raisonne-universel,  1773. 

[Garth  (Sir  Samuel).]  The  dispensary ; a poem  in  six  canto’s. 

Ninth  edition.  London,  1726.  24  + 84  p. 

Note. — The  references  to  persons  are  explained  in  ms. 

Gartner  (Carl  Friedrich).  Supplementum  carpologise.  (In  Gartner, 
J.,  De  fructibus  ...  plantarum,  1805-7,  vol.  3,  pi.  181-225.) 
Gartner  (Joseph).  De  fructibus  et  seminibus  plantarum.  Stut- 
gardise,  1788  ; Tubingm,  1791  ; Lipsi[m],  1805-7.  3 v.,  225  pi.  * 
Note. — Vol.  3 is  entitled  “ Caroli  Friderici  Gaertner  Supplementum 
carpologiae  seu  continuati  operis  J.  G.  De  fructibus,”  etc. 

Gas  (Coal).  Burns  (W.),  Illuminating  and  heating  gas,  a manual 
of  the  manfacture  of  gas  from  tar,  oil,  etc.,  1887. 

— Patterson  (R.  H.),  Gas  and  lighting,  2nd  ed.,  1877. 

Reid  (J.),  Description  of  a revolving  washer  for  removing  certain 
impurities  from  gas  and  air,  etc.,  1867. 

— Wanklyn  (J.  A.),  The  gas  engineer’s  chemical  manual,  1886. 

Gas  poisoning.  Biefel  (R.)  & T.  Poleck,  Uber  Kohlendunst-  und 

Leuchtgasvergiftung,  [188-]. 

Gases.  (See  also  Air  ; — Gas,  Coal.) 

— Bunsen  (R.  [W.  E.]),  Gasometry,  1857. 

Dittaiar  (W.),  Exercises  in  quantitative  chemical  analysis,  with 
short  treatise  on  gas  analysis,  1887. 

— Grahaai  (T.),  On  the  motion  of  gases.  1846. 

— Heaipel  (W.),  Methods  of  gas  analysis,  1892. 

[Macquer  (P.  J.),]  Dictionary  of  chemistry,  2nd  ed.,  [with] 
Treatise  on  permanently  elastic  fluids,  1777-79. 

Winkler  (C.),  Handbook  of  technical  gas-analysis,  1885. 

Gataker  (Thomas).  Observations  on  the  internal  use  of  the  solanum 
or  nightshade.  London,  1757.  2 + 34  p.  (Pam.  29.) 

Gattermann  (Ludwig).  Practical  methods  of  organic  chemistry ; 

translated  by  W.  B.  Shober.  New  York,  1896.  12  + 330  p. 

Gaul.  Gesar  (C.  J.),  Commentarii  [de  bello  Gallico],  1578;  1840. 
Gautier  (E[mile]  J[ustin]  Armand).  Sur  les  alcaloides  derives 
de  la  destruction  bacterienne  ou  physiologique  des  tissus  ani- 
maux,  ptomaines  et  leucomaines.  Paris,  1886.  64  p.  (Pam.  14.) 
Gautrand  (Tbeophile).  Etherification  de  l’acide  sulfurique  dans 
l’eau  de  Rabel ; these.  Montpellier,  1887.  48  p.  (Pam.  8.) 
Gautret  (J.),  L’huitre  de  la  Seudre.  Montpellier,  1888.  64  p. 

(Pam.  16.) 
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Gay  (H.  F.  Frangois).  Etude  micrographique  et  spectroscopique 
des  teintures  et  des  al  cool  at  u res  et  en  particulier  des  teintures 
d’opium ; tlffise.  Montpellier,  1883.  112  p.  +6  pi.  (Pam.  9.) 

— Alterations  dites  spontanees  des  medicaments  chimiques ; causes 

et  phenomenes  moyens  de  conservation.  Paris,  1884.  136  p. 

(Pam.  8.) 

Essai  d’une  monographie  locale  des  conjuguees.  Montpellier, 

1884.  112  p.  +4  pi.  (Pam.  8.) 

Gay-Lussac  (Louis  Joseph).  See  Annales  de  chimie  et  de  physique, 
2-3me  ser. 

Gayon  (U.).  See  Annales  de  chimie  et  de  physique,  4me  ser.,  table, 
1874;  5me  ser.,  table,  1885. 

Gazette  of  health.  See  Monthly  gazette  of  health,  1816-20. 
Gazetteers.  See  Geography. 

Geber.  See  Jabir  ibn  Hayyan  (Abu  Musa). 

Geddes  (Patrick).  See  Behrens  (W.  J.),  Text-book  of  botany,  1885. 
Gedner  (Christopher).  Of  the  use  of  curiosity.  (In  Stillingfleet, 
B.,  Miscellaneous  tracts,  2nd  ed.,  1762,  p.  159-200.) 

Gee  (W.  W.  Haldane).  See  Stewart  (B.)  <L-  VV.  W.  H.  G.,  Lessons 
in  elementary  practical  physics,  1885-87. 

Geffroy  (E.  F.).  Dosage  de  l’uree;  tableau  donnant  les  coefficients 
de  correction  des  volumes  gazeux ; synthese.  Montpellier, 
1887.  52  p.  (Pam.  15.) 

Gehlen  (Adolph  Ferdinand).  See  Kepertorium  fiir  die  Pharmacie, 
1815. 

Geiger  (Phil.  Laur.)  <£  C.  F.  Mohr.  Pharmaeopoea  universalis; 
inchoavit  P.  L.  G.,  continuavit  et  absolvit  C.  F.  M.  Heidel- 
bergae,  1835-45.  4 + 356  p.  1§.  * 

Geikie  (James).  Outlines  of  geology;  with  400  illustrations.. 
London,  1886.  12  + 424  p. 

Geiseler  (T.),  C.  Herzog  J-  A.  Wilms.  Betrachtungen  liber  deni 
Zustand  der  deutschen  Pharmacie;  eine  Gratulationsschrift  zur 
J ubelfeier  dem  Dr.  L.  F.  Bley.  Hannover,  1867.  54  p.  (Pam.  30.)) 
Gelehrte  Anzeigen.  See  Konigliche  bayerische  Akademie. 
Gelsemin.  Schwarz  (E.),  Der  forensisch-chemische  Nachweis  des- 
Gelsemins  in  thierischen  Fliissigkeiten  und  Geweben,  etc.,  1882. 
Gelsemium  sempervirens.  Dowse  (T.  S.),  Abbreviated  notes  on 
the  physiological  and  therapeutic  action  of  gelseminum  semper-- 
virens,  1879. 

— Fournier  (G.),  Du  gelsemium  sempervirens  dans  le  traitement 

des  nevralgies,  1878. 

Pradel  (P.),  Le  gelsemium  sempervirens  an  point  de  vue 

botanique,  chimique,  physiologique  et  therapeutique,  1884, 
Gems.  Tennant  (J.),  Gems  and  precious  stones,  1853. 
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General  Council  of  Medical  Education  and  Registration  of  the 
United  Kingdom,  London.  Minutes,  1875,  [1879,  1882-83, 
1888.]  London,  [1875],  1880,  1883,  1889.  Nos.  173-82;  vol. 
16,  19,  20,  25. 

— Dental  proceedings,  July  1882.  ( In  British  Dental  Associa- 

tion, Dental  proceedings,  etc.,  1882.) 

— Medical  register.  London,  1863,  1867,  1869-71,  1873-92,  1899. 

26  vol. 

— List  of  entries  in  local  registers,  Jan. -June,  1875.  [Lond.]  14  p. 

— Dentists  register.  London,  1879,  1881-92,  1899.  14  vol. 

— British  pharmacopoeia.  [First  ed.]  London,  1864.  24  + 444  p. 

— Same.  [First — pocket — edition.]  London,  1864.  26  + 476  p. 

— Same.  [Second  edition.]  London,  1867.  24  + 434  p.  3 copies. 

— Same.  Another  copy.  %.  * 

| — Same.  [Second  edition,]  third  reprint,  with  additions  made  in 
1874.  London,  1877.  28  + 458  p.  2 copies. 

— Same.  [Second  edition,]  fourth  reprint.  London,  1880.  28  + 

458  p.  2 copies.  * 

— Same.  [Third  edition.]  London,  1885.  28  + 536  p.  5 copies. 

— Same.  [Third  edition.]  London,  reprinted  1886.  30  + 536  p. 

— Same.  [Third  edition.]  London,  reprinted  1888.  30  + 536  p. 

2 copies. 

— Same.  [Third  edition.]  London,  reprinted  1893.  30  + 536  p. 

2 copies. 

— Same.  [Fourth  edition.]  London,  1898.  32  + 536  p.  3 copies. 

— Additions  to  the  British  pharmacopoeia  of  1867.  London,  1874. 

24  p.  5 copies. 

— Same.  Another  copy.  D.  * 

— Additions  to  the  British  pharmacopoeia  of  1885.  London,  1890. 

36  p.  3 copies. 

— Nine  annual  reports,  from  1886  to  1894,  on  the  progress  of 

pharmacy  in  its  relation  to  the  revision  of  the  British  pharma- 
copoeia ; by  J.  Attfield.  London,  1887-95. 

— Report  for  1898.  • London,  1900.  2 copies. 

— See  also — 

Beasley  (IT.),  Pocket  formulary  and  synopsis  of  British  and 
foreign  pharmacopoeias,  8th  ed.,  1866  ; 9th  ed.,  1872  ; 10th 
ed.,  1877;  11th  ed.,  1886. 

Braitpiwaite  (J.  O.),  Pharmaceutical  formulary,  1899. 

Church  (IT.  J.),  Chemical  processes  of  British  pharm.,  1864. 
Dispenser’s  chart,  abstract  from  the  British  pharm.,  [187-]. 
Hager  (H.),  Pharmacopceai  recentiorex  ...  collate,  1869. 
Haselden  (A.  F.),  Notes  on  the  British  pharmacopeia,  1864. 
James  ([M.]  P.),  Guide  to  the  new  pharmacopoeia,  1885. 
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General  Council  of  Medical  Education  and  Registration  of  the 
United  Kingdom,  London — continued. 

— See  also — 

Owen  (O.  D.),  Conspectus,  1868  ; 2nd  ed.,  1868. 

Smith  (W.  G.),  Commentary  on  the  British  pharm.,  1875. 
Squire  (P.),  Companion  to  British  pharm.,  1864 ; 2nd  ed., 
1864;  3rd  ed.,  1866;  5th  ed.,  1867-68;  7th  ed.,  1869;  8th 
ed.,  1871;  9th  ed.,  1873;  llth  ed.,  1877;  12th  ed.,  1880; 
13th  ed.,  1882;  14th  ed.,  1886;  15th  ed.,  1890;  16th  ed., 
1894  ; 17th  ed.,  1899. 

Thomson  (A.  T.),  Conspectus,  new  ed.,  1874  ; 1887. 

Note. — See  also  various  English  works  on  Chemistry,  Materia 
medica,  and  Pharmacy,  published  between  1864  and  1900,  based 
upon  the  British  pharmacopoeia. 

General  Dispensary,  London.  Medical  memoirs  of  the  G.  D.,  for  part 
of  1773-74;  by  J.  C.  Lettsom.  London,  1774.  32  + 376  p. 

Geneva.  See  Congres  medical  ; — Societe  de  medecins. 

Genoa.  See  Congresso  botanico  internazionale. 

Gentian.  Ville  (J.),  Recherches  pour  servir  a l’histoire  de  la  racine 
de  gentiane,  presence  d’un  tannin,  1877. 

Geoffroy  (E.).  Aniline  et  fuchsine.  Montpellier,  1887.  80  p. 

(Pam.  15.) 

Geoffroy  ([Etienne]  Fran.).  Treatise  of  fossil,  vegetable,  and 
animal  substances  made  use  of  in  physick,  by  Steph.  Fr.  G.  ; 
translated  by  G.  Douglas.  London,  1736.  24  + 400  p.  B.  * 

— Tractatus  de  materia  medica.  Parishs,  1741.  3 vol.,  1 pi.  B.  * 

— New  treatise  on  British  and  foreign  vegetables  used  in  physick ; 

being  an  improvement  upon  the  materia  medica  of  Steph.  F.  G. 
London,  1751.  2 + 12  + 468  p. 

Geography.  ( See  also  Maps.) 

— Blackie  (W.  G.),  Imperial  gazetteer,  general  dictionary  of  geo- 

graphy, 1860.  * 

— Edinburgh  philosophical  journal,  1819-26  (see). 

— Maunder  (S.),  Treasury  of  knowledge,  [containing  universal 

gazetteer,]  14th  ed.,  1843. 

— Silver  (S.  W.),  Catalogue  of  the  York  Gate  library,  by  E.  A. 

Petherick,  2nd  ed.,  1886.  * 

— Society  for  the  Diffusion  of  Useful  Knowledge,  Library  of 

useful  knowledge,  natural  philosophy,  1829-38,  vol.  3 (see). 
Geography  (Botanical).  ( For  Floras,  see  names  of  places,  or 
Botany.) 

— Candolle  (Alph.  [L.  P.  P.]  de),  Geographic  botanique,  1855.  * 

— Grisebach  ([A.  H.  R.]),  Report  on  botanical  geogi’aphy  during 

1842-43. 
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Geography  (Physical).  See  Physical  geography. 

Geology.  ( See  also  Blowpipe  ; — Lias.) 

— Annals  and  magazine  of  natural  history,  1851-1900.  * 

Ansted  (D.  T.),  Elementary  course  of  geology,  2nd  ed.,  1856. 

- Beesley  (T.),  Botany  and  geology  of  the  neighbourhood  of 

Banbury,  1841. 

— Sketch  of  the  geology  of  the  neighbourhood  of  Banbury, 
1872  ; [2nd  ed.  ?]  1873. 

On  the  geology  of  the  eastern  portion  of  the  Banbury  and 
Cheltenham  Direct  Railway,  1877. 

— Bischof  (G.),  Elements  of  chemical  and  physical  geology,  1854-59. 

— Buckland  (W.),  Geology  and  ...  natural  theology,  1836. 

— Canada,  Geological  and  Natural  History  Survey,  Report  of 

progress  for  1879-97. 

- Darwin  (C.  [R.]),  A naturalist’s  voyage,  16th  thousand,  1884. 

- Dawson  (J.  W.),  The  geological  history  of  plants,  1888. 

- Geikie  (J.),  Outlines  of  geology,  1886. 

— Great  Britain  and  Ireland,  Museum  of  Practical  Geology, 

Descriptive  guide,  etc.,  4th  ed.,  1877. 

- Jahresbericht  ill >er  die  Fortschritte  der  reinen  ...  Chemie, 

Physik,  Mineralogie  und  Geologie  fur  1851  [-56].  * 

^n9-t  Annual  report  of  the  progress  of  chemistry,  physics, 
mineralogy,  and  geology,  etc.,  [for  1847-50].  * 

- Johnston  (J.  P.  W.),  Elements  of  agricultural  chemistry  and 

geology,  9th  ed.,  1871. 

- Journal  of  science,  and  annals  of  ...  geology,  1879-85.  * 

- Lyell  (C.),  Principles  of  geology,  11th  ed.,  1872. 

- Mawe  (J.),  Familiar  lessons  in  mineralogy  and  geology,  1819. 

- Page  (D.),  Introductory  text-book  of  geology,  9th  ed.,  1871. 

Advanced  text-book  of  geology,  5th  ed.,  1872. 

- Philosophical  magazine  and  journal  ...  of  ...  geology,  1814-17.  * 

- Prestwich  (J.),  Geology,  chemical  and  physical,  1886-88. 
Schodler  (F.),  Book  of  nature,  by  H.  Medlock,  1851. 

Wallace  (A.  R.),  Island  life  ...  geological  climates,  1880. 

Geometry.  Euclid,  Introduction  to  the  elements  of  E.,  pt.  1,  by 
S.  Hawtrey,  2nd  ed.,  1878. 

— - Larkin  (N.  J.),  Introduction  to  solid  geometry,  1820. 

— Watson  (H.  W.),  Elements  of  plane  and  solid  geometry,  1871. 
George  (Henry).  Practical  observations  on  cholera.  London,  1834. 
2 + 46  p.  (Pam.  35.) 

Georgetown,  British  Guiana.  See  Royal  Agricultural  and  Com- 
mercial Society. 

Georgica.  Yergilius  Maro  (P.),  Bucolica,  Georgica,  etc.,  1876.  ' 
Gerard  (Charles).  See  Celsus  (A.  C.),  First  four  books,  1837. 
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[Gerard  (John).  Herball ; or,  Generali  historic  of  plantes ; enlarged 
and  amended  by  T.  Johnson.  London,  1633.]  38+1678  p., 

t.-p.  iv.  * 

— Catalogue  of  plants  cultivated  in  the  garden  of  J.  G.,  1596-99  ; 

edited,  with  notes,  references  to  G.’s  Herball,  the  addition  of 
modern  names,  and  a life  of  the  author,  by  B.  D.  Jackson. 
London,  [privately  printed,]  1876.  2 + 22  + 66  p. 

Note. — A reprint  of  two  pamphlets  dated  1696  and  1599. 

Gerardus  Carmonensis,  properly  Gerardus  Cremonensis,  the  elder. 
See  Husain  ibn  Abd  Allah,  Avicennse  liber  canonis,  etc., 
a G.  C.  conversa,  1555. 

Gerhardt  (Charles  [Frederic]).  Traite  de  chimie  organique. 
Paris,  1860-62.  4 tomes.  * 

— See  also  Journal  de  pharmacie  et  de  chimie,  1846-48. 

Germain  de  Saint-Pierre  (E[rnest]).  Nouveau  dictionnaire  de 

botanique.  Paris,  1870.  16  + 1388  p. 

German  language.  Bernays  (Ad.),  Familiar  German  exercises 
and  key,  new  ed.,  1833. 

— Flugel  (F.),  I.  Schmidt  <L : G.  Tanger,  Dictionary  of  the  English 

and  German  languages,  1896.  * 

— Flugel  ([J.  G.]),  Complete  dictionary  of  the  German  and 

English  languages,  1841.  * 

— Hager  (H.),  Lateinisch-deutsches  Worterbuch  zu  pharma- 

ceutischen  und  botanischen  Schriften,  1863.  * 

— Otto  (E.),  German  conversation -grammar,  14th  ed.,  1874. 
Germany.  Botany.  Brandt  (J.  F.),  P.  Phoebus  +•  J.  T.  C.  Ratze- 

burg,  Abbildung  und  Beschreibung  der  Giftgewachse,  1834-38.  * 

Cordus  (V.),  Annotationes,  C.  Gesner  de  hortis  Germaniae, 

1561.  * 

Mann  (J.  G.),  Deutschlands  wildwaclisende  Arzney-Pflanzen, 

1828.  * 

Woods  (J.),  Tourist’s  flora,  1850. 

Germany.  Language.  See  German  language. 

Germany.  Pharmacopoeia.  Appendix  Pharmaeopcese  Germaniie 
editionis  priime.  Magdeburgi,  [1867].  24  p. 

Pharmacopma  Germanise.  Editio  altera.  Magdeburgi,  [1867]. 

12  + 390  p. 

Pharmacopma  Germanica.  Berolini,  1872.  12  + 442  p.  2 copies. 

Same.  Editio  altera.  Berolini,  1882.  14  + 354  p.  2 copies. 

Same.  Arzneibuch  fur  das  deutsche  Reich.  Dritte  Ausgabe. 

Berlin,  1890.  6 + 12  + 432  p.  '2  copies. 

Same.  Vierte  Ausgabe.  Berlin,  1900.  22  + 516  p. 

Eng.  German  pharmacopoeia,  second  edition,  translated  by 

C.  L.  Lochman.  New  York,  1884.  8+296  p. 
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Germany.  Pharmacopoeia — continued. 

Ger.  Commentar  zur  Pkarmacopcea  Germanica,  mit  ver- 

deutscktem  Texte;  bearbeitet  von  L.  A.  Buchner.  Miinchen, 
1872-91.  2 Bande,  in  3 vol.  ; Supplemented.,  Lief.  1-4. 

Ger.  Commentar  zur  Pkarmacopcea  Germanica,  nebst  Uber- 
setzung  des  Textes  ; bearbeitet  von  [C.]  F.  Mohr.  Braunsch- 
weig, 1874.  18  + 934  p. 

See  also  Braithwaite  (J.  0.),  Pharmaceutical  formulary,  1899. 

— — See  also  Deutscher  Apotheker-Yerein,  Arzneimittel  in  dem 

Arzneibuch  nickt  enthalten,  1891  ; 2.  Ausg.,  1897. 

See  also  Hager  (H.),  Pkarmacopoese  recentiores  inter  se 

collatse,  1869  ; — Commentar,  1882-84. 

hee  also  Wigand  ( J . W . A. ),  Lehrbuch  der  Pharmakognosie, 
3.  Auffi,  1879. 

Germany.  Pharmacy.  (See  also  Germany,  Pharmacopceia.) 

— ■ — Bottger  (H.),  Die  reichsgesetzlichen  Bestimmungen  iiber 

den  Verkehr  mit  Arzneimitteln,  unter  Benutzung  der  Entschei- 
dungen  der  deutschen  Gerichtshofe  erlautert,  1882. 

Geschickte  der  Apothekenreformbewegung  in  Deutschland 

von  1862-82,  1882. 

Fluckiger  (F.  A.),  Die  Frankfurter  Liste,  1873. 

Documente  zur  Geschichte  der  Pharmacie,  1876. 

— Das  Nordlinger  Register,  [1877]. 

Geiseler  (T.),  C.  Herzog  <£.■  A.  Wilms,  Betraclitungen  iiber 
den  Zustand  der  deutschen  Pharmacie,  1867. 

Germany.  Zollverein.  Londoner  Ausstellung ; Special-Catalog  der 
gewerblichen  Ausstellung.  Berlin,  1862.  8 + 196+116  p. 
Germs  (Disease).  Beale  (L.  S.),  Disease  germs,  2nd  ed.,  1872. 

— Morris  (J.),  Germinal  matter  and  the  contact  theory,  2 eel,  1867. 
Gerrard  (Alfred  W[illiam]).  Elements  of  materia  medica  and 

pharmacy.  London,  1886.  12  + 492  p.  2 copies. 

— New  official  remedies,  B.P.,  1890.  London,  1891.  40  p.  2 copies. 
Gervais  (Paul)  <&•  P.  J.  van  Beneden.  Zoologie  medicale.  Paris, 

1859.  2 tomes.  %,  * 

Gesner  (Abraham).  Practical  treatise  on  coal,  petroleum,  and 
other  distilled  oils.  New  York,  1861.  2 + 134  p. 

Gesner  (Conrad).  Tabulae  collectionum  in  genere,  et  particulatim 
per  xii  menses,  in  usum  pharmacopolarum  conscriptse.  (In 
Kyber,  D.,  Lexicon  rei  herbarise,  Argentinae,  1553,  p.  467-548.) 

[ — ] Treasure  of  Evonymus,  conteyning  wonderfull  hid  secretes  of 
nature,  touching  the  most  apte  formes  to  prepare  and  destyl 
medicines ; whereunto  are  joyned  the  formes  of  sondry  apt 
fornaces  and  vessels ; translated  out  of  Latin,  by  P.  Morwyng. 
London,  [1559].  20  + 408  p. 
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Gesner  (Conrad)  continued. 

[ — . Nevve  jewell  of  health,  wherein  is  contayned  secretes  of  phisicke 
and  philosophie ; remedies  for  diseases ; treating  amplye  of 
distyllations,  the  extraction  of  artificial  saltes,  the  use  and 
preparation  of  antimonie,  and  potable  gold  ; faithfully  corrected 
and  published  in  Englishe,  by  G.  Baker.  London,  1576.] 

Note. — Wants  t.-p.,  prefactory  matter,  and  ff.  3,  252-3,  258  (end). 

— gee  alSo  Coudus  (V.),  Annotationes,  C.  G.  de  hortis  Germaniae, 

1561.  * 

Geyler  (H.  Th.).  See  Botanischer  Jahresbericht,  1885-89. 

Ghent.  See  Societe  de  medecine  de  Gand. 

Giacosa  (Piero).  See  Fluckiger  (F.  A.),  Elementi  di  farm.,  1886. 
Gibert  (Ernest).  Enumeratio  plantarum  sponte  nascentium  agro 
Montevidensi.  Montevideo,  1873.  146  p. 

Gibsone  (Rev.  B.  W.).  Chemical  addenda:  brief  exposition  of 
modern  chemistry.  London,  1866.  24  p.  (Pam.  70.) 

Giessen  laboratory.  Hofmann  (J.  P.),  Acht  Tafeln  des  chemischen 
Laboratoriums,  1842. 

— Will  (H.),  Outlines  of  qualitative  analysis,  1846. 

Gildemeister  (Eduard)  & F.  Hoffmann.  The  volatile  oils  ; written 

under  the  auspices  of  Schimmel  & Co.  ; authorized  translation 
by  E.  Kremers.  Milwaukee,  1900.  8 + 734  p.  +4  maps. 

Gilg  (Ernst).  See  Thoms  (H.)  & E.  G.,  Nahrungsmittelchemie,  1899. 
Gill  (C.  Haughton).  Sugar  refining.  (In  Bevan,  G.  P.,  British 
manufacturing  industries,  2nd  ed.,  1878,  Salt,  etc.,  p.  104-35.) 
Gille  (Norbert)  [Joseph  GhislainJ).  Falsifications  des  substances 
alimentaires ; suivi[es]  d un  tableau  indiquant  les  empoisonne- 
ments  et  les  secours  a donner  aux  personnes  empoisonnees. 
Bruxelles,  1853.  2 + 104  p.  (Pam.  18.) 

Falsifications  et  autres  defectuosites  des  principaux  medicaments 

simples.  Deuxieme  edition.  Bruxelles,  1891.  32  + 410  p. 

— See  also  Societe  royale  de  pharmacie  de  Bruxelles,  Falsifica- 

tions, rapport  fait  par  Haucliamps  et  Piers,  1853. 

See  also  Congres  medical,  Pliarmacopee  universelle,  etc.,  1879. 

Ginger.  Patrouillard  (Ch.),  Surle  gingembre  blanc,  1875. 
Girgensohn  (Leonhard).  Beitrage  zur  Albuminometrie  und  zur 
Kenntniss  der  Tanninverbindungen  der  Albuminate  ; Disserta- 
tion. Dorpat,  1872.  56  p.  +3  tab.  (Pam.  23.) 

Gladstone  (John  Hall.)  See  Faraday  (M.),  M.  F.,  biog.,  1872. 
Gladwin  (Francis).  See  Mohammed  Abdullah  (N.)  bhirdzy,  Ulfaz 
udwiyeh,  1793. 

Glaisher  (James).  Philosophical  instruments  and  processes.  (In 
Society  for  the  Encouragement  of  Arts,  Lectures  on  results 
of  the  Great  Exhibition,  1st  ser.,  1852,  p.  321-402.) 
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Glands.  Russel  (R.),  Dissertation  on  the  use  of  sea  water,  etc.,  1752. 
Glasgow.  See  Faculty  of  Physicians  and  Surgeons  of  Glasgow. 

— See  Glasgow  and  West  of  Scotland  Medical  Association. 

— See  Philosophical  Society  of  Glasgow. 

— - See  University  of  Glasgow. 

Glasgow  and  West  of  Scotland  Medical  Association.  Glasgow 
medical  journal.  Glasgow,  1881-88.  Ser.  5,  vol.  16-30,  pi. 

— Same.  General  index,  1828-88.  Glasgow,  1889.  8+160  p. 

Glasgow  medical  journal.  See  preceding  entry. 

Glass.  Barff  (F.  S.),  Glass  and  silicates,  2nd  ed.,  1877. 

— Bevan  (G.  P.),  Industrial  classes  and  statistics,  1876. 

— Shaw  (G.),  Manufacture  of  glass,  1853. 

— Siienstone  (W.  A.),  Methods  of  glass  blowing,  1886. 

Glassford  (Charles  F.  O.).  Town  excreta,  its  utilization : London 

sewage ; plan  for  the  collection  and  treatment  of  faecal  matter 
of  towns,  [and]  for  purifying  sewers  and  rivers ; with  especial 
reference  to  the  metropolis,  the  river  Thames,  and  the  Board 
of  Works’  main  drainage  scheme.  London,  1858.  32  p. 

(Pam.  36.) 

Glauber  (Joh.  Rudolph).  Works  : containing  secrets  in  medicine 
and  alchymy,  in  the  working  of  metallick  mines,  the  separation 
of  metals,  etc.  ; translated  [from  the  German  and  Latin,  etc.]  by 
C.  Packe.  London,  1689.  10  + 444  + 4 + 220  + 104  p.  +10  pi. 

— Description  of  new  philosophical  furnaces : new  art  of  distilling, 

in  five  parts : [with]  description  of  the  tincture  of  gold,  or  the 
true  aurum  potabile,  also  the  first  part  of  the  mineral  work  ; 
set  forth  in  English  by  J.  F[rench  ?].  London,  1651  [-52]. 
16  + 464  p. 

Glazebrook  (R.  T.).  Physical  optics.  London,  1883.  14  + 434  + 

2 p.  (Text-books  of  science.) 

— Heat  and  light.  Second  edition.  Cambridge,  1895.  14  + 224  + 

208  + 6 + 6 p. 

Glazebrook  (R.  T.)  & W.  N.  Shaw.  Practical  physics.  London, 
1885.  2 + 22  + 488  p.  (Text-books  of  science.) 

Glow-worm.  Murray  (J.),  Experimental  researches  on  the  light 
and  luminous  matter  of  the  glow-worm,  1826. 

Glucose.  Chevallier  ([J.  B.]  A.),  Sur  la  falsification  du  sucre  de 
canne  par  la  glucose,  [1843]. 

Glucosides.  Sohn  (C.  E.),  Dictionary  of  the  active  principles  of 
plants,  1894. 

Glycerole  of  subacetate  of  lead.  Squire  ([A.  J.]  B.),  On  the  treat- 
ment of  chronic  eczema,  2nd  ed.,  1878. 

Glycyrrhiza.  Madsen  (H.  P.),  Investigations  on  succus  glycyrrhizae, 
1881. 
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Gmelin  (Johann  Friedrich).  Allgemeine  Geschichte  der  Pflanzen- 
gifte.  Niirnberg,  1777.  16  + 526  p. 

— Allgemeine  Geschichte  der  mineralischen  Gifte.  Niirnberg,  1777. 

8 + 332  p. 

— Apparatus  medicaminum  tam  simplicium  quam  prseparatorum 

et  compositorum,  etc.  Goettingse,  1795-96.  Yol.  1-2.  B.  * 
Note. — See  also  Murray  (J.  A.),  Apparatus  medicaminum,  1784-94. 
Gmelin  (Leopold).  Handbuch  der  theoretischen  Chemie.  Dritte 
Auflage.  Frankfurt  am  Main,  1829[ — 30  ?].  Bd.  1,  Abth.  2; 
Bd.  2,  Abth.  1-2.  * 

— Same.  Yierte  Auflage.  Heidelberg,  1846-65.  Portions  of  Bd. 

4-8 ; Suppl.,  Lief.  1-2.  * 

Note. — After  Bd.  5 of  this  ed.,  the  work  has  an  additional  t.-p. 
commencing  “ Fortsetzung,”  and  was  edited,  or  contributed  to, 
by  K.  List,  J.  v.  Liebig,  K.  Kraut,  [L.]  Carius,  [W.]  Hallwachs, 

[H.]  Ritter,  [K.]  Schwanert,  C.  G.  Lehmann,  [F.]  Rochleder 
and  A.  Husemann. 

— Eng.  Handbook  of  chemistry,  translated  [with  index]  by  H. 

Watts  [and  others],  London,  1848-72.  19  vol.,  5 pi.  (Caven- 

dish Society.)  2 copies. 

Gnats’  scales.  Hogg  (J.),  On  gnats’  scales,  [1871]. 

Gobel.  See  Goebel. 

Gobley  (Th.).  See  Chevallier  (J.  B.  A.),  T.  G.,  <£•  E.  Journeil, 
Essais  sur  le  vinaigre,  1843. 

Gobley  (Th.  ?).  See  Journal  de  pharmacie  et  de  chimie,  1850-76. 
Goddard  (Jonathan).  See  Bate  (G.),  Pharmacopoeia  Bateana,  con- 
taining Arcana  Goddardiana,  1694,  etc. 

Goddard  (Joseph).  Chemist’s  counter  companion,  or  complete  retail 
price  book ; compiled  for  the  Leicestershire  Association  cf 
Chemists  and  Druggists.  Leicester,  1846.  10  + 208  p. 

Godeffroy  (Richard).  Tabellen  und  Formulare  fur  qualitative  und 
quantitative  Analysen,  Titrirmethoden,  Harnanalysen,  etc. 
Wien,  [1884].  146  p.  +4  tab.  (Pam.  14.) 

Godfrin  (J.)  <£•  Ch.  Noel.  Atlas  manuel  de  l’histologie  des  drogues 
simples.  Paris,  1887.  4 + 4 p.  +45  pi.  * 

Godman  (Fred.  DuCane)  <£•  O.  Salvin.  Biologia  Centrali-Ameri- 
cana  ; or,  Contributions  to  the  knowledge  of  the  fauna  and  flora 
of  Mexico  and  Central  America.  London,  1879-88.  * 

Botany,  by  W.  B.  Hemsley,  4 vol.  text,  111  pi. 

Goebel  ([Carl  Christian  Traugott]  Friedemann)  <£;  G.  Kunze. 
Pharmaceutische  Waarenkunde  mit  illuminirten  Kupfern, 
gezeichnet  von  E.  Schenk  ; begonnen  von  F.  G.  ; fortgesetzt 
von  G.  K.  Eisenach,  1827-34.  2 Bd.  in  1 vol.,  71  col.  pi.  * 

— Same.  Another  copy , hound  in  1 vol.  B.  * 
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Goebel  (K.).  Outlines  of  classification  and  special  morphology  of 
plants ; a new  edition  of  Sachs’  Text-book  of  botany,  book  2 ; 
authorised  translation  by  H.  E.  F.  Garnsey,  revised  by  I.  B. 
Balfour.  Oxford,  1887.  12  + 51 G p. 

— Organography  of  plants.  Authorized  English  edition,  by  I.  B. 

Balfour.  Oxford,  1900.  Part  1. 

Gold.  Bouttell  (C.),  Gold  working,  2nd  ed.,  1878. 

■ — - [French  (J.),  Art  of  distillation  ...  with  the  anatomy  of  gold,. 
1651  ?] ; 2nd  ed.,  1653;  [3rd  ed.,  1664]. 

— [Gesner (C.),  Newe  jewell  of  health  ...  the  use  and  preparation  of 

potable  gold,  1576.] 

— Glauber  (J.  R.),  Description  of  philosophical  furnaces,  with  de- 

scription of  tincture  of  gold,  or  aurum  potabile,  1651  [-52]. 

— Rosales  (H.),  Essay  on  the  origin  and  distribution  of  gold  in 

quartz  veins,  etc.,  1861. 

Gomez  de  Ortega  (Casimiro).  See  Pharmacopoeia  chirurgica,  Far- 
macopea  quirui'gica,  1797. 

Gondard  (Octave).  Des  acides  oxyphenylsulfureux  et  des  oxyphenyl- 
sulfites;  these.  Paris,  1874.  76  p.  (Pam.  10.) 

Goniometer.  Brooke  (H.  J.),  Familiar  introduction  to  crystallo- 
graphy, including  an  explanation  of  the  goniometer,  1823. 
Gonorrhoea.  See  Venereal  disease. 

Goodale  (George  Lincoln).  Physiological  botany.  London,  1890. 

22  + 502  + 36  p.  (Gray,  Botanical  text-book,  part  2.) 

Goodeve  (T[homas]  M[inchin]).  Elements  of  mechanism.  [Third 
edition.]  London,  1870.  8 + 272  p.  (Text-books  of  science.) 

— See  also  Text-books  of  science,  edited  partly  by  T.  M.  G. 

Goodrich  (Chauncey  A.).  See  Webster  (N.),  Dictionary  of  the 

English  language,  revised  ed.,  1858. 

Goodwin  (Joseph).  See  Clark  (B.),  Remarks  on  French  shoeing,  1830. 
Gordon  (J.  E.  H.).  Physical  treatise  on  electricity  and  magnetism. 
London,  1880.  2 vol.,  52  pi. 

Gordon  (John).  Outlines  of  lectures  on  human  physiology.  Edin- 
burgh, 1817.  8 + 200  p. 

Gore  (George).  Art  of  electro-metallurgy,  including  all  known 
processes  of  electro-deposition.  London,  1877.  20  + 392  + 4 p. 

(Text-books  of  science.) 

— Art  of  scientific  discovery ; general  conditions  and  methods  of 

research  in  physics  and  chemistry.  London,  1878.  20  + 648 

+ 4 p. 

Gore  (R.  T.).  See  Blumenbacii  (J.  F.),  Manual  of  the  elements  of 
natural  history,  1825. 

Gorgas  (Albert  C.).  See  United  States  of  America,  Navy  Depart- 
ment, Naval  hygiene,  by  Wilson,  with  appendix  by  A.  C.  G.,  1870. 
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Gorham  (John).  System  for  the  construction  of  crystal  models. 
London,  1888.  28  p.  +56  pi. 

Gorkom  (K[arel]  W[essel]  van).  Cultivation  of  the  chinchonas  or 
Peruvian  bark  trees  in  Java;  with  notes  by  [J.]  C.  Hasskarl ; 
translated  from  the  German.  London,  1870.  62  p.  (Pam.  32.) 

— Handbook  of  cinchona  culture ; translated  by  B.  D.  Jackson. 

Amsterdam,  1883.  [12]  + 292  p.,  1 col.  pi.  2 copies. 

Gorraeus  (Petrus).  Formulae  remediorum,  quibus  vulgo  medici 
utuntur.  Lutetiae,  1569.  84  ff.  * 

Gosse  (Philip  Henry).  Manual  of  marine  zoology  of  the  British 
isles.  London,  1855.  Part  1. 

Goulard  ([Thomas]).  Treatise  on  the  effects  and  various  prepara- 
tions of  lead,  for  chirurgical  disorders  ; translated  from  the 
French.  Third  edition,  with  additions  [by  G.  Arnaud].  London, 
1772.  8 + 232  p.  +1  tab. 

— Same.  New  edition.  London,  1777.  8 + 232  p. 

Gould  (George  M.).  Illustrated  dictionary  of  medicine,  biology  and 
allied  sciences.  London,  1894.  1634  p.  * 

Gould  (John  Granger).  See  Practical  observations  on  the  use  of 
Indian  bael  or  bela,  in  dysentery,  diarrhoea,  etc.,  [185-  ?]. 
Goulin.  See  Dictionnaire  raisonne-universel,  1773. 

Gourdin  (Theophile).  Syntheses  de  pharmacie  et  de  chimie  ; [these]. 
Paris,  1862.  8 p.  (Pam.  5.) 

Gout.  Bennett  (J.  H.),  Treatise  on  the  oleum  jecoris  aselli,  1841. 

— Greenhow  (E.  H.),  On  chronic  bronchitis,  especially  as  connected 

with  gout,  etc.,  1869. 

— Herilacus  (P.),  Aquarum  natura  et  facilitates,  de  arthridite  et 

podagra  consilium,  1591. 

— Scudamore  (C.),  Letter  on  nature  and  treatment  of  gout,  1839. 
Grabner  (F.).  Beitrage  zur  Kenntniss  der  Ptomaine  in  gerichtlich- 

chemischer  Beziehung  ; Inaugural-Dissertation.  Dorpat,  1882. 
86  p.  (Pam.  27.) 

Graf  (F.).  See  Seboth  (J.),  Alpine  plants,  1879-80. 

Graham  ( Sir  James).  See  Clark  (James),  Remarks  on  medical  re- 
form, in  a letter  to  J.  G.,  1842. 

— See  Society  of  Apothecaries,  Statement  on  the  Apothecaries’ 

act,  1844. 

Graham  (John).  Catalogue  of  plants  growing  in  Bombay  and 
vicinity.  Bombay,  1839.  6 + 254+12  p.  ©.  * 

Graham  (Thomas).  Elements  of  chemistry,  including  the  applica- 
tions of  the  science  in  the  arts.  London,  1842.  24+  1088  p. 

— Same.  Second  edition,  [partly  by  H.  Watts],  London,  1850-58. 

2 vol. 

— On  the  motion  of  gases.  London,  1846.  [62]  p.  +3  pi. 
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Graham  (Thomas) — continued. 

— Chemical  reports  and  memoirs ; [translated  by  G.  E.  Day;] 

edited  by  T.  G.  London,  1848.  8-1-372  p.  +2  pi.  (Cavendish 
Society.) 

— Same.  Another  copy.  B.  * 

Contents—  Atomic  volume,  [by  F.  J.  Otto,  and  by  E.  Filhol] ; Iso- 
morphism, [by  F.  J.  Otto] ; Endosmosis,  [by  J.  Vogel]  ; Simul- 
taneous contrast  of  colours,  [by  M.  E.  Chevreul]  ; Latent  heat 
of  steam  at  different  pressures,  [by  H.  V.  Regnault] ; Artificial 
formation  of  alkaloids,  [by  E.  Kopp]  ; Volcanic  phenomena,  [by 
R.  W.  E.  Bunsen], 

Supplementary  observations  on  the  diffusion  of  liquids.  London, 
1850.  [34]  p. 

Life  and  works  of  T.  G.  illustrated  by  64  unpublished  letters ; 
prepared  for  the  Glasgow  Philosophical  Society  by  R.  A.  Smith  ; 
edited  by  J.  J.  Coleman.  Glasgow,  1884.  114  p.  +por. 

Graham  (Thomas)  <£•  F.  J.  Otto.  G.-O.’s  ausfiihrliches  Lehrbuch 
der  Chemie.  Dritte  Auflage.  Braunschweig,  1854[-5],  Bd.  3, 
Lief.  1-5. 

Note.— Contains  only  Kolbe’s  organische  Chemie,  Bd.  1,  Lief.  1-5. 
Graham  (Walter).  Brass  founding,  tin  plate  and  zinc  working. 
{In  Bevan,  G.  P.,  Bi’itish  manufacturing  industries,  2nd  ed., 
1876,  Iron,  etc.,  p.  126-85.) 

Grammar.  See  various  languages. 

Grant  (Charles  Scovell).  West  African  hygiene.  London,  1882.  36  p. 

— Same.  Second  edition.  London,  1884.  8 + 52  p. 

Grant  (Klein).  See  Hooper  (R.),  Lexicon  medicum,  8th  ed.,  1848. 
Granville  (A[ugustus]  B[ozzi]).  Counter-irritation,  its  principles  and 
practice,  illustrated  by  100  cases  of  disease  cured  by  external 
applications.  London,  1838.  16  + 360  p. 

Grasses.  Moore  (D.),  Concise  notices  of  British  grasses  best  suited 
for  agriculture,  3rd  ed.,  1851.  * 

Stillingfleet  (B.),  Miscellaneous  tracts,  [with]  observations  on 
grasses,  2nd  ed.,  1762. 

Gravel.  See  Calculi  and  Concretions. 

Graves  (George)  & J.  D.  Morries.  Hortus  medicus.  Edinburgh, 
1834.  8 + 274  p.  +43  pi.  * 

Graves  (Robert).  Pocket  conspectus  of  the  London  and  Edinburgh 
pharmacopceias ; the  virtues,  uses,  and  doses  of  the  articles  and 
preparations,  etc.  Second  edition.  London,  1799.  8+116  p. 

Conspectus  of  the  London,  Edinburgh,  and  Dublin  pharmaco- 
pceias, etc.  Fourth  edition  [of  Pocket  conspectus],  London, 

1810.  12  + 136  p. 

Graveyards.  See  Interment  and  Disinterment. 
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Gray  (Asa).  First  lessons  in  botany  and  vegetable  physiology 
[with]  glossary  of  terms.  New  York,  1857,  12  + 238  p. 

— Botany  for  young  people  and  common  schools  : how  plants  grow 

with  a popular  flora.  Eighth  edition.  New  York,  1862.  2 + 238  ] 

— Manual  of  the  botany  of  the  northern  United  States.  Fift 

edition  ; eighth  issue.  New  York,  1872.  706  p.  +20  pi. 

— [Botanical  text-book,  or]  Introduction  to  structural  and  systt 

matic  botany,  and  vegetable  physiology.  Fifth  edition  ; [ne1 
issue].  New  York,  1875.  556  p. 

— Same.  Sixth  edition.  New  York,  1879.  Pt.  1,  12  + 442  p. 

For  part  2,  see,  GOODALE  (G.  L.),  Physiological  botany,  1890. 

— See  also  California,  Geological  Survey,  Botany,  1876,  v.  1. 
Gray  (John  Edward).  See  Annals  and  mag.  of  nat.  hist.,  ser.  3-4. 
Gray  (Samuel  Frederick).  Supplement  to  the  pharmacopoeias 

including  drugs,  formulae,  etc.  London,  1818.  16  + 412  p. 

— Supplement  to  the  pharmacopoeia  : being  a treatise  on  pharma 

cology  in  general.  New  edition.  London,  1821.  32  + 528  p. 

[ — Same.  Fifth  edition.  London,  1831.]  P.  33-48  +p.  1-576. 

— Same.  Sixth  edition.  London,  1836.  54  + 562  + 4 p. 

Note. — For  further  editions,  see  Redwood  (T.). 

— Natural  arrangement  of  British  plants,  including  those  cultivate 

for  use  ; with  introduction  to  botany.  London,  1821.  2 vol 

21  col.  pi. 

— Elements  of  pharmacy,  and  of  the  chemical  history  of  tb 

materia  medica  of  the  London  College,  etc.  London,  1821 : 
28  + 314  p. 

— See  also  London  medical  repository,  1819-21. 

Grays  Thurrock  water.  Prestwich  (J.),  D.  Campbell,  <£■  Easto:' 
Amos  and  Sons,  Report,  1860. 

Great  Britain  and  Ireland.  ( See  also  England  ; — Ireland,  etc.) 

— See  Head  (G.),  Home  tour  through  the  United  Kingdom,  1837. 
Great  Britain  and  Ireland.  Admiralty.  Manual  of  scientif 

enquiry,  for  officers  in  H.M.  navy,  etc.;  edited  by  J.  F.  W 
Herschel.  Second  edition.  London,  1851.  12  + 504  p. 

Same.  Fourth  edition,  by  R.  Main.  London,  1871.  16  + 392  q 

+ 2 pi. 

Great  Britain  and  Ireland.  Agriculture.  See  G.  B.  &.  I.,  Parld  a 
ment,  Agricultural  returns,  1871-73. 

Great  Britain  and  Ireland.  Arts.  Parkes  (S.),  Chemical  essay 
principally  relating  to  arts  and  manufactures,  1815. 

Great  Britain  and  Ireland.  Board  of  Trade.  Catalogue  of  tin 
library,  [by  W.  M.  Bucknall].  London,  1866.  4 + 648  p. 

See  also  G.  B.  & I.,  Parliament,  Tables  shewing  trade  u 

the  United  Kingdom,  1842. 
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Great  Britain  and  Ireland.  Botany.  Allen  (G.),  The  colours  of 
flowers,  1882. 

Babington  (0.  C.),  Manual  of  British  botany,  3rd  ed.,  1851  ; 
4th  ed.,  1856 ; 7th  ed.,  1874 ; 8th  ed.,  1881. 

— Barton  (B.  H.)  <£•  T.  Castle,  British  flora  medica,  new  ed., 
by  J.  R.  Jackson,  1877. 


Bentham  (G.),  Handbook  of  the  British  flora,  1858  ; 4th  ed., 

1878  ; 5th  ed.,  1887. 

Same , illustrated  edition,  1865. 


Britten  (J.)  <L-  R.  Holland,  Dictionary  of  English  plant- 

names,  18[78-]86.  * 

Cooke  (M.  C.),  Plain  and  easy  account  of  British  fungi,  1862. 

Index  fungorum  Britannicorum,  1864. 

Fern  book  for  everybody,  1867. 

Handbook  of  British  fungi,  1871  * ; 2nd  ed.,  1883-91. 

Illustrations  of  British  fungi,  1881-91.  * 

— British  fresh-water  algae,  1882-84.  * 

British  desmids,  supplement  to  Brit,  algae,  18[86-]87.  * 

British  edible  fungi,  1891. 


Dickson  (J.),  Fascicul[i  4]  plantarum  cryptogamicarum  Bri- 
tanniae,  1785-1801. 


Fitch  (W.  H.)  <L-  W.  G.  Smith,  Illustrations  of  the  British 
flora,  1880. 


Gardiner  (W.),  Twenty  lessons  on  British  mosses,  1846. 

— Gray  (S.  F.),  Natural  arrangement  of  British  plants,  1821. 
Hay  (W.  D.),  Elementary  text-book  of  British  fungi,  1887. 

— Hayward  (W.  R),  Botanists’  pocket-book,  5th  ed.,  1887. 
Henslow  (G.),  Floral  dissections,  1879. 

— Hill  (J.),  Flora  Britanica,  1760. 

— Hobkirk  (C.  P.),  Synopsis  of  British  mosses,  1873. 

— Hooker  (J.  D.),  Student’s  flora  of  the  British  Islands,  2nd  ed., 
1878  ; 3rd  ed.,  1884. 

— Hooker  (W.  J.),  British  flora,  4th  ed.,  1838,  vol.  1 ; 6th  ed., 
1850,  vol.  1. 

— Hull  (J.),  British  flora,  1799. 

' Johns  (G.  A.),  Forest  trees  of  Britain,  [1869  ?]. 

— Johnson  (O.  P.),  Useful  plants  of  Great  Britain,  illustrated 
by  J.  E.  Sowerby,  [1867  ?].  * 

— Lindley  (J.),  Synopsis  of  the  British  flora,  3rd  ed.,  1841. 

- Loudon  (J.  C.),  Encyclopaedia  of  plants  of  Britain,  1836. 

Hortus  Britannicus,  new  ed.,  1850. 

Lowe  (E.  J.),  Our  native  ferns,  1867-69.  * 

Lubbock  (J.),  On  British  wild  flowers  considered  in  relation 
to  insects,  1882. 
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Great  Britain  and  Ireland.  Botany — continued. 

Moore  (D.),  Concise  notices  of  British  grasses,  3rd  ed.,  1851.  * 

— — Moore  (T.),  Handbook  of  British  ferns,  2nd  ed.,  1853. 

Notcutt  (W.  L.),  Handbook  of  British  plants,  [1865]  ; new 

ed.,  1870. 

Parkinson  (J.),  Paradisi  in  sole  paradisus  terrestris,  1629. 

Phillips  (W.),  Manual  of  the  British  discomycetes,  1887. 

Plowright  (C.  B.),  Monograph  of  the  British  uredineae  and 

ustilagineae,  1889. 

Prior  (R.  C.  A.),  On  the  popular  names  of  British  plants.- 

2nd  ed.,  1870;  3rd  ed.,  1879. 

Ralfs  (J.),  British  phaenogamous  plants  and  ferns,  1839. 

Ray  (J.),  Synopsis  methodica  stirpium  Britannicarum,  ed.  3. 

1724.  * 

Rogers  (W.  M.),  Handbook  of  British  rubi,  1900. 

Rostafinski  ([J.  T.  v.]),  Contributions  to  mycologia  Britan 

nica,  myxomycetes  of  Great  Britain,  tr.  by  M.  C.  Cooke,  1877. 

Smith  (James  E.),  English  flora,  1825-36.  * 

Compendium  florae  Britannicae,  ed.  4a,  1825 ; ed.  5a,  1828. 

[Sowerby  (Ja.),  Coloured  figures  of  English  fungi,  1809.]  * 

— English  botany,  by  Boswell  Syme,  etc.,  3rd  ed.,  1863-92.  *' 

Sowerby  (John  E.),  C.  Johnson  <&■  C.  P.  Johnson,  British 

poisonous  plants,  2nd  ed.,  1861.  * 

Sowerby  (John  E.)  <&  C.  P.  Johnson,  British  wild  flowers* 

1860.  * 

Stevenson  (J.),  Hymenomycetes  Britan  nici,  British  fungi,  1886 

Watson  (H.  C.),  Cybele  Britannica,  1847-59. 

Compendium  of  the  Cybele  Britannica,  1870. 

Withering  (W.),  Arrangement  of  British  plants,  7th  ed.,  18301 

— British  plants,  compiled  by  W.  Macgillivray,  11th  ed.,  1863' 

Woods  (J.),  Tourist’s  flora,  1850. 

Great  Britain  and  Ireland.  Chemistry.  Gregory  (W.),  Letter  on 
the  state  of  schools  of  chemistry  in  the  United  Kingdom,  1842.'. 
Great  Britain  and  Ireland.  Colonial  Office.  Flora  Hongkongensis  ■ 
a description  of  the  flowering  plants  and  ferns  of  the  island  oo 
Hongkong  ; by  G.  Bentham,  [with  B.’s  Outlines  of  botany] 
London,  1861.  20  + 52  + 482  p.  + 1 map.  * 

See  also  HANCE  (H.  F.),  Florae  Hongkongensis  prostheke,  1872. 

Report  on  leprosy,  by  the  Royal  College  of  Physicians  [o 

London],  prepared  for  H.  M.  secretary  of  state  for  the  colonies - 
with  appendix.  London,  1867.  78  + 2 + 244  p. 

Great  Britain  and  Ireland.  Colonies.  See  G.  B.  <fc  I.,  Parliament 
Statistical  abstract  for  colonial  possessions  from  1857-71. 

Martin  (R.  M.),  Statisticsof  colonies  of  the  British  Empire,  1831 1 
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Great  Britain  and  Ireland.  Commerce  or  Trade.  See  G.  B.  & I., 

Parliament,  Tables  shewing  trade,  1842  ; — Reports  by  H.  M. 
consuls  on  British  trade  abroad,  1873. 

Great  Britain  and  Ireland.  Commissioners  for  the  Exhibition  of 
1851.  Great  Exhibition  of  the  Works  of  Industry  of  All 
Nations ; official  descriptive  and  illustrated  catalogue ; [with 
reports  of  the  commissioners].  London,  [1851-52],  4 vol.,  pi. 

Exhibition  of  the  Works  of  Industry  of  All  Nations  ; reports 

of  the  juries.  London,  1852.  6 + 120  + 868  p.  +3  pi.  2 copies. 

Great  Britain  and  Ireland.  Commissioners  for  the  Exhibition  of  1862. 
International  Exhibition  of  1862  ; illustrated  catalogue  of  the 
industrial  department,  British  division ; [with  Concise  history  of 
the  Exhibition,  by  J.  Hollingshead.  London,  1862].  2 vol.,  pi. 

International  Exhibition  of  1862  ; classified  and  descriptive 

catalogue  of  the  Indian  department,  by  J.  F.  Watson.  [London, 
1862.]  18  + 290  p.  2 copies. 

Same.  Another  copy.  %.  * 

[Jury  report  on  class  2,  section  A,  chemical  products  and 

processes,  by  A.  W.  Hofmann.  London,  1862.]  200  p.,  n.  t.-p. 

Great  Britain  and  Ireland.  Commissioners  of  Works  and  Public 
Buildings.  Flora  of  tropical  Africa,  by  D.  Oliver,  [W.  T. 
Thiselton  Dyer,  etc.~\  ; [with  Bentham’s  Outlines  of  botany]. 
London,  1868-97.  Vol.  1-3,  7.  * 

— - — Report[s  by  J.  D.  Hooker]  on  the  progress  and  condition  of 
the  royal  gardens  at  Kew,  during  1877,  [1881,  1882].  London, 
1878,  1882,  1884.  3 pam. 

Great  Britain  and  Ireland.  Committee  of  Council  on  Education. 

Catalogue  of  the  third  and  concluding  Exhibition  of  National 
Portraits,  18[00-]67,  on  loan  to  the  South  Kensington  Museum  ; 
[issued  by  the  Science  and  Art  Department].  London,  [1868]. 

10+210  p. 

Illustrations  of  the  principal  natural  orders  of  the  vegetable 

kingdom  ; pi'epared  for  the  Science  and  Ai’t  Department  by 
[ D.]  Oliver  ; plates  by  W.  H.  Fitch.  London,  1874.  8+  154  p. 

+ 109  col.  pi.  * 

Bethnal  Green  Branch  of  the  South  Kensington  Museum  ; 

descriptive  catalogue  of  the  collection  illustrating  the  utilization 
of  waste  products  ; [issued  by  the  Science  and  Art  Department], 
London,  1875.  80  p. 

■ South  Kensington  Museum  science  handbooks ; branch 

museum,  Bethnal  Green.  [London,]  1877-83.  4 vol. 

Bell  (James),  Analysis  and  adulteration  of  foods.  2 vol.  2 copies. 
Murray  (A.),  Economic  entomology,  aptera. 

Mmmonds  (P.  L.),  Animal  products,  their  preparation,  uses,  etc. 
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Great  Britain  and  Ireland.  Customs.  A book  of  values  of  mer- 
chandize imported,  according  to  which,  excize  is  to  be  paid  by 
the  first  buyer.  London,  1657.  [42]  p.  J|.  * 

Great  Britain  and  Ireland.  Entomology.  Stainton  (H.  T.),  Insects 
Britannica,  lepidoptera,  tineina,  1854. 

Westwood  (J.  0.),  Introduction  to  modern  classification  of  in. 

sects,  [with  Synopsis  of  the  genera  of  British  insects,]  1839-40. 

Butterflies  of  Great  Britain,  1855.  * 

Wood  (W.),  Index  entomologicus,  new  ed.,  1852.  * 

Great  Britain  and  Ireland.  Food.  Scott  (W.  L.),  On  the  supply 
of  animal  food  to  Great  Britain,  1868. 

Great  Britain  and  Ireland.  Geology.  See  G.  B.  & I.,  Museum  oj:> 
Practical  Geology,  Descriptive  guide,  with  notices  of  the  Geo 
logical  Survey  of  the  United  Kingdom,  4th  ed.,  1877. 

Great  Britain  and  Ireland.  Government.  Report  on  the  scientific 
results  of  the  voyage  of  H.M.S.  Challenger  during  the  yearr 
1873-76.  London,  1884-86.  4 vol. 

Zoology.  Vol.  9.  Report  on  foraminifera,  by  H.  B.  Brady,  1884.  2 v. 
Botany.  Vol.  1.  Report  on  insular  floras,  by  W.  B.  Helmsley,  1885. 

Vol.  2.  Report  on  diatomacese,  by  F.  Castracane  degli  Antel- 
minelli,  1886. 

Great  Britain  and  Ireland.  Health  resorts.  Thomson  (S.),  Healtl 
resorts  of  Britain,  1860. 

Great  Britain  and  Ireland.  House  of  Commons.  ( See  also  G.  B.  &,  I. 

Parliament.) 

Report  from  the  select  committee  on  medical  education  ; witll 

minutes  of  evidence,  and  appendix.  [London,]  1834.  2 vol. 

1.  Royal  Coll,  of  Physicians,  Lond.— 2.  Royal  Coll,  of  Surgeons,  Loud. 

— - — Municipal  corporation . boundaries  : England  and  Wales;  ret 
port  of  the  commissioners.  [London,]  1837.  3 vol.,  178  co  l 

maps. 

Municipal  corporation  boundaries  : Ireland  ; reports  and  plana- 

[London,]  1837.  6 + 162  p.  +77  col.  maps. 

East  India,  chinchona  plant,  return  : correspondence  relatina 

to  the  introduction  of  the  chinchona  plant  into  India,  and  if: 
cultivation,  from  March  1852  to  March  1863  ; [compiled  by  thu 
India  Office.  [London,]  1863.  6 + 272  p.  +4  maps. 

Same.  Another  copy.  B.  * 

East  India,  chinchona  plant,  return  : further  correspondents 

relating  to  the  introduction  of  the  chinchona  plant  into  India 
etc.,  from  April  1863  to  April  1866;  [compiled  by  the]  Indili 
Office.  [London,]  1866.  6 + 380  p.  +4  pi.  +2  maps. 

Same.  Another  copy.  B.  * 
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Great  Britain  and  Ireland.  House  of  Commons — continued. 

East  India,  chinchona  cultivation,  return : correspondence 

relating  to  the  cultivation  of  chinchona  plants,  from  April  1866 
to  April  1870;  [compiled  by  the]  India  Office.  [London,]  1870. 
6 + 286  p.  +2  pi.  +1  map. 

Same.  Another  copy.  B.  * 

Special  report  from  the  select  committee  on  Apothecaries’ 

licences  bill ; with  proceedings  of  the  committee,  minutes  of 
evidence,  etc.  [London,]  1874.  10  + 54  p. 

Note. — Refers  more  particularly  to  pharmacy  in  Ireland. 

Great  Britain  and  Ireland.  India  Museum.  See  below , G.  B.  & I., 

India  Office. 

Great  Britain  and  Ireland.  India  Office.  New  Zealand  Exhibi- 
tion, 1865;  classified  list  of  contributions  from  British  India 
and  its  dependencies,  forwarded  by  order  of  the  secretary  of 
state  for  India,  from  the  India  Museum,  London,  by  J.  F. 
Watson.  London,  1864.  64  p. 

-Report  on  the  specimens  of  chinchonse  in  the  herbaria  at 

Madrid,  by  C.  R.  Markham.  London,  1866.  12  p.  (Pam.  32.) 

Chinchona  species  of  New  Granada,  containing  the  botanical 

descriptions  of  the  species  examined  by  Mutis  and  Karsten  ; 
with  some  account  of  those  botanists,  and  of  the  results  of 
their  labours;  by  C.  R.  Markham.  London,  1867.  140  p. 

+ 5 pi.  (Pam.  32.) 

Paris  Universal  Exhibition,  1867  ; Indian  department ; cata- 
logue of  articles.  London,  1867.  48  p. 

Index  to  the  native  and  scientific  names  of  Indian  and  other 

eastern  economic  plants  and  products  ; by  J.  F.  Watson.  Lon- 
don, 1868  [pub.  1866  ?].  8 + 638  p.  * 

Same.  Another  copy.  B.  * 

Pharmacopoeia  of  India,  prepared  by  E.  J.  Waring,  assisted 

by  a committee.  London,  [1868],  16  + 504  p. 

■ — — Same.  2 other  copies.  B.  * 

— — Supplement  to  the  Pharmacopoeia  of  India,  or,  Catalogue  of 

Indian  synonymes  of  the  plants,  products,  and  substances  included 
in  that  work,  with  remarks,  etc.,  in  fourteen  languages ; by 
Moodeen  Sheriff.  Madras,  1869.  18  + 676  p. 

— — Same.  Another  copy.  * 

Flora  of  British  India,  by  J.  D.  Hooker,  assisted  by  various 

botanists;  [with  Bentham’s  Outlines  of  botany].  London, 
1872-97.  7 vol.  * 

— — Industrial  survey  of  India ; list  of  Indian  products,  by  J.  F. 

Watson.  London,  1872.  Part  2,  16  + 640  p. 

■ — — Same.  Another  copy.  B.  * 
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Great  Britain  and  Irelan  . India  Office — continued. 

Report  on  the  caoutchouc  of  commerce,  being  information  i 

on  the  plants  yielding  it,  their  geographical  distribution,, 
climatic  conditions,  and  the  possibility  of  their  cultivation  and! 
acclimatization  in  India : by  J.  Collins,  with  memorandum  by 
D.  Brandis.  London,  1872.  12  + 56  p.  +2  maps  +4  pi. 

Same.  Another  copy.  %.  * 

Vienna  Universal  Exhibition,  1873  : classified  and  descriptive*? 

catalogue  of  the  Indian  department;  by  J.  F.  Watson,  chief- 
commissioner  and  director.  London,  1873.  8 + 248  p. 

Same.  Another  copy.  ®.  * 

Report  by  M.  C.  Cooke,  on  the  gums,  resins,  oleo-resins,  and! 

resinous  products  in  the  India  Museum,  or  produced  in  India. 
London,  1874.  4 + 152  p.  +4  pi. 

Same.  Another  copy.  %.  * 

Report  by  M.  C.  Cooke,  on  the  oil  seeds  and  oils  in  the  Indian 

Museum,  or  produced  in  India,  etc.  London,  1876.  4 + 86  p. 

See  also  G.  B.  & I.,  House  of  Commons,  East  India,  Chinchona , 

plant,  return,  1863  ; 1866;  1870. 

See  also  Planchon  (G.),  Peruvian  barks,  1866. 

— . — See  also  Weddell  (H.  A.),  Notes  on  quinquinas,  1871. 

Great  Britain  and  Ireland.  Manufactures.  Bevan  (G.  P.),  British 
manufacturing  industries,  2nd  ed.,  1876-78. 

Parkes  (S.),  Chemical  essays,  1815. 

Great  Britain  and  Ireland.  Master  of  the  Rolls.  Rerum  Britan 
nicarum  medii  sevi  scriptores ; or,  Chronicles  and  memorial:’!; 
of  G.  B.  & I.  during  the  middle  ages.  [London,  1864-66.] 

Leechdoms,  wortcunning,  and  starcraft  of  early  England  ; collected 
and  edited  by  [T.]  0.  Cockayne.  3 vol. 

Great  Britain  and  Ireland.  Mines.  See  next  entry. 

Great  Britain  and  Ireland.  Museum  of  Practical  Geology  Dee 

script  ive  guide  to  the  M.  of  P.  G.,  with  notices  of  the  Geological 
Survey  of  the  United  Kingdom,  the  Royal  School  of  Mines' 
and  the  Mining  Record  Office ; by  R.  Hunt  and  F.  W.  Rudlei r 
Fourth  edition.  London,  1877.  8 + 184  p. 

Great  Britain  and  Ireland.  Parliament.  ( See  also  G.  B.  & I 

House  of  Commons.) 

Tables  shewing  the  trade  of  the  United  Kingdom  with  foreign 

countries  and  British  possessions,  1831-40;  compiled  [by  th  j 
Board  of  Trade].  London,  1842.  2 + 398  p. 

Expository  statement  of  the  consumption  of  imported  com?. 

modities  within  the  United  Kingdom,  and  of  the  operation  c ■ 
the  customs  duties  on  such  consumption.  London,  1845.  4-1 

184  p.  lij.  * 
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Great  Britain  and  Ireland.  Parliament — continued. 

report  of  the  commissioners  appointed  to  enquire  into 
the  origin  and  nature,  etc.,  of  the  cattle  plague;  with  an 
appendix.  London,  1866.  18  + 244  p.  +54  pi. 

Note.-Sce  also  Ceookes  (W.),  On  the  application  of  disinfectants,  18(56. 

Commercial  reports  received  at  the  Foreign  Office  from  H.  M. 
consuls,  in  1867.  London,  1867.  No.  5. 

Commercial  reports  received  from  H.  M.  consuls  in  China 
and  Siam,  1869.  London,  1869.  No.  2. 

Reports  from  H.  M.  consuls  on  the  manufactures,  commerce, 
etc.,  of  their  consular  districts.  London,  1872.  Nos.  1-3,  pi. 

Same.  London,  1873.  No.  4. 

— — Reports  by  H.  M.  consuls  on  British  trade  abroad.  London 
1873.  Pts.  3-4. 

Agricultural  returns  of  C.  B.,  with  abstract  returns  for  the 
United  Kingdom,  British  possessions,  and  foreign  countries 
1871  [—73],  London,  1871-73.  3 vol. 

Statistical  abstract  for  colonial  and  other  possessions  of  the 
United  Kingdom,  1857-71.  London,  1873.  No.  9. 

Statistical  abstract  for  the  United  Kingdom,  1858-72  London 

1873.  No.  20. 

Statistical  abstract  relating  to  British  India,  1 863-72.  London 
1873.  No.  7. 

Great  Britain  and  Ireland.  Pharmacopoeia.  See  General  Council 
of  Medical  Education  and  Registration,  London. 

Great  Britain  and  Ireland.  Pharmacy.  Attfield  ([J.)],  A pam- 
phlet on  the  relation  to  each  other  of  education  and  examination, 
especially  with  regard  to  pharmacy  in  Great  Britain,  2nd  ed 
1882. 


— Pharmaceutical  Society  of  Great  Britain,  Pharmaceutical 
journal,  1841-1900,  etc. 

Pharmacy  and  poison  laws,  [1892]. 

Great  Britain  and  Ireland.  Privy  Council.  (See  also  G.  B.  & I., 

Committee  of  Council  on  Education.) 

Public  health ; report  of  the  medical  officer  of  the  P.  C 
1865.;  [1869-70],  London,  1866;  1870-71.  Rep.  8,  12-13;  pi’ 
Great  Britain  and  Ireland.  Reptiles.  Cooke  (M.C.),  Our  reptiles,  1865. 
Great  Britain  and  Ireland.  Science  and  Art  Department.  See  G. 

B.  & I.,  Committee  of  Council  on  Education. 

Great  Britain  and  Ireland.  Statistics.  See  G.  B.  & I.,  Parliament, 
Statistical  abstract  for  the  United  Kingdom,  for  1858-72. 

Great  Britain  and  Ireland.  Trade.  See  G.  B.  <fc  I.,  Commerce. 
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Great  Britain  and  Ireland.  Waters.  Russel  (R.),  [Dissertation  on 
the  use  of  sea  water  ; mineral  waters  of  G.  B.,  1760-62  ?]. 
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Grevillea ; record  of  cryptogamic  botany  and  its  literature  ; ed.  by 
M.  C.  Cooke,  etc.  London,  1872-94.  Vol.  1-22;  col.  pi. 
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See  also  Philadelphia  College  of  Pharmacy,  American  journal 

of  pharmacy,  1832-36. 
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25.) 

Haden  (Charles  Thomas).  Practical  observations  on  the  colchicum 
autumnale,  as  a remedy  in  disorders  connected  with  increased 
action  of  the  heart  and  arteries,  and  therefore  as  a substitute 
for  bleeding  in  inflammatory  diseases.  London,  1820.  8 + 84  p. 

— See  also  Magendie  (F.),  Formulary,  with  introduction  and  notes, 

4th  ed.,  1825. 

Hsematin  or  Haematosin.  Paquelin  (C.)  & L.  Jolly,  La  mature 
colorante  du  sang,  hematosine,  ne  contient  pas  de  fer,  1874. 
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Haloid  compounds.  See  Silver  (Haloid  compounds  of). 

Hamberg  (N[ils]  P[eter]).  Svensk  pharmaceutisk  bibliographi, 
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Hamburg.  See  Collegium  Sanitatis,  Codex  medicamentarius, 
ed.  3,  1852. 

Hamel  (Nicolas).  New  universal  French  grammar.  Fifth  edition. 
London,  1808.  12  + 334  p. 

Hamilton  (Lady  Claud).  See  Pasteur  (L.),  L.  P.,  his  life  and 
labours,  1885. 

Hamilton  (George).  Suggestions  for  a new  system  of  chemical 
nomenclature.  Liverpool,  1866.  18  p.  (Pam.  31.) 
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Hanbury  (Daniel) — continued. 
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the  open  air  in  the  garden,  Palazzo  Orengo,  La  Mortola ; com- 
piled by  K.  Dinter.  Genoa,  1897.  66  p.,  1 pi. 
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Hongkong.  Great  Britain  and  Ireland,  Colonial  Office,  Flora 
Hongkongensis,  by  G.  Bentham,  1861.  * 

— Hance  (H.  F.),  Florie  Hongkongensis  prostheke,  1872.  * 

Honiberger  ( J ohn  Martin).  Thirty-five  years  in  the  east : adven- 
tures, discoveries,  experiments  and  historical  sketches,  relating 
to  the  Punjab  and  Cashmere ; in  connection  with  medicine, 
botany,  pharmacy,  &c.  ; an  original  materia  medica,  and  a 
medical  vocabulary  in  four  European  and  five  eastern  languages. 
London,  1852.  2 vol.  in  1,  47  pi.  * 

Hooker  (Mrs.  Frances  Harriet).  See  Le  Maout  (E.)  & J.  Decaisne, 
General  system  of  botanjq  translated  by  Mrs.  H.,  2nd  thousand 
1876. 

Hooker  (Sir  J[oseph]  D[alton]).  Student’s  flora  of  the  British 
Islands.  Second  edition.  London,  1878.  20  + 540  p.  2 copies. 

— Same.  Third  edition.  London,  1884.  24  + 564  p. 

— See  also  Great  Britain  and  Ireland,  Commissioners  of  Works, 

Reports  on  the  royal  gardens  at  Kew  during  1877,  1881-82. 

— See  also  Great  Britain  and  Ireland,  India  Office,  Flora  of 

British  India,  by  J.  D.  II.,  etc.,  1872-97. 

— See  also  Kew  Royal  Gardens,  Index  Kewensis,  1893-95. 
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Hooker  (Sir  J[oseph]  D[alton]) — continued. 

— See  also  Le  Maout  (E.)  & J.  Decaisne,  General  system  of  botany, 

with  additions  by  J.  D.  H.,  2nd  thousand,  1876. 

— See  also  New  Zealand,  Government,  Handbook  of  the  New,- 

Zealand  flora,  1867. 

— See  also  Thwaites  (G.  H.  K.)  <£•  J.  D.  H.,  Enumeratio  plantarum 

Zeylanise,  enumeration  of  Ceylon  plants,  1858-64. 

— See  also  Trimen  (H.),  Handbook  to  the  flora  of  Ceylon,  1893-1900 
Hooker  (Sir  Joseph  Dalton)  J-  G.  Bentham.  Flora  Nigritiana 

catalogue  of  plants  of  the  river  Niger,  the  island  of  Fernando 
Po,  and  adjacent  parts  of  western  tropical  Africa ; from  the 
collections  of  [J.  R.]  T.  Vogel,  G.  Don,  etc.  (In  Hookers, 
W.  J.,  Niger  flora,  1849,  p.  199-577.)  * 

— See  also  Bentham  (G.),  Handbook  of  the  British  flora,  5th  ed.,  18877 

— See  cdso  Bentham  (G.)  J.  D.  H.,  Genera  plantarum,  1862-83. 
Hooker  (Sir  William  Jackson).  British  flora ; comprising  the 

phamogamous  or  flowering  plants,  and  the  ferns.  Fourth 
edition.  London,  1838.  Vol.  1,  4 pi. 

— Same.  Sixth  edition,  by  W.  J.  H.,  and  G.  A.  Walker  Arnott- 

London,  1850.  Vol.  1,  12  col.  pi. 

— Same.  Vol.  2;  cryptogamia.  (In  Smith,  J.  E.,  English  florai 

1833-36,  vol.  5,  pts.  1-2.) 

. — London  journal  of  botany ; figures  and  descriptions  of  plants- 
botanical  notices,  and  memoirs.  London,  1842-47.  Vol.  1-6,  pi  I 

— Hooker’s  journal  of  botany,  and  Kew  Garden  miscellany  ; edited 

by  W.  J.  H.  London,  1849-57.  9 vol.,  pi. 

— Niger  flora  ; enumeration  of  plants  of  western  tropical  Africaa 

collected  by  [J.  R.]  T.  Vogel  in  1841  ; including  Spicilegia: 
Gorgonea,  . [plants  of  Cape  de  Verd  Islands,]  by  P.  B.  We  bib 
and  Flora  Nigritiana,  by  J.  D.  Hooker  and  G.  Bentham  ; with 
sketch  of  the  life  of  Dr.  Vogel.  London,  1849.  16  + 592  pp 

+ 1 map  + [45]  pi.  * 

— See  also  Bromfield  (W.  A.),  Flora  Vectensis,  1856. 

— See  also  Curtis  (W.),  Botanical  magazine,  1860. 

— See  also  Woodville  (W.),  Medical  botany,  3rd  ed.,  1832. 

Hooper  (David).  See  Dymock  (W.),  0.  J.  H.  Warden  <£•  D.  Ill 

Pharmacograpliia  Indica,  1889-93. 

Hooper  (Robert).  Lexicon  medicum ; or,  Medical  dictionary 
Fourth  edition.  London,  1820.  8 + 954  p. 

— Same.  Eighth  edition,  by  K.  Grant.  London,  1848.  6 + 1392  jp 

— Physician’s  vade  mecum.  Fourth  edition,  by  W.  A.  Guy 

London,  1854.  12  + 660  p. 

— Same.  Seventh  edition,  by  W.  A.  Guy  and  J.  Harley.  London! 

1864.  20  + 792  p. 
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Hop.  Meyke  (W.),  Beitriige  zur  Ermittelung  einiger  Hopfen- 
Surrogate  im  Biere,  1878. 

Hope  (John).  See  Alston  (C.),  Lectures  on  the  materia  medica. 
Hope  (William).  Practical  chemist’s  pocket  guide;  easy  introduc- 
tion to  the  study  of  chemistry.  Glasgow,  1845.  6+188  p. 

Hopkinson  (John).  See  Pryor  (A.  B.),  Flora  of  Hertfordshire. 
Hoppe-Seyler  (Felix).  Physiologische  Chemie,  in  vier  Theilen 
Berlin,  18[77-]81.  8+1038  p. 

— See  also  Zeitschrift  fiir  physiologische  Chemie,  1877-95. 

Hopson  (Charles  Rivington).  See  Wiegleb  (J.  C.),  General  system 

of  chemistry,  1789. 

Horaninow  (Paul).  Prodromus  monographise  scitaminearum,  ad- 
ditis  nonnullis  de  phytographia,  de  monocotyleis  et  orchideis. 
Petropoli,  1862.  2 + 46  p.  +4  pi.  * 

— Same.  Another  copy.  US.  * 

Horbye  (Dr.).  See  Ebbesen  & IP.,  Sulphureous  bath  at  Sandefjord 
Hornschuchia.  Martlus  (C.  F.  P.  v.),  liber  die  Pdanzengattungen 
Hornschuchia  und  ihre  Stellung  im  natiirlichen  Systeme,  1856. 
Horse.  (See  also  Veterinary  Art.) 

— Bourgoin  ([A.]  E.),  Hygiene  publique,  de  l’alimentation  ...  dans 

une  ville  assiegee  et  en  particulier  de  la  viande  de  cheval,  1870. 

— Clark  (Bracy).  See  sundry  pamphlets  under  this  name. 
Horse-chestnut.  See  ZEsculus  hippocastanum. 

Horsley  (John).  Toxicologist’s  guide  : a new  manual  on  poisons. 

London,  1866.  2 + 76  p.  +1  col.  pi. 

Horticulture.  (See  also  Agriculture  Botany  Gardens,  etc.) 

— Burbidge  (F.  W.),  Cultivated  plants,  1877. 

Congres  de  botanique  et  d’horticulture  de  1880,  Bruxelles , 
[Compte  rendu,]  1881. 

Decaisne  ([J.])  +•  [C.]  Naudin,  Handbook  of  hardy  trees,  shrubs, 
and  herbaceous  plants,  by  W.  B.  Hemsley,  1877. 

— Evelyn  (J.),  Sylva  or  forest-trees,  Terra  [or]  earth,  Pomona  or 

fruit-trees,  Acetaria  or  sallets,  Kalendarium,  1679,  1706. 

— Hervey-Saint-Denys  ([M.  J.]  L.  d’),  Recherches  sur  l’agriculture 

et  l’horticulture  des  chinois,  1850.  * 

— International  Horticultural  Exhibition,  London,  Report,  1866. 

— Miller  (P.),  Abridgement  of  the  Gardener’s  dictionary,  5th  ed 

1763. 

— — Gardener’s  and  botanist’s  dictionary,  1807.  * 

Parkinson  (J.),  Paradisi  in  sole  paradisus  terrestris,  1629. 

— Reale  societa  toscana  di  orticultura,  Florence  (see). 

Horto  (Garcia  ab).  See  Orta  (G.  de). 

Hortus.  See  Botany  ; — Gardens  ; — Horticulture. 

Hosiery.  Felkin  (W.),  Hosiery  and  lace,  2nd  ed.,  1877. 
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Hospital  for  Consumption  and  Diseases  of  the  Chest,  London. 
Pharmacopoeia  ad  usum  Nosocomii  Phthisicorum  et  Pectoris 
Morbis  HSgrotantium  accommodata.  Londini,  1848.  36  p. 

Hospital  for  Diseases  of  the  Throat  [and  Chest],  London.  Pharma- 
copoeia ; edited  by  M.  Mackenzie.  London,  1872.  8 + 100  p. 

— Same.  Second  edition.  London,  1873.  12+100  p. 

Same.  Third  edition.  London,  1876.  16  + 112  p. 

Same.  Fourth  edition.  London,  1881.  10  + 150  p. 

Hospitals,  Dispensaries,  Infirmaries,  etc.  ( For  individual  institu- 
tions, see  the  first  word,  not  an  article,  of  the  title  of  the  in- 
stitution, or  a reference  under  the  place  where  it  is  situate.) 

Bouchardat  (A.),  Nouveau  formulaire  magistral,  precede  d’une 

notice  sur  les  hopitaux  de  Paris,  2me  ed.,  1843  ; 17me  ed.,  1872  ; 
28me  ed.,  1889. 

British  Medical  Association,  London , Report  upon  the  Man- 
chester and  Salford  Provident  Dispensaries  Association,  1878. 

Edwards  (FI.  M.)  & P.  Yavasseur,  Nouveau  formulaire  des 

hopitaux,  contenant  [une  notice  sur  les  hopitaux  de  Paris]. 
4me  ed.,  par  [L.]  Mialhe,  1841. 

Eng.,  Universal  pharmacopoeia,  3rd  ed.,  by  M.  Ryan,  1839. 

Eoy  (F.),  Formulaire  des  medecins  praticiens,  contenant  formules 

des  hopitaux,  4me  ed.,  1843. 

New  York  ( City  of),  Department  of  Public  Charities,  Hospital 

formulary,  1878. 

Ratier  (F.  S.),  Formulaire  des  hopitaux  civils  de  Paris,  1823. 

Society  for  the  Extension  of  Dispensaries  on  the  Self-support- 
ing Principle,  Warwick,  Statement  of  objects  and  rules,  1858. 

Squire  (P.),  Pharmacopoeias  of  London  hospitals,  1863;  2nd 

ed.,  1869  ; 3rd  ed.,  1874;  4th  ed.,  [including  Dublin  hospitals,] 
1879;  5th  ed.,  1885  ; 6th  ed.,  1891  ; 7th  ed.,  1900. 

Houde  (A.).  See  Laborde  (J.  Y.)  & A.  H.,  Le  colchique  et  la 
colchicine,  1887. 

Hough  (Franklin  B.).  See  United  States  of  America,  Department 
of  Agriculture,  Report  upon  forestry,  bv  F.  B.  IF.,  1878. 

Houlton  (Joseph).  See  Magendie  (F.),  Formulary,  translated,  with 
appendix,  1828. 

Houston  (David).  See  Cole  (A.  C.),  Studies  in  microscopical  science, 
1885-87. 

Howard  (J.).  Practical  chemistry.  New  edition.  London,  [18S1]. 

216  p. 

Howard  (John  Eliot).  Examination  of  Pavon’s  collection  of 
Peruvian  barks  contained  in  the  British  Museum.  London, 
1853.  6 + 48  + 4 p.  (Pam.  32.) 

— Same-  Another  copy.  B.  * 
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Howard  (John  Eliot)— continued. 

— Appendix  to  the  [preceding  work.  London,  1855].  12  p., 

n.  t.-p.  15.  * 

Illustrations  of  the  Nueva  quinologia  of  Pa  von  • with  coloured 
plates  by  W.  [H.]  hitch,  and  observations  on  the  barks  described. 
London,  18[59-]62.  [172]  p.  +30  col.  pi.  * 

— Same.  Another  copy.  35.  * 

— Quinology  of  the  East  Indian  plantations.  London,  1869-76. 

Pts.  1-3  in  2 vol.,  13  col.  ph,  2 pi.,  2 phot.  * 

— Same.  Another  copy  of  part  1.  35.  * 

Howes  (G[eorge]  B[ond]).  Atlas  of  practical  elementary  biology. 
London,  1885.  10  + 116  p.  +24  pi. 

— See  also  Huxley  (T.  H.)  & H.  N.  Martin,  Course  of  elementary 

instruction  in  practical  biology,  1889. 

Hudson  (C.  T.)  <&•  P.  H.  Gosse.  The  rotifera ; or  wheel-animalcules. 
London,  1886-89.  3 vol.,  38  pi.  * 

Hudson  (J.).  See  Link  (H.  E.),  Report  on  the  progress  of  physio- 
logical botany  during  1842-43. 

Hue.  Iinlayson  (G-,),  The  mission  to  Siam  and  Hue  in  1821-29 
1826.  * 

Hufeland  (C[hristoph  Wilhelm  von]).  L’art  de  prolonger  la  vie 
de  rhomme ; par  C.  P.  H.  ; traduit  de  l’allemand,  sur  la 
seconde  edition,  par  A.  J.  L.  Jourdan.  Paris,  1824  4 + 6 + 2 

+ 436  p. 

Huggins  (William).  See  Schellen  (H.),  Spectrum  analysis,  edited, 
with  notes,  by  W.  H.,  1872. 

Hughes  (Richard).  Manual  of  pharmacodynamics.  Third  edition, 
a course  of  materia  medica  at  the  London  Homoeopathic 
Hospital.  London,  1875-76.  2 pts.,  pagination  continuous. 

Hugon  (L.).  See  Eluckiger  (F.  A.)  & D.  Hanbury,  Histoire  des 
drogues,  avec  figures  par  L.  H.,  1878. 

Huguet  (R.).  Traite  de  chimie  medicale  et  pharmaceutique  ; chimie 
minerale.  Paris,  1894.  16  + 1014  p. 

Hull  ([Edward]).  [Quarries  and]  Building  stones.  (In  Bevan, 
G.  P.,  British  manufacturing  industries,  2nd  ed.,  1878,  Metallic 
mining,  etc.,  p.  132-56.) 

Hull  (John).  Dissertatio  medica  inauguralis  de  catharticis.  Lim- 
duni  Bata vorum,  1792.  4 + 58  + 6 p.  2 copies.  (Pam.  70°) 

— British  flora ; a Linnean  arrangement  of  British  plants.  Man- 

chester, 1/99.  2 pts.,  pagination  continuous. 

— Elements  of  botany.  Manchester,  1800.  2 vol.  in  1,  16  pi. 

Hulme  (Robert  Thomas).  See  Moquin-Tandon  (C.  H.  B.  A ) 

Elements  of  medical  zoology,  translated,  1861. 

Human  interests,  reflections,  etc.  See  Sainsbury  (S.),  1877. 
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Humboldt  ([Friedrich  Heinrich]  Alexander  von).  Aspects  of 
nature,  in  different  lands  and  different  climates;  translated! 
[from  the  German]  by  Mrs.  Sabine.  London,  1850.  2 vol. 

— Cosmos : a sketch  of  a physical  description  of  the  universe ; : 

translated  from  the  German  by  E.  C.  Otte,  [B.  H.  Paul,  and 
W.  S.  Dallas].  London,  1868-71.  5 vol.,  por. 

— See  also  Lambert  (A.  B.),  An  illustration  of  the  genus  cinchona, 

Humboldt’s  account  of  cinchona  forests,  1821. 

Humboldt  ([Friedrich  Heinrich]  Alexander  von)  & A.  Bonpland. 
Plantes  equinoxiales,  recueillies  au  Mexique,  dans  l’isle  [sic] 
de  Cuba,  dans  les  provinces  de  Caracas,  de  Cumana  et  de 
Barcelone,  aux  Andes  de  la  Nouvelle-Grenade,  de  Quito  et 
du  Perou,  et  sur  les  bordes  du  Bio-Negro,  de  l’Orenoque  et  de 
la  riviere  des  Amazones.  Paris,  1808-9.  2 tomes,  143  pi.  * 

Note. — This  work  is  partly  in  French  and  partly  in  Latin  ; each  vol. 
has  also  a title  in  Latin.  Vol.  2 wants  p.  121-91,  and  pi.  113-40. 

Humphrey  (James  Ellis).  See  Zimmermann  (A.),  Botanical  micro- 
technique, 1896. 

Humphrey  (S.  D.).  American  handbook  of  the  Daguerreotype,, 
electrotype,  an  other  processes  employed  in  taking  heliographic, 
impressions.  New  York,  1853.  144  p. 

Humpidge  (Thomas  Samuel).  See  Kolbe  (A.  W.  H.),  Short  text- 
book of  inorganic  chemistry,  1884. 

Hungary.  Magyar  gyogyszerkonyv,  Pharmacopcea  Hungarica. 
Pesti,  1871.  48  + 582  p. 

— Same.  M&sodik  kiadifs,  editio  secunda.  Budapest,  1888.  46  + 

716  p. 

— Fiiggelek  a Magyar  gyogyszerkonyvhoz ; additamentum  adl 

Pharmakopoeam  Hungaricam.  [Pesti,  1883.]  2 + 60  p. 

Hunt  (Bobert).  Elementary  physics  ; introduction  to  the  study  of 
natural  philosophy.  London,  1851.  2 + 6 + 486  p.  +1  col.pl. 

— Manual  of  photography.  Third  edition.  London,  1853.  2 + 

10  + 322  p.  + 1 col.  pi. 

— See  also  Great  Britain  and  Ireland,  Museum  of  Practical! 

Geology,  Descriptive  guide,  4th  ed.,  1877. 

— See  also  Ure  (A.),  Dictionary  of  arts,  manufactures,  and  mines,-. 

5th  ed.,  1860  ; 6th  ed.,  1872  ; 7th  ed.,  1878. 

Hunt  (T.  Sterry).  See  Massachusetts  Coll,  of  Pharmacy,  Address? 

on  relations  of  chemistry  to  pharmacy  and  therapeutics,  1875. 
Hunter  (Charles).  Beport  upon  some  colonial  medicinal  contri- 
butions to  the  International  Exhibition.  London,  1863.  10 +- 

44  p. 

Hunter  (Henry).  See  Euler  (L.),  Letters  to  a German  princess.- 
translated,  1795. 
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Hunter  (John).  Memoirs  of  the  life  and  doctrines  of  J.  H.  ; by 
J.  Adams.  Second  edition.  London,  1818.  4-1-264  p.  +por. 

Hunter  (Rev.  John).  Key  to  Merrifield’s  Technical  arithmetic 
and  mensuration.  London,  1873.  4 + 88  + 4 p.  (Text-books 

of  science.) 

Huntington  (D.  L.).  See  United  States  of  America,  Surgeon 
General’s  Office,  Medical  and  surgical  history  of  the  war  of 
the  Rebellion,  1883. 

Hurst  (C.  Herbert).  See  Marshall  (A.  M.)  & C.  H.  H.,  Junior 
course  of  practical  zoology,  2nd  ed.,  1888. 

Hurter  (Ferdinand).  See  Lunge  (G.)  & F.  H.,  The  alkali-makers’ 
handbook,  2nd  ed.,  1891. 

[Husain  ibn  Abd  Allah  (Abu  All  Al),  called  Ibn  Sina,  or  Avicenna.] 
Avicennae  liber  canonis,  de  medicinis  cordialibus,  et  cantica, 
jam  olim  quidem  a Gerardo  Carmonensi  ex  Arabico  sermon e in 
Latinum  con  versa,  postea  vero  ab  A.  Alpago  Bellunensi  ...  cor- 
rectionibus  ...  factis,  nominum  Arabicorum  ab  ipso  interpreta- 
torum,  indice  decorata ; nunc  autem  demum  a B.  Rinio  Veneto 
...  lucubrationibus  illustrata  ...  ; bis  accesserunt  Avicennae 
libellus  de  removendis  nocumentis  quae  accidunt  in  regimine 
sanitatis ; ejusdem  tractatus  de  syrupo  acetoso,  ab  eodem 
Alpago  ex  Arabico  in  Latinum  sermonem  translati ; [item 
Avicennae  vita  ex  Sorsano  a N.  Massa  Latinitate  donata]. 
Venetiis,  1555.  6 + 591  + 19  ff.,  marginal  ms.  notes.  * 

Note. — The  name  is  given  as  in  the  British  Museum  Catalogue. 

— Index  in  Avicennae  libros  nuper  Venetiis  editos  ...  Julio  Pala- 

mede  Adriensi  medico  auctore.  Venetiis,  1557.  76  ff.  * 

— Avicennae  libri  in  re  medica  omnes,  a J.  P.  Mongio  et  J.  Costaeo 

recognita.  Venetiis,  1564.  2 tomi.  5§.  * 

— Zusammengesetzte  Heilmittel  der  Araber,  aus  dem  arabischen 

iibersetzt  von  Dr.  Sontheimer.  Freiburg,  1845.  4 + 290  + 

8 p. 

— See  also  Jabir  ibn  Hayyan  or  Geber,  Summa  perfectionis  ac 

Avicennae  Mineralium  additione  castigatissima,  1682. 
Husbandry.  See  Agriculture. 

Husemann  (August).  See  Gmelin  (L.),  Handbuch  der  Chemie, 
4.  Aufl.,  1846-65. 

— See  Jahresbericht  iiber  die  Fortschritte  der  Pbarmacognosie, 

1868-74. 

Husemann  (August)  T.  Husemann.  Die  Pflanzenstoffe  in  cbemi- 
scher,  physiologischer,  pharmakologischer  und  toxikologischer 
Hinsicht.  Berlin,  1871.  8+1180  p. 

— Same.  Von  A.  Husemann,  A.  Hilger  und  T.  Husemann  ; zweite 

Auflage.  Berlin,  1882-84.  2 Bande,  continuous  pagination. 
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Husemann  (Theodor).  Handbuch  der  Arzneimittellehre.  Dritte 
Auflage.  Berlin,  1892.  16  + 688  p. 

— See  also  Husemann  (A.  <P  T.),  Die  Pflanzenstoffe,  1871,  etc. 

— See  also  Jahresbericht  iiber  die  Fortschritte  der  Pharmacog- 

nosie,  1867. 

Husson  ([Nicolas]).  Collection  de  faits  et  recueil  d’expei-iences  sur 
les  effets  de  l’eau  medicinale  de  H.  ; [viix  de  colchique ; edite 
par  C.  Pollissard  ?].  DeuxiMne  edition.  [Pax’is,  180-?]  406  p. 
Hxitchinson  (John).  Contx-ibutions  to  vital  statistics,  obtaixxed  by 
means  of  a pneumatic  apparatus  for  valuixxg  the  respiratory 
powex’s.  London,  1844.  20  p.  +2  pi.  (Pam  41.) 

Hutchinson  (Jonathan).  See  British  Medical  Association,  BxPtish ; 
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Hyaena  odorifera.  Castellus  (P.),  De  hyaena  odorifera  exetasis, 
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(Hydrates  of). 

Hydraulics,  Hydrodynamics,  and  Hydrostatics.  Moseley  (H.), 
Tx-eatise  on  hydrostatics  and  hydrodynamics,  1830. 

— Society  for  the  Diffusion  of  Useful  Knowledge,  Library  of 

useful  knowledge,  natural  philosophy,  1829-38,  vol.  1 (see). 


H YD— IAS 


277 
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Hydrochlorate  of  narceine.  See  Narceine  (Hydrochlorate  of). 
Hydrocyanic  acid.  Lehmann  (E.),  liber  das  Ainygdalin  und  iiber 
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tion of  Druggists,  and  of  the  1st  [to  11th]  annual  meeting  off 
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India — continued. 
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Report  by  M.  C.  Cooke  on  oil  seeds  and  oils,  1876. 
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India.  Industrial  survey.  Great  Britain  and  Ireland,  India 
Office,  Industrial  survey,  list  of  Indian  products,  1872. 
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Dymock  (W.),  Vegetable  materia  medica  of  western  India, 
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India.  Materia  medica— continued. 

Waring  (E.  J.) — continued. 
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— — Howard  (J.  E.),  Quinology  of  the  E.  I.  plantations,  1869-76.  * 
King  (G.),  Manual  of  cinchona  cultivation  in  India,  1876. 

Markham  (0.  R.),  Travels  in  Peru  and  India,  1862. 

Peruvian  bark,  introduction  of  chinchona  cultivation  into 
British  India,  1880. 

[Societe  d acclimatation,  Paris ,]  De  l’introduction  et  de 
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Infection.  (See  also  Antiseptics  ; — Disinfection.) 
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Assurance  magazine,  and  journal  of  the  I.  of  A.  London, 
1860-67.  Yol.  9-13  ; general  index  to  first  10  vol.;  pi. 

— Journal  of  the  Institute  of  Actuaries,  and  assurance  magazine. 

London,  186[7]-81.  Yol.  14-22,  pi. 

— Constitution  and  laws.  [London,]  1864,  1869,  1871,  1873. 

4 pam.,  n.  t.-p. 

— List  of  members.  London,  1864-66,  1869-73,  1879.  9 pam. 

Institute  of  Brewing,  formerly  Laboratory  Club,  London.  Trans- 
actions, 1889[-93],  London,  1890-93.  Yol.  3-6. 

— List  of  members.  London,  1891. 

Institute  of  Chemistry  of  Great  Britain  and  Ireland,  London. 
Register  of  fellows  and  associates.  London,  1878-83,  1885, 
1889-93.  12  pam. 

— Regulations  and  register.  London,  1899. 

Institutes.  See  the  first  word,  not  an  article,  of  the  title  of  each 
institute ; or  a reference  under  the  place  of  head-quarters. 
Institution  of  Civil  Engineers,  London.  Minutes  of  proceedings ; 
containing  abstracts  of  papers  and  conversations  for  the 
sessions  1837[— 47].  London,  183[9]-48.  6 vol.,  pi. 

— Charter,  supplemental  charter,  by-laws  and  list  of  members. 

London,  1896. 

Institutions.  See  the  first  word,  not  an  article,  of  the  title  of  each 
institution  ; or  a reference  under  the  place  of  head-quarters. 

Instruction.  See  Education. 

Intellectual  education.  Wiiewell  (W.),  On  the  influence  of  the 
history  of  science  upon  intellectual  education,  1855. 

Intellectual  observer:  review  of  natural  history,  microscopic  re- 
search, and  recreative  science.  London,  1866-68.  Yol.  9-12. 

Note.  Merged  in  the  Student  and  intellectual  observer  {which  see). 
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Interment  and  Disinterment.  Walker  (G.  A.),  Gatherings  from 
grave  yards,  1839. 

— Walker  (G.  A.),  Grave  yards  of  London,  1841. 

Interment  and  disinterment,  1843. 

International  Association  for  Obtaining  a Uniform  Decimal 
System  of  Measures,  Weights,  and  Coins,  London.  Narrative  of 
the  origin  and  formation  of  the  Association  ; by  J.  Yates,  vice- 
president.  Second  edition.  London,  1856.  56  p.  (Pam.  36.) 

— Memorial  on  decimal  weights  ; presented  to  the  chancellor  of 

the  exchequer.  London,  1859.  16  p.  (Pam.  36.) 

International  Botanical  Congress,  1866.  See  International  Horti- 
cultural Exhibition,  London , Report,  1867  ? 

— 1874.  See  Reale  societa  toscana  di  orticultura,  Florence , 

Atti,  1876. 

— 1880.  See  Congres  de  botanique  et  d’horticulture,  Brussels , 

Compte  rendu,  1881. 

— 1892.  See  Congresso  botanico  internazionale,  Genoa,  Atti,  1893. 

International  Congress  of  Hygiene  and  Demography,  London. 

Transactions,  seventh  congress,  1891.  London,  1892.  13  vol. 

International  Health  Exhibition,  London.  See  Attfield  (J.), 
Water  and  water-supplies,  and  unfermented  beverages,  1884. 
International  Horticultural  Exhibition  and  Botanical  Congress, 
London.  Report  of  proceedings,  [May,  18661.  London, 
[1867?].  428  p.  +13  pi. 

International  journal  of  microscopy  and  natural  science.  See 
Postal  Microscopical  Society. 

International  Library  Conference  (Second),  London.  Transactions 
and  proceedings,  July,  1897.  London,  1898.  10  + 288  p. 

— See  also  Conference  of  Librarians,  London,  1877. 

International  Medical  and  Sanitary  Exhibition,  London.  See 

Parkes  Museum  of  Hygiene. 

International  Pharmaceutical  Congress.  Congres  international  des 
associations  et  societes  de  pharmaciens  a Paris,  aout  1867  ; 
compte  rendu  sommaire.  ( See  Congres  pharmaceutiques 

reunis.) 

— Compte  rendu  [de  la]  deuxitbme  session  du  Congr&s  international, 

[1867].  ( See  Congres  pharmaceutiques  reunis.) 

— Bericht  liber  den  vierten  internationalen  Congress  pharmaceu- 

tischer  Vereine  und  Gesellschaften,  August,  1874,  zu  St.  Peters- 
burg. [St.  Petersburg,  1874.]  46  p. 

— Report  of  the  proceedings  of  the  fifth  I.  P.  C.  London, 

Pharmaceutical  Society,  1881.  12  + 300  p.  2 copies. 

— Resoconto  del  quinto  Congresso  farmaceutico  internazionale,  pel 

N.  Sinimberghi.  Roma,  1882.  58  p. 
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Intel  national  Pharmaceutical  Congress — continued. 

— Sixteme  Congres  international  pharmaceutique,  1885;  compte 
rendu  par  E.  Van  de  Vyvere.  Bruxelles,  1886.  6 + 102  + 

908  + 242  p. 

Huitieme  Congres  international  de  pharmacie ; compte  rendu 
par  M.  Duyk.  Bruxelles,  1897.  48  + 578  p. 

Note.— The  first  Congress  was  held  at  Brunswick,  in  1865  ; the  third 
at  Vienna,  in  1869;  the  seventh  at  Chicago,  in  1893;  the  ninth 
at  Paris,  in  1900.  Reports  of  these  are  not  in  the  library. 

International  scientific  series.  London,  1875-88. 

Candolle  (Alph.  [L.  P.  P.]  de),  Origin  of  cultivated  plants,  1884. 
Cooke  (J.  P.),  The  new  chemistry,  5th  ed.,  1879  ; 8th  ed.,  1884. 

Cooke  (M.  C.),  Fungi,  edited  by  M.  J.  Berkeley,  2nd  ed.,  1875. 

Dawson  (J.  W.),  The  geological  history  of  plants,  1888. 

Henslow  (G.),  The  origin  of  floral  structures,  1888. 

Huxley  (T.  H.),  The  crayfish,  introduction  to  zoology,  1880. 

Lockyer  (J.  N.),  Studies  in  spectrum  analysis,  4th  ed.,  1886. 

Lommel  (E.),  The  nature  of  light,  4th  ed.,  1885. 

Phillips  (W.),  Manual  of  the  British  discomycetes,  1887. 
Schutzenberger  (P.),  On  fermentation,  3rd  ed.,  1880. 

Smith  (E.),  Foods.  8th  ed.,  1883. 

Stallo  (J.  B.),  The  concepts  and  theories  of  modern  physics,  r3rdl  ed 
1885.  L J " 

Stewart  (B.),  The  conservation  of  energy,  7th  ed.,  1887. 

Trouessart  (E.  L.),  Microbes,  ferments,  and  moulds,  1886. 

Vogel  (H.),  The  chemistry  of  light  and  photography,  5th  ed.,  1888. 
Wurtz  ([C.]  A.),  The  atomic  theory,  1880.  * 

Introduction  to  the  Latin  tongue.  New  edition.  Eton,  1827.  192  p. 
Inulin.  Dragendorff  (G.),  Materialien  zu  einer  Monographie  des 
Inulins,  1870. 

Inventions.  Beckmann  (J.),  History  of  inventions,  3rd  ed.,  1817. 

Machell  (L),  Remarks  on  inventions  important  to  health,  1806. 
Iodides.  See  Arsenic  (Iodide  of)  Lead  (Iodide  of). 

Iodine.  Cogswell  (G.),  Experimental  essay  on  the  physiological 
and  medicinal  properties  of  iodine  and  its  compounds,  1837. 
Dorvault  ([F.  L.  M.]),  Iodognosie,  monographie  chimique, 
medicale  et  pharmaceutique,  1850. 

Duroy  (J.  L.  P.),  Experiences  et  considerations  nouvelles  pour 
servir  a l’histoire  de  l’iode,  1854. 

— Fluckiger  (F.  A.),  Zersetzung  des  weissen  Pracipitats  durch 

Jod,  [1875], 

— Hocken  (E.  O.),  On  the  comparative  value  of  the  preparations 

of  mercury  and  iodine  in  syphilis,  [1844?]. 

— Pellieux  (J.)  & E.  Allary,  Iodometrie,  appareil  et  methode  pour 

le  dosage  de  l’iode,  1878. 

— Pellieux  (J.)  & A.  Maze-Launay,  L’industrie  francaise  de  l’iode 

1878. 
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Iodoform.  Rigiiini  (G.),  Iodoform ognosie,  monographie,  1863. 

Iowa  Druggists’  Convention.  See  Iowa  State  Pharmaceutical 
Association. 

Iowa  State  Pharmaceutical  Association.  Proceedings  of  the  Iowa 
Druggists’  Convention  and  the  first  annual  meeting  of  the 
I.  S.  P.  A.,  1880;  also,  Constitution  and  by-laws,  roll  of 
members,  etc.  Port  Madison,  [1880],  68  p. 

— Proceedings  of  the  second  annual  meeting,  etc.  [Des  Moines, 

1881?]  86  p.  + por. 

Ipecacuanha.  Balfour  (J.  H.),  Remarks  on  the  ipecacuan  plant, 
cephaelis  ipecacuanha,  as  cultivated  in  the  Royal  Botanic 
Garden,  Edinburgh,  1872. 

Daubenton  ([L.  J.  M.]),  Observations  on  indigestion,  the  efficacy 

of  ipecacuan,  3rd  ed.,  1809. 

Herzog  (P.  G.),  Dissertatio  inauguralis  medica  de  ipecacuanha, 

1826.  * 

Ipomoea  simulans.  Hanbury  (D.),  On  a species  of  ipomcea,  afford- 
ing Tampico  jalap,  1870. 

Ireland.  ( See  also  Great  Britain  and  Ireland,  generally .) 

— Great  Britain  and  Ireland,  House  of  Commons,  Municipal 

corporation  boundaries,  Ireland,  reports  and  plans,  1837. 

Special  report  on  Apothecaries’  licences  bill,  1874. 

Kane  (R.  J.),  Industrial  resources  of  Ireland,  2nd  ed.,  1845. 

K’eogh  (J.),  Zoologia  medicinalis  Hibernica,  1739.  * 

London  & West  of  Ireland  Fishing  & Fish  Manure  Co., 

Observations  on  the  fisheries,  by  T.  E.  Symonds,  6th  ed.,  1856. 

Moore  (W.  D.),  Outline  of  history  of  pharmacy  in  Ireland,  1848. 

Pharmaceutical  Society  of  Ireland,  Calendar,  18/  (-1900. 

— Royal  College  of  Surgeons  in  Ireland,  History  of  the  college, 

and  of  the  Irish  schools  of  medicine,  by  C.  A.  Cameron,  1886. 

— Threlkeld  (C.),  Synopsis  stirpium  Hibernicarum,  1727.  * 

Iris  or  Orris.  Fluckiger  ([F.  A.]),  Note  sur  la  racine  de  violette 
de  Verone,  1877. 

Iron.  Blackwell  (S.  H.),  Iron-making  resources  of  the  United 
Kingdom,  1853. 

Draper  (H.  N.),  Manual  of  medicinal  preparations  of  iron,  1864. 

— Mehu  (C.  [J.  M.]),  Detamage  du  cuivre  et  du  fer,  1879. 

Swedenborg  (E.  [Swedberg,  Baron  v.]),  Some  specimens  of  a 

work  on  chemistry,  with  other  treatises,  [on  iron,  fire,  eic.,]  184/ . 
_ Tommasi  (D.),  Ricerche  sulle  formole  di  costituzione  dei  composti 
ferrici,  1879. 

Williams  (W.  M.),  Iron  and  steel,  2nd  ed.,  1876. 

Zanichelli  (J.  H.),  De  ferro  ejusque  nivis  prieparatione,  1719. 

Iron  (Chloride  of).  Tommasi  (D.),  Riduzione  del  cloruro  ferrico,  1878. 
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Iron  (Citrates  of).  Mehu  (C.  [J.  M.]),  Des  tartrates  et  des  citrates 
de  fer  et  de  leurs  combinaisons  ammoniacales,  [1873]. 

Iron  (Dialyzed).  Hirschsohn  (E.),  The  behaviour  of  dialyzed  iron 
towards  arsenious  acid,  1878. 

— Sinimberghi  (N.),  II  ferro  dializzato,  1879. 

Iron  (Hydrates  of).  Tommasi  (13.),  Recherches  sur  la  constitution 
des  hydrates  ferriques,  [1879  ?]. 

Tommasi  (D.),  Ricerche  sulle  formole  di  costituzione  dei  composti 
ferrici,  1879,  pt.  1,  Idrati  ferrici. 

Ricerche  intorno  alia  formazione  dell’  idrato  ferrico,  [1880]. 

Iron  (Oxide  of).  Tiersot  fils  (H.),  Observations  sur  l’emploi  de 
l’oxide  de  fer  contre  l’empoisonnement  par  l’acide  ai'senieux,  1 840. 

Iron  (Salicylate  of).  White  (J.  Walls),  Salicylate  of  iron,  [1879], 

Iron  (Sulphate  of).  Johanson  (E.),  Zu  den  Eigenschaften  des 

schwefelsauren  Eisenoxyduls,  [1880]. 

Iron  (Tartrates  of).  Mehu  (C.  [J.  M.]),  Des  tartrates  et  des 

citrates  de  fer  et  de  leurs  combinaisons  ammoniacales,  [1873]. 

Irritation  (Counter).  Granville  (A.  B.),  Counter-irritation,  1838. 

Irvine  (Alexander).  See  Phytologist,  1855-63. 

Irvine  (Ralph).  Experiments  on  the  red  and  quill  Peruvian  bark  : 
with  observations  on  the  phsenomena  and  doctrines  of  vegetable 
astringents.  Edinburgh,  1785.  4 + 184  p.  (Pam.  44.) 

Irvingia.  Vignoli  (J.  B.),  Le  cay-cay  ou  Irvingia  Oliveri,  et  des 
Irvingia  en  general,  1886. 

Ischia.  Iasolino  (G.),  De  rimedi  naturali,  1588. 

Island  life.  Wallace  (A.  R.),  Island  life,  1880. 

Islington.  Ballard  (E.),  On  a localised  outbreak  of  typhoid  fever, 
traced  to  impure  milk,  1871. 

Isomorphism.  Otto  (F.  J.),  Upon  isomorphism,  1848. 

Isopathy.  Hager  (H.),  [Pharmacopoea  homceopathica  nova,] 
Medicamenta  homceopathica  et  isopathica,  1861. 

Italian  language.  Baretti  (G.),  New  dictionary  of  the  Italian  and 
English  languages,  1868.  * 

— Chirchmair  (M.),  Grammatica  spagnuola  e italiana,  1734. 

Sauer  (C.  M.),  Italian  conversation-grammar,  3rd  ed.,  1874. 

Vergani  (A.),  Italian  and  English  grammar,  new  ed.,  1820. 

Italy.  Botany.  Woods  (J.),  Tourist’s  flora,  1868. 

Italy.  Language.  See  Italian  language. 

Italy.  Pharmacopoeia.  Farmacopea  ufficiale  del  regno  d’  Italia. 
Roma,  1892.  16  + 444  p.  * 

— — See  also  Gallo  (G.),  Farmacopea  italiana,  ossia  Dizionario  di 

farmacia  e di  terapeutica,  [1881-82]. 

See  also  Orosi  (G.),  Farmacologia,  ovvero  Farmacopea  italiana 
4a  ed.,  1866-76. 
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Italy.  Royal  Italian  Commission  for  the  Dublin  Exhibition  of  1865. 

Official  catalogue  [of  exhibits],  Turin,  1865.  12  + 72  p. 

Ithel  {Rev.  John  Williams  Ab).  See  Williams  (J.). 

[Jabir  ibn  Hayyan  (Abu  Mus&),  or  Geber.]  Gebri  Summa  perfec- 
tionis  magisterii  in  sua  natura  ; Libri  investigation^  magisterii 
et  Testamenti ; ac  Aurei  trium  verborum  libelli  [Kallid]  ; et 
Avicennse  Mineralium  additione  castigatissima.  Gedani,  1682. 
22  + 278  p.  +engr.  t.-p.  +9  pi. 

Note. — The  name  is  given  as  in  the  British  Museum  Catalogue.  The 
engraved  title  reads  : Gebri  regis  Arabum  Chvmia ; Dantisci,  1682. 

Jaborandi.  Dowse  (T.  S.),  Abbreviated  notes  on  the  physiological 
and  therapeutic  action  of  gelseminum  and  jaborandi,  1879. 

— Nicolini  (H.),  Historique  des  pilocarpus,  1876. 

— Planchon  (G.),  Sur  les  caract&res  et  l’origine  botanique  dui 

jaborandi,  1875. 

— Poehl  (A.),  Untersuchung  der  Blatter  von  Pilocarpus  officinalis, 

1880; — Russ.,  1880. 

Jackson  (Benjamin  Daydon),  Guide  to  the  literature  of  botany. 

London,  1881.  40+628  p.  (Index  Society.)  * 

— -Vegetable  technology;  a contribution  towards  a bibliography 
of  economic  botany ; founded  upon  the  collections  of  G.  J. 
Symons.  London,  1882.  12  + 358  p.  (Index  Society.)  * 

— Glossary  of  botanic  terms.  London,  1900.  12  + 328  p.  * 

— See  also  Gerard  (J.),  Catalogue  of  plants,  with  life  of  the  author, 

by  B.  D.  J.,  1876. 

— See  also  Gorkom  (K.  W.  van),  Handbook  of  cinchona  culture,  1883. 

- — See  also  Kew  Royal  Gardens,  Index  Kewensis,  1893-95. 

— See  also  Pryor  (A.  R.),  Flora  of  Hertfordshire,  1887. 

Jackson  (Charles  T.).  See  United  States  of  America,  Congress,, 
Statements  ...  on  anaesthetic  properties  of  ether,  1853. 

Jackson  (John  R.).  See  Barton  (B.  H.)  J-  T.  Castle,  British  florai 
medica,  new  ed.,  1877. 

Jackson  (R[obert]  E[dmund]  Scoresby-).  Note-book  of  materia 
medica,  pharmacology,  and  therapeutics.  Second  edition,  by 
A.  Macdonald.  Edinburgh,  1871.  16  + 686  p. 

— Same.  Third  ed.,  by  A.  Macdonald.  Edin.,  1875.  16  + 664  pj. 

— Same.  Fourth  edition,  by  F.  W.  Moinet.  Edinburgh,  1880. 

120  + 472  p. 

— Same.  Fifth  edition,  by  J.  R.  Hill  and  R.  Stockman.  Edinburgh, 

1895.  P.  1-4,  11-198,  +744  p. 

Jacob  (Henry).  See  Lyons  (I.),  Scholar’s  instructor,  a Hebrew' 
grammar,  4th  ed.,  1823. 
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Jacobowsky  (Gotthard).  Beitrage  zur  Kenntniss  der  Alcoloide  des 
Aconitum  Lycoctonum,  1,  Lycaconitin  ; Inaugural-Dissertation. 
Dorpat,  1884.  50  p.  (Pam.  27.) 

Jacobson  (Woldemar).  Beitrag  zum  Nachweise  des  Phenols  iin 
Thierkorper.  Dorpat,  1885.  28  p.  (Pam.  28.) 

Jacoby  (Felix).  Beitrage  zur  Cliemie  der  Salix-Binden.  Dorpat, 
1890.  60  p.  (Pam.  49.) 

Jadin  (Fernand).  Les  organes  secreteurs  des  vegetaux  et  la  mati&re 
medicale.  Montpellier,  1888.  88  p.  +2  pi.  (Pam.  16.) 

Jager  (G.).  Allgemeine  und  medicinisch-pharmaceutische  Zoologie. 
Leipzig,  187[0-]4.  8 + 298  p.  (In  Henkel,  J.  B.,  Die 

Elemente  de  Pharmacie,  3.  Theil.) 

Jahr  (G[ottlieb]  H[einrich]  G[eorg]).  New  homoeopathic  pharma- 
copoeia and  posology  ; translated  [from  the  French],  with  addi- 
tions, by  J.  Kitchen.  Philadelphia,  1842.  22  p.  +p.  9-306. 

— Nouveau  manuel  de  medecine  homoeopathique ; [mature  medicale 
ettherapeutique].  Septieme  edition.  Paris,  1862.  4 tomes  m 2. 
Jahrbuch  der  Cliemie,  herausgegeben  von  B.  Meyer.  Frankfurt, 
1892  ; Braunschweig,  1893-1900.  1.-9.  Jahrg.  * 

Jahrbuch  fur  practische  Pharmacie  und  verwandte  Facher,  heraus- 
gegeben von  J.  E.  Herberger,  F.  L.  Winckler,  [C.  Hoffmann, 
G.  H.  Zeller  und  G.  F.  Walz].  Kaiserslautern,  1838-40; 
Landau,  1841-52  ; Ludwigshafen,  1853.  27  Bd.,  pi.,  tab. 

- — Neues  Jahrbuch  fur  Pharmacie  und  verwandte  Facher,  heraus- 
gegeben von  G.  F.  Walz,  F.  L.  Winckler  [und  F.  Vorwerk], 
Speyer,  1854-58  ; Heidelberg,  1859-62  ; Speyer,  1863-73.  Bd. 
1-38  ; Bd.  39,  Heft  1-4 ; pi. 

Note. — This  work  was  the  organ  of  the  “ Pharmaceutische  Gesell- 
schaft  Rheinbayerns  ” (afterwards  named  “ Pfalzische  Gesellschaft 
fur  Pharmacie  und  Technik  und  deren  Grundwissenschaften  ”), 
from  1838  to  1850 ; and  of  the“  Pharmaceutischer  Verein  in  Baden,” 
the  “ Apotheker- Verein  in  Hessen,”  and  the  “ Apotheker- Verein  in 
Wurttemberg  ” from  1843  to  1850  ; it  was  also  the  “ Zeitschrift  des 
allgemeinen  teutschen  [deutschen]  Apotheker- Vereins,  Abtheilung 
Siiddeutschland  ” from  1849  to  1872,  and  the  “Zeitschrift  des 
deutschen  Apotheker- Vereins  ” in  1873  ; the  work  was  then  dis- 
continued. See  also  Deutscher  Apotheker-Verein. 

Jahresbericht  der  chirurgischen  Klinik  des  Prof.  ILofrathes  v. 
Dumreicher  in  Wien,  Schuljahr  1869/70  ; von  J.  Hofmokl  und 
E.  Albert.  Wien,  1871.  2+102p.  (See  Kaiserlich-konigliche 
Gesellschaft  der  Arzte,  Medizinische  Jahrbucher,  Note.) 
Jahresbericht  der  Pharmacie.  See  Jahresbericht  (Canstatt’s). 
Jahresbericht  iiber  die  Fortschritte  der  Chemie,  etc.  See  Jahres- 
bericht iiber  die  Fortschritte  der  reinen  pharmaceutischen  und 
technischen  Chemie. 
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Jahresbericht  (Oanstatt’s)  iiber  die  Fortschritte  in  der  Pharmacie 
und  verwandten  Wissenschaften  im  Jahre  1851  [-65].  Wurz- 
burg, 1852-66.  Jahrg.  11-25  ( oder  neue  Folge,  Jahrg.  1-15)  ; 
pi.  3E>.  * 

— Jahresbericht  iiber  die  Fortschritte  der  Pharmacognosie,  Phar- 
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L.  R.  LeCanu,  A.  G.  Vallet,  P.  A.  Cap,  A.  F.  Boutron-Charlard 
et  E.  Fremy].  Paris,  1815-4[1].  27  tomes,  pi.  * 

Journal  de  pharmacie  et  de  chimie ; [troisi^me  serie  ;]  contenan  : 

une  revue  [des]  travaux  sur  les  sciences  physiques,  naturelles- 
medicales  et  industrielles ; ainsi  que  le  Bulletin  de  la  Societu 
de  pharmacie  de  Paris  [et  de  la  Societe  d emulation  pom  le  ■ 
sciences  pharmaceutiques ; par  E.  J.  B.  Bouillon-Lagrange 
P.  F.  G.  Boullay,  J.  P.  Boudet,  J.  J.  Virey,  A.  Bussy,  W 
Soubeiran,  O.  Henry,  F.  Boudet,  P.  A.  Cap,  A.  F.  Boutronu 
Charlard,  E.  Fremy,  C.  Gerhardt,  N.  J.  B.  G.  Guibourt,  C.  At 
Wurtz,  C.  Bernard,  Barreswil,  Buignet,  Gobley,  J.  Nickles,  J.  IL 
Soubeiran,  Vigla  et  Poggiale].  Paris,  1842-64.  46  tomes,  pi. 
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Journal  de  pharmacie  et  de  chirnie — continued. 

— Same.  Table  generale  de  la  troisieme  serie.  Paris,  1872.  * 

— Same.  Quatri&me  s^rie;  [par  Boullay,  Bussy,  Henry,  F.  Boudet, 

Cap,  Boutron-Oharlard,  Fremy,  Guibourt,  Buignet,  Gobley, 
J.  L.  Soubeiran,  Poggiale,  Vigla,  NickRs,  Regnauld,  J.  Jung- 
iieisch,  Mehu,  Lefort,  Planchon,  Riche  et  Coulier  ; contenant 
les  travaux  de  la  Societe  de  pharmacie  de  Paris,  etc.\  Paris, 
1865-79.  30  tomes,  pi.  * 

— Same.  Table  generale  de  la  quatrieme  serie.  Paris,  1880.  '* 

— Same.  Cinquieme  serie  ; [par  Bussy,  Fremy,  J.  L.  Soubeiran, 

Regnauld,  Lefort,  Planchon,  Riche,  Coulier,  Jungfleisch,  Mialhe, 
Vulpian,  Mehu,  Petit,  Straus,  Bourquelot,  etc.  ; contenant  les 
travaux  de  la  Societe  de  pharmacie  de  Paris,  etc.].  Paris, 
1880-94.  30  tomes.  * 

— Same.  Sixieme  serie.  Paris,  1895-1900.  Tomes  1-12.  * 
Journal  de  pharmacie  et  des  sciences  accessoires,  1815-41.  See 

Journal  de  pharmacie  et  de  chirnie. 

Journal  de  pharmacologie.  See  Societe  royale  des  sciences  medi- 
cares ET  NATURELLES  DE  BRUXELLES. 

Journal  fii.r  praktische  Chemie  ; herausgegeben  von  O.  L.  Erdmann 
und  G.  Werther.  Leipzig,  1858-59.  Bd.  74,  Heft  7-8  ; Bd. 
75-78.  * 

— Same  ; herausgegeben  von  [A.  W.]  H.  Kolbe  [und  E.  v.  Meyer]. 

Leipzig,  1870-1900.  Bd.  109-70  ( oder  neue  Folge,  1-62),  pi.  * 

— Same.  Sach-  und  Autoren-Register  zur  neuen  Folge,  Band 

1-50.  Leipzig,  1895.  4 + 286  p.  * 

Journal  of  botany  and  Kew  Garden  miscellany,  1849-57.  See 
Hooker  (W.  J.). 

Journal  of  botany,  British  and  foreign  ; edited  by  B.  Seemann,  [J.  G. 
Baker,  H.  Trimen,  S.  Le  M.  Moore,  and  J.  Britten],  London, 
1863—1900.  Vol.  1-38,  ph,  por.  * 

Journal  of  eastern  Asia;  edited  by  J.  Collins.  Singapore,  1875. 

No.  1,  1 pi.  ; all  published.  (Pam.  13.) 

Journal  of  materia  medica,  pharmacy,  chemistry,  etc.  ; conducted 
by  J.  Bates  and  H.  A.  Tilden  ; new  series.  New  Lebanon, 
N.Y.,  1859-62  ; 1867-76.  Yol.  1-2  ; v.  3,  nos.  1-2,  4-6,  11-12  j 
v.  4.  nos.  2-3,  7-12  ; v.  6,  nos.  1-11  ; v.  7;  v.  8,  nos.  1-7,  9-12  ; 
v.  9,  nos.  2-3,  5-6,  8-12;  v.  10,  nos.  1-2,  5-12;  v.  11-12; 
v.  13,  nos.  1-2,  4-12;  v.  14-15. 

Journal  of  microscopy  and  natural  science.  See  Postal  Micro- 
scopical Society. 

Journal  of  natural  philosophy,  chemistry,  and  the  arts;  by  W. 
Nicholson  ; [second  series],  London,  1802-13.  36  vol.,  pi. 

Note.— Merged  in  the  Philosophical  magazine  (which  see). 
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Journal  (Quarterly)  of  science  ; edited  by  J.  Samuelson  and  W. 
Crookes.  London,  1864.  Yol.  1,  pi.  * 

— Journal  of  science,  and  annals  of  biology,  astronomy,  geology, 

industrial  arts,  manufactures,  and  technology  ; monthly,  edited 
by  W.  Crookes  ; third  series.  London,  1879-85.  Vol.  1-7,  pi.  * 
Journal  of  science,  literature,  and  the  arts,  1816-30.  See  Royal 
Institution  of  Great  Britain. 

Journeil  (E.).  See  Chevallier  (J.  B.  A.),  T.  Gobley,  <Sc  E.  J., 
Essais  sur  le  vinaigre,  1843. 

Jousset  (Marc).  See  Societe  fran^aise  d’homceopathie,  Pharma- 
copee,  1898. 

Judd  (John  W.).  See  Behrens  (H.),  Manual  of  microchemical 
analysis,  1894. 

Juergens.  See  Jurgens. 

Juices  (Animal).  Liebig  (J.  v.),  Researches  on  the  motion  of  the 
juices  in  the  animal  body,  1848. 

Julia  de  Fontenelle  (Jean  Simon  Etienne).  See  Journal  de  chimie 
medicale,  1825-42. 

Julien  (Stanislas)  & P.  Champion.  Industries  anciennes  et  modernes 
de  l’empire  chinois.  Paris,  1869.  16  + 254  p.  +pl.  1-6,8-13. 

%■  * 

Jundzill  (Hippolit).  Uber  die  Ermittelung  einiger  Bitterstoffe  im 
Biere  ; Dissertation.  Dorpat,  1873.  56  p.  (Pam.  23.) 

Jungberg  (C.  G.).  Svenskt  och  engelskt  handlexikon.  [Forbattrad 
upplaga,  af  C.  G.  J.,  och  A.  F.  Dalin.]  Stockholm,  [1874  ?]. 
4 + 592  p.  * 

Jungfleisch  (E.  or  J.  ?).  See  Journal  de  pharmacie  et  de  chimie. 
Jungk  (Carl).  See  Therapeutic  gazette,  1880. 

Jurgens  (Alexander).  Beitrage  zur  Kenntniss  der  Alkaloide  des 
Aconitum  Napellus.  St.  Petersburg,  1885.  48  p.  (Pam.  28.) 
Jurgens  (Bruno).  Vergleichende  microscopisch  - pliarmakognos- 
tische  Untersuchungen  einiger  officinellen  Blatter  mit  Beriick- 
sichtigung  ihrer  Verwechselungen  und  Verfalschungen.  Dorpat, 
1889.  64  p.  (Pam.  49.) 

Jurisprudence.  Barrister  (A),  The  chemist’s  legal  hand-book,  1892. 

— Briande  (J.)  & E.  Chaude,  Manuel  complet  de  medecine  legale 

nontenant  un  Traite  de  chimie  legale,  par  J.  Bouis,  8me  ed.,  1869. 

— Chevallier  ([J.  B.]  A.),  Traite  de  toxicologie  et  de  chimie  judi- 

ciaire,  1868. 

— Dorvault  ([F.  L.  M.]),  L’Officine,  contenant  ...  la  pharmacie 

legale,  1844;  3me  ed.,  1850;  6me  ed.,  1866;  8me  ed.,  1872; 
1 lme  ed.,  1886.  * 

— Guy  (W.  A.),  Principles  of  forensic  medicine,  1844  ; 4th  ed.,  1875. 

— Luff  (A.  P.),  Text-book  of  forensic  medicine,  1895. 
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Jurisprudence— con  tinued. 

— Mann  (J.  D.),  Forensic  medicine,  2nd  ed.,  1898. 

— Maunder  (S.),  Treasury  of  knowledge,  [containing  law  dic- 

tionary,] 14th  ed.,  1843. 

— Pharmacy  and  poison  laws,  [1892], 

— Taylor  (A.  S.),  Manual  of  medical  jurisprudence,  1844;  7th 

ed.,  1861 ; 12th  ed.,  1891.  * 

On  poisons,  1848  ; 2nd  ed.,  1859  ; 3rd  ed.,  1875. 

Principles  and  practice  of  medical  jurisprudence,  2nded.,  1873. 

Jussieu  (Adrien  de).  Elements  of  botany ; translated  [from  the 
French]  by  J.  H.  Wilson.  London,  1849.  16  + 750  p.  +4  tab. 

Jussieu  (Antoine  Laurent  de).  See  France,  Account  of  tenia,  1777. 
Just  (Leopold).  See  Botanischer  Jahresbericht. 

Ksempfer  (Engelbert).  Amcenitatum  exoticarum  politico-physico- 
medicarum  fasciculi  5,  quibus  continentur  varise  relationes, 
observationes  et  descriptiones  rerum  Persicarum  et  ulterioris 
Ashe.  Lemgovke,  1712.  [20]+ 912  + [32]  p.  +15  pi. 

Note.— Fasciculus  5 treats  of  plants  of  Japan. 

Kahlbaum  (Georg  W.  A.).  See  Faraday  (M.)  <&•  C.  F.  Schonbein, 
Letters,  1899. 

Kaiser  (Cajetan  Georg).  .See  Fuchs  (J.  N.  von),  Gesammelte 
Schriften,  redigirt,  1856. 

Kaiserlicbe  Akademie  der  Wissenschaften  in  Wien.  Anzeiger; 
mathematiscb-naturwissenscbaftliche  Classe.  Wien,  1864-95. 
Jahrg.  1-32  ; wanting  no.  19  of  Jahrg.  5,  1868.  * 

— Monatshefte  fur  Chemie  und  verwandte  Tbeile  anderer  Wissen- 

scbaften  ; gesammelte  Abhandlungen  aus  den  Sitzungsberichten. 
Wien,  1880-1900.  1.-21.  Bd.  * 

— Same.  Generalregister  zu  den  Banden  1-10;  1880-89.  Wien 

1894.  8 + 272  p.  * 

— Sitzungsberichte  : mathematisch-naturwissenschaftliche  Classe  ; 

Abtheilung  2b  [Chemie].  Wien,  1889-98.  98.-107.  Bd.  * 

— See  also  Schabus  (J.),  Bestimmung  der  Rrystallgestalten,  1855. 
Kaiserliche  Leopoldinisch-Carolinische  Deutsche  Akademie  der 

Naturforscher.  See  Academia  Caesarea. 

Kaiserliche  Universitat  Dorpat.  Arbeiten  des  pharmakologischen 
Institutes  ; herausgegeben  von  R.  Robert.  Stuttgart,  1888-96. 
1.-14.  Bandchen,  pi.  * 

— Ilistorische  Studien  aus  dem  pharmakologischen  Institute  ; her- 

ausgegeben von  R.  Robert.  Halle,  1889-96.  Nos.  1-5.  * 

— See  also  Dragendorff  (G.),  Bericbt  liber  die  Thiitigkeit  im 

pharmaceutischen  Institute  in  der  Zeit  vom  1.  Januar  1865  bis 
31.  December  1884,  1885. 
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Kaiserlich-konigliche  Gesellschaft  der  Arzte,  Vienna.  Zeitschrift. 
Wien,  1859.  15.  Jahrg.,  Nos.  4,  38-43.  )1§.  * 

Note. — Contain  E.  Schwarz,  Chinesische  Aerzte  und  Medicamente,  etc. 

— Medizinische  Jahrbucher ; redigirt  von  S.  Strieker.  Wien, 

1872-73.  Jahrg.  1872-73  ; pi. 

Note. — A “ Beilage,”  entitled  “ Jahresbericht  der  chirurgischen 
Klinik  des  Prof.  Hofrathes  v.  Dumreicher  in  Wien,  Schuljahr 
1869/70,  von  J.  Hofmokl  und  E.  Albert,”  was  published  in  1872. 

Kaleniczenko  (Jean  de).  Notes  sur  la  propylamine  et  les  produits 
organiques  qui  la  contiennent,  huile  et  extrait  de  foie  de  morue, 
et  de  leur  utilite  comparative  en  medecine.  Paris,  1870.  82  p. 

(Pam.  17.) 

Kallid,  Rachaidibus.  See  Khalid. 

Kamel  (Georg  Joseph).  See  Camellus  (G.  J.). 

Kamensky  (George).  See  Mendeleeff  (D.),  Principles  of  chemistry, 
1891. 

Kampfer.  See  K/empfer. 

Kane  (Sir  Robert  John).  Elements  of  practical  pharmacy.  Dublin, 
1831.  32  + 350  + 14  p.  +5  pi. 

— Elements  of  chemistry,  including  recent  discoveries  and  appli- 

cations of  the  science  to  medicine  and  pharmacy,  etc.  Dublin, 
1842.  20+ 1204  p. 

— Same.  Second  edition.  Dublin,  1849.  20+1070  p. 

— Industrial  resources  of  Ireland.  Second  edition.  Dublin,  1845. 

16  + 438  p.  +4  pi. 

— See  also  Philosophical  magazine,  1840-90. 

Kara-Stojanow  (Charalampi).  Ueber  die  Alkaloide  des  Delphinium 
Staphisagria.  Dorpat,  1889.  64  p.  (Pam.  49.) 

Karkeek  (William  Floyd).  See  Veterinarian,  1844. 

Karsten  (Hermann  [Gustav  Karl  Wilhelm]).  Die  medicinischen  i 
Chinarinden  Neu-Granada’s.  Berlin,  1858.  72  p.  +2  pi. . 

(Pam.  58.) 

— Eng.  ( In  Great  Britain  and  Ireland,  India  Office,  Chinchonai 

species  of  New  Granada,  by  0.  R.  Markham,  1867,  p.  84-134.) 

— Florae  Columbiae  terrarumque  adjacentium  specimina  selecta. 

Berolini,  1858.  Fasc.  1,  pi.  * 

Kastner  (C.  W.  G.).  See  Repertorium  fUr  die  Pharmacie,  1822-4. 
Kater  (Henry)  J-  D.  Lardner.  Treatise  on  mechanics.  London,. 

1830.  10+ 342  p.  +21  pi.  (Lardner,  Cabinet  cyclopaedia,  v.  5?) 
Kauffeisen  (Leon).  Du  m’boundou,  ou  poison  d’epreuve  du  Gabon ; 

[th&se],  Montpellier,  1876.  56  p.  (Pam.  5.) 

Kay  (William  E.).  See  Landauer  (J.),  Blowpipe  analysis,  by  J. 
Taylor  and  W.  E.  K.,  1879. 

Kay-Shuttleworth  (Sir  Ughtred  James).  See  Shuttleworth. 
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Keene  ([John])  &•  [L.  T.]  Ashwell.  Companion  to  the  British 
homoeopathic  pharmacopoeia.  London,  1882.  8 + 136  p. 

— Same,  by  L.  T.  Ashwell.  Second  edition.  London,  1883.  8 + 

208  p. 

— Same,  [including  the  American  homoeopathic  pharmacopoeia,] 

by  L.  T.  Ashwell.  Third  edition.  London,  1884.  8 + 208  p. 

Keill  (James).  Essays  on  several  parts  of  the  animal  oeconomy. 
Second  edition.  London,  1717.  2 + 28  + 236  p. 

— Medicina  statica  Britannica.  (In  Sanctorius,  S.,  Medicina 

statica,  4th  ed.,  by  J.  Quincy,  1728,  p.  321-44.) 

Keith  (B.)  and  Company.  Positive  medical  agents  : treatise  on 
alkaloid,  resinoid,  and  concentrated  preparations  of  indigenous 
and  foreign  medical  plants  ; [by  G.  Coe  ?]  by  authority  of  the 
American  Chemical  Institute.  New  York,  1855.  304  p. 

— See  also  Coe  (G.),  Concentrated  medicines,  1860. 

Keith  (Thomas).  Complete  practical  arithmetician.  Eleventh 
edition,  by  S.  Maynard.  London,  1834.  24+360  p. 

Kekule  (August).  See  Annalen  der  Chemie. 

Kelland  (Rev.  Philip).  See  Young  (T.),  Course  of  lectures  on 
natural  philosophy,  new  ed.,  -1845. 

Kellie  (J.).  Hints  for  the  cure  of  [pulmonary]  consumption. 

London,  1860.  30  p.  (Pam.  70.) 

Kelly  (P.).  Universal  cambist,  and  commercial  instructor  : treatise 
on  exchanges,  coins,  weights,  and  measures.  Second  edition. 
London,  1835.  2 vol.  in  1. 

Kelvin  (Lord).  See  Thomson  (Sir  W.). 

Kemp  and  Co.  Prescribers’  pharmacopoeia.  Second  edition.  Bom- 
bay, 1891.  20+430  p. 

Kendrick  (James).  See  Morris  (R.),  J.  K.,  <0  others,  Edinburgh 
medical  and  physical  dictionary,  1807. 

Kennedy  (Benjamin  Hall).  See  Vergilius  Maro  (P.),  Bucolica, 
etc.,  with  commentary,  1876. 

Kennedy  (James).  Paper  versus  gold-money;  or,  New  system  of 
currency  and  banking  ; by  Spectator  [ ■pseud.'].  Second  edition. 
London,  1847.  2 + 8 + 26  p. ; with  signature  and,  ms.  note  of 

author.  (Pam.  36.) 

[Kenrick  (William).]  Lecture  on  the  perpetual  motion,  part  1. 

London,  1771.  2 + 4 + 50  p.  (Pam.  60.) 

Kent.  IJanbury  (F.  J.)  & E.  S.  Marshall,  Flora  of  Kent,  1899.  * 

— Holmes  (E.  M.),  Cryptogamic  flora,  lichens,  [1878], 

Kentish  (Richard).  Essay  on  sea-bathing,  and  the  internal  use  of 
sea- water.  London,  1787.  2 + 8 + 72  p.  +1  tab.  (Pam.  29.) 

— Essay  on  the  method  of  studying  natural  history.  London, 

1787.  8 + 110  p.  (Pam.  29.) 
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K’eogh  (John).  Zoologia  medicinalis  Hibernica.  Dublin,  1739. 
18  + 176  p.  %.* 

Kerbert  (J.  J.).  Handleiding  tot  de  kennis  der  artsenijstoffen. 
Amsterdam,  1865.  12  + 212  p. 

Kerckring  (Theodor).  See  Valentinus  (B.),  Triumphant  chariot 
of  antimony,  with  annotations  of  Kirkringius,  1678. 

Kermes  du  chene.  Planchon  (G.),  Le  kermis  du  chene,  1864. 
Kerner  von  Marilaun  (Anton).  Natural  history  of  plants;  from 
the  German,  by  F.  W.  Oliver,  M.  Busk  and  M.  F.  Ewart. 
London,  1894-95.  2 vol.,  col.  pi.  * 

[Kerr  (J.  G.).  Manual  of  materia  medica,  in  Chinese.  Second 
edition.  Canton,  1876.]  2 keuen.  * 

Kerr  (Rev.  John).  The  metric  system  : its  prospects  in  this  country. 

London,  1863.  32  p.  (Pam.  36.) 

Kerr  (Robert).  See  Lavoisier  (A.  L.),  Elements  of  chemistry, 
translated,  1790  ; 3rd  ed.,  1796. 

Kessler  (Friedrich).  Versuche  uber  die  Wirkung  des  Pepsins  auf 
einige  animalische  und  vegetabilische  Nahrungsmittel ; Inau- 
gural-Dissertation. Dorpat,  1880.  50  p.  (Pam.  26.) 

Keussler  (Eduard  von).  Zur  Form  el  der  Frangulinsaure.  [Dorpat, 

1877. ]  8 p.,  n.  t.-p.  (Pam.  58.) 

— Untersuchung  der  chrysophansaureartigen  Substanz  der  Sen- 

nesblatter  und  der  Frangulinsaure,  nebst  Vergleichung  der- 
selben  mit  der  Chrysophansaure  des  Rhabarbers ; Dissertation. 
[Riga,  1879.]  52  p.  (Pam.  25.) 

Kew  Royal  Gardens.  Bulletin  of  miscellaneous  information.  Lon- 
don, 1887-99.  Vol.  1-13. 

— Index  Kewensis ; an  enumeration  of  the  genera  and  species  of 

floweiing  plants,  from  the  time  of  Linnaeus  to  the  year  1885 
inclusive,  together  with  their  authors’  names,  the  works  in 
which  they  were  first  published,  their  native  countries  and 
their  synonyms ; compiled  at  the  expense  of  the  late  C.  R. 
Darwin,  under  the  direction  of  J.  D.  Hooker,  by  B.  D.  Jackson. 
Oxford,  1893-95.  2 vol.  in  4 parts.  * 

— Aiton  (W.),  Hortus  Kewensis,  catalogue  of  plants  cultivated, 
1789.  * 

— Bentham  (G.)  cfr  J.  D.  Hooker,  Genera  plantar  urn  ad  exemplaria 

imprimis  in  herbariis  Kewensibus  servata  definita,  1862-83.  * 

— Fluckiger  (F.  A.),  Pharmacognostische  Umschau,  [1879]. 

— Great  Britain  and  Ireland,  Commissioners  of  Works,  Report 

[by  J.  D.  Hooker]  on  the  progress  and  condition  of  the  gardens, 

1878,  1882,  1884. 

— Hooker  (W.  J.),  II.’s  journal  of  botany,  and  Kew  Garden  mis- 

cellany, 1849-57. 
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Key  (Axel).  See  Nordisict  medicinskt  arkiv,  1874-83. 

Khalid  ibn  Yazid  ibn  Mudwiyat  ibn  Abi  Sufyan  (Abu  Hdshim). 
See  Jabir  ibn  IIayyan,  or  Geber,  Summa  perfectionis  ... , ac 
Aurei  trium  vprborum  libelli  Kallid,  1682. 

Khory  (Rustomjee  Naserwanjee).  Digest  of  the  principles  and  prac- 
tice of  medicine,  with  a short  account  of  the  history  of  medicine, 
and  tables  of  Indian  materia  medica.  London,  1879.  16+  1056  p. 

— The  Bombay  materia  medica  and  their  therapeutics.  Bombay, 

1887.  6 + 600  + 40  p. 

Kidd  (John).  On  the  adaptation  of  external  nature  to  the  physical 
condition  of  man,  principally  with  reference  to  the  supply  of 
his  wants,  and  the  exercise  of  his  intellectual  faculties.  London, 
1833.  16  + 376  p.  (Bridgewater  treatises,  2.) 

Kidney  diseases.  Beale  (L.  S.),  Kidney  diseases,  etc .,  3rded.,  1869. 
Kilnei  (W  alter  B.).  Compendium  of  modern  pharmacy  and  drug- 
gists formulary,  containing  methods  of  manufacturing  elixirs, 
etc.  Fourth  edition.  London,  1882.  686  p. 

— Same.  [Springfield,  U.S.,]  1881-82.  Supplements  1-4. 

— Same.  Fifth  edition,  with  suppl.  London,  1884.  906  p. 

Kinch  (Edward).  See  Imperial  College  op  Agriculture,  Japan, 

catalogue  of  agricultural  products  in  the  Sydney  Exhibition 
1879. 

King  (George).  Manual  of  cinchona  cultivation  in  India.  Calcutta 
1876.  4 + 80  p.  +1  pi. 

See  also  (U.  C.),  Materia  medica,  with  glossary  of  Indian 

plants,  by  G.  K.,  1877. 

King  (John).  American  dispensatory.  Eighth  edition.  Cincinnati 
1872.  1440  p. 

Same.  Seventeenth  edition,  with  supplement  by  J.  K.  and 
J.  U.  Lloyd.  Cincinnati,  1895.  1440  + 202  p. 

King  and  Queen’s  College  of  Physicians  in  Ireland,  Dublin.  Phar- 
macopoeia Collegii  Medicorum  Regis  et  Regin*  in  Hibernia. 
Dublinii,  1807.  22  + 298  p. 

— Pharmacopcea  Dublinensis.  Lipsise,  1818.  4 + 6 + 148  p.  (In 

Codex  medicamentarius  Europseus,  sect.  1,  tom.  3.) 

— Eng.  Pharmacopoeia  of  the  K.  and  Q.  C.  of  P.  in  I.  [Third 

edition  or  publication.]  Dublin,  1850.  46+192  p. 

— Eng.  Observations,  chemical  and  practical,  on  the  Dublin  phar- 

macopoeia [of  1826],  with  translation  ; by  F.  Barker  and  W.  F. 
Montgomery.  Dublin,  1830.  2+  18  + 722  p.  + 1 pi. 

Ger.  Dubliner  Pharmakopoe,  1826.  Leipzig,  1847.  8 + 80  p. 

(In  Codex  der  Pharmakopoen,  4.  Section.)  * 

— Ger.  Dubliner  Pharmakopoe,  1850.  Leipzig,  1851.  6 + 84  p. 

(In  Codex  der  Pharmakopoen,  4.  Section.)  * 
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King  and  Queen’s  College  of  Physicians  in  Ireland — continued. 

— See  also — 

Christison  (R.),  Dispensatory,  or  Comment.,  1842  ; 2.  ed.,  1848. 
Clarke  (E.  G.),  Pharmacopceiarum  ...  conspectus,  1810;  1811. 
Duncan  jun.  (A.),  Edinburgh  new  dispensatory,  1803;  2nd  ed., 
1804;  3rd  ed.,  1806;  4th  ed.,  1808  ; 6th  ed.,  1811  ; 11th  ed., 
1826. 

Graves  (R-),  Conspectus,  4th  ed.,  1810. 

Mowbray  (G.),  Conspectus  of  pharmacopoeias,  1846-47 
Murray  (J.),  System  of  materia  medica,  including  translation 
of  pharmacopoeia,  2nd  ed.,  1813. 

Neligan  (J.  M.),  Medicines,  including  conspectus,  3rd  ed.,  1851. 
Rennie  (J.),  New  suppl.  to  the  pharmacopoeias,  3rd  ed.,  1833. 
Royal  College  of  Physicians  of  London,  Pharmacopoeia 
officinalis  Britannica,  by  R.  Stocker,  1810  ; 2nd  ed.,  1816. 

— Pharmacopoeias  of  the  [3]  colleges,  tr.  by  J.  Thomson,  1815. 

- — Lexicon  pharmaceuticum,  by  T.  Castle,  2nd  ed.,  1828. 

Translation  of  London  pharmacopoeia,  including  Dublin  and 

Edinburgh  pharmacopoeias,  by  J.  B.  Nevins,  1851. 

— New  London  pharmacopoeia,  translated  and  arranged  with 
Edinburgh  and  Dublin  pharmacopoeias,  by  P.  Squire,  1851. 
Thomson  (A.  T.),  Conspectus,  1810;  9tli  ed.,  [1828];  11th  ed., 
1838. 

— London  dispensatory,  1814  ; new  ed.,  1824  ; 9th  ed.,  1837  ; 

10th  ed.,  1844;  11th  ed.,  1852. 

Note. — See  also  sundry  English  works  on  Chemistry,  Materia 
medica,  and  Pharmacy,  based  on  the  Dublin  pharmacopoeia. 

King’s  College,  London.  On  the  advantages  of  the  study  of  botany 
to  the  student  of  medicine ; inaugural  address  by  R.  Bentley. 
London,  1860.  24  p.  (Pam.  40.) 

— Sketch  of  the  studies  of  the  medical  student ; introductory 

address  by  R.  Bentley.  London,  1861.  18  p.  (Pam.  40.) 

— On  education,  as  illustrated  by  medical  usages  and  experiences ; 

lecture,  at  the  opening  of  the  medical  session,  by  W . A.  Guy. 
London,  1868.  26  p.  (Pam.  40.) 

— Calendar.  London,  1870,  1876-78,  1880,  1883,  1890—93.  10  vol. 
Kingston,  Canada.  See  Botanical  Society  of  Canada. 

Kingzett  (Charles  Thomas).  History,  products,  and  processes  of 

the  alkali  trade.  London,  1877.  16  + 248  p.  +4  pi. 

— Animal  chemistry  ; the  relations  of  chemistry  to  physiology  and  . 

pathology.  London,  1878.  20  + 496  p. 

Nature’s  hygiene  : a series  of  essays  on  popular  scientific  subjects,. 

with  special  reference  to  the  chemistry  and  hygiene  of  the 
eucalyptus  and  the  pine.  London,  1880.  8+  192  p. 
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Kipping  (F.  Stanley).  See  Perkin  jun.  (W.  H.). 

Kirby  (Jeremiah).  Tables  of  the  materia  medica,  with  original  and 
selected  formulie,  [and]  a table  of  secondary  salts  employed 
in  medicine.  Edinburgh,  1805.  16  + 144  p.  (Pam.  90.) 

Kirby  (Rev.  “William).  On  the  power,  wisdom,  and  goodness  of 
God,  as  manifested  in  the  creation  of  animals,  and  in  their 
history,  habits,  and  instincts.  London,  1835.  2 vol.,  20  pi. 

(Bridgewater  treatises,  7.) 

Kirchmayer  (Matthias).  See  Chirchmair  (M.). 

Kirkes  [(William  Senhouse)  & James  Paget],  Hand-book  of 

physiology;  by  W.  M.  Baker.  Tenth  edition.  London,  1880. 
16  + 862  p.  +2  pi. 

Kirkringius  (Theodore).  See  Kerckring  (T.). 

Kirwan  (Richard).  Elements  of  mineralogy.  Second  edition. 
London,  1794-96.  2 vol. 


See  also  Dickson  (Ste.),  Essay  on  chemical  nomenclature,  1796. 
— See  also  Scheele  (C.  W.),  Chemical  observations  on  air  and 
fire,  1780. 


Kitchen  (James).  See  Jahr  (G.  H.  G.),  New  homoeopathic  phar- 
macopoeia and  posology,  1842. 

Kitchener  (Frances  Anna).  A year’s  botany.  London  1874.  14  + 
264  p.  + 1 tab. 

Klaproth  (Martin  Heinrich).  Memoires  de  chimie,  contenant  des 
analysis  de  mineraux  ; traduit  de  l’allemand  par  B.  M.  Tassaert. 
Paris,  1807.  2 tomes. 

Klebs  (Edwin).  See  Archiv  fur  experimentelle  Pathologie. 

Klein  (Adolph).  Studien  fiber  den  gerichtlich-chemischen  Nachweis 
von  Blut.  Dorpat,  1889.  58  p.  (Pam.  49.) 

Klein  (E[dward  Emanuel]).  Micro-organisms  and  disease  ; an  in- 
troduction to  the  study  of  specific  micro-organisms.  Third 
edition.  London,  1886.  16  + 268  p. 

See  also  Quarterly  journal  of  microscopical  science,  1877-92 

Kletzinsky  (Vincenz).  Die  osterreichische  Landes- Pharmakopoe, 
ffinfte  Ausgabe  erlautert,  [mit  verdeutschtem  Texte  ?].  Neue 
Ausgabe.  Wien,  1860.  14+  128  + 670  + 52  + 102  p.  +23  tab. 

Kling  (Archibald).  See  Fischer  (E.),  Exercises,  1889. 

Klinger  (Fr.).  See  Allgemeiner  osterreichischer  Apotiieker- 
Verein,  Zeitschrift,  1871-86. 


Klocker  (A.).  See  Archiv  for  Pharmaci  og  Chemi,  1894-1900 
Klotzsch  (J.  F.).  See  Hayne  (F.  G.),  Note. 

Knapp  (F.  [C.]).  Chemical  technology ; or,  Chemistry  applied  to 
the  arts  and  manufactures;  [translated  from  the  German] 
with  additions,  by  E.  Ronalds  and  T.  Richardson.  London 
1848-51.  3 vol.,  9 pi. 
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Knapp  (F.  [0.])  — continued. 

— Chemical  technology — continued.  Second  edition,  by  E.  Ronalds, 

T.  Richai'dson,  [and  II.  Watts].  London,  1855-67.  Vol.  1, 
pts.  1-5;  13  pi.  2 copies  of  part  2. 

Note— See  Groves  (C.  E.)  $ W.  Thorp,  1889-1900. 

Knecht  (E.).  See  Benedikt  (R.),  Chemistry  of  the  coal-tar  colours, 
1886. 

Knight  (Thomas).  Reflections  upon  catholicons,  or  universal  medi- 
cines; with  some  remarks  on  the  natural  heat  in  animals,  and 
the  luminous  emanations  from  human  bodies ; also  the  sundry 
experiments  and  observations  made  upon  the  human  calculus 
rationally  consider’d.  London,  1749.  176  p. 

Knight  (W.  A.).  Text-book  of  materia  medica.  London,  1900. 
2 + 320  p. 

Knoblauch  (E.).  See  Warming  (E.),  Handbook  of  botany. 

Kobert  (Rudolf).  Compendium  der  Arzneiverordnungslehre.  Stutt- 
gart, 1888.  12  + 224  p. 

— See  also  Kaiserliche  Universitat  Dorp  at,  Arbeiten,  1888-96  ; 

— Historische  Studien,  1889-96. 

Koch  (Carl).  Yersuche  liber  die  chemische  Nachweisbarkeit  des 
Curarins  in  thierischen  Flussigkeiten  und  Geweben  ; Inaugural- 
Dissertation.  Dorpat,  1870.  64  p.  (Pam.  23.) 

Koch  (R.).  See  New  South  Wales,  Government,  Report  on  the 
Koch  method  by  T.  P.  A.  Stuart,  1891. 

Koehler.  See  Kohler. 

Koehne.  See  Kohne. 

Koenig  (J.).  See  Konig  (J.). 

Kohler’s  Medizinal-Pflanzen  in  natu.rgetreuen  Abbildungen  mit  kurz 
erklarendem  Texte ; herausgegeben  von  G.  Pabst,  etc.  Gera- 
Untermhaus,  18[83-]98.  3 Bd.,  col.  pi.  * 

Kohlrausch  (F.).  Introduction  to  physical  measurements,  with 
appendices  on  absolute  electrical  measurement,  etc.  Second 
edition,  translated  from  the  fourth  German  edition,  by  T.  H. 
Waller  and  IT.  R.  Procter.  London,  1883.  14  + 344  p. 

Kohne  (E.).  See  Botanischer  Jahresbericht. 

Kolbe  ([Adolf  Wilhelm]  Hermann).  Ausfiihrliches  Lehrbuch  der 
organischen  Chemie.  (In  Graham-Otto’s  Ausfiihrliches  Lehr- 
buch der  Chemie,  3.  Aufl.,  1854-55,  Bd.  3,  Lief.  1-5.) 

— Short  text-book  of  inorganic  chemistry ; translated  [from  the 

German]  and  edited  by  T.  S.  Humpidge.  London,  1884. 
16  + 608  p.  +1  col.  pi. 

— See  also  Journal  fur  praktische  Chemie,  1870-84. 

__  See  also  Stadeler  (G.),  Leitfaden  fur  die  qualitative  chemische 
Analyse  anorganischer  Korper,  6.  Aufl.,  1873. 
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Kombe  arrow-poison.  Fraser  (T.  R),  [1872  ?]. 

Kondracki  (Eugen).  Beitrage  zur  Kenntniss  der  Aloe,  und  Werth- 
bestimmung  ihrer  wichtigeren  Handelssorten ; Dissertation. 
Dorpat,  1874.  4 + 86  p.  (Pam.  23.) 

Konig  (Charles).  See  Annals  of  botany,  1805-6. 

Konig  (J.).  Ch<  mie  der  menschlichen  Nah  rungs-  und  Genussmittel. 
Berlin,  1879-80.  Theil  1-2. 

Kbnigliche  bayerische  Akadeinie  der  Wissenschaften,  Munich. 
Gelehrte  Anzeigen.  Miinchen,  1856.  Bulletin,  Nr.  2,  3.  6. 
Martius  (C.  F,  P.  v.),  Uber  Moutabea,  Diclidanthera,  Hornschuchia,  etc. 

— Erinnerung  an  Mitglieder  der  mathematisch-physikalischen 

Classe;  eine  Rede,  von  C.  F.  P.  v.  Martius.  Miinchen,  1859. 
2 + 74  p.  (Pam.  5.) 

Kopp  (Emile  [or  Charles  Emile]).  On  the  artificial  formation  of 
alkaloids;  [translated  from  the  French],  {In  Graham,  T., 
Chemical  reports  and  memoirs,  1848,  p.  297-322.) 

— See  also  Societe  chimique  de  Paris,  Bulletin,  1864. 

Kopp  (Hermann  Franz  Moritz).  See  Annalen  her  Chemie. 

— See  Jahresbericht  fiber  die  Fortschritte  der  reinen,  pharma- 

ceutischen  und  technischen  Chemie,  1847-62. 

Kordes  (Richard).  Vergleichung  der  wichtigeren  narcotischen 
Extracte  der  russischen  Pharmacopoe  mit  den  anderer  Phar- 
macopoen  unter  besonderer  Berficksichtigen  des  Alkaloid- 
gehaltes.  St.  Petersburg,  1888.  6 + 100  p.  (Pam.  28.) 

Koroll  (Joh  .).  Quantitativ-chemische  TJntersuchungen  fiber  die 
Zusammensetzung  der  Kork-,  Bast-,  Sclerenchym-  und  Mark- 
gewebe;  Inaugural-Dissertation.  Dorpat,  1880.  54  p.  (Pam.  25.) 
Kraut  (Karl).  See  Gmelin  (L.),  Handbuch  der  Chemie,  1846-65. 
Krinos  (Stamatios  D.).  Peri  styrakos  diatribe  pharmakographike. 
En  Athenais,  1862.  27  + 5 p.  %.  * 

Note. — Bound  with  this  work  are  a translation  of  portions  of  it, 
in  D.  Hanbury’s  handwriting,  a letter  from  the  author  and  one 
from  D.  P.  Scaramanga,  and  four  papers  on  Storax  by  D.  Hanbury. 

Kritische  Blatter  ffir  die  Pharmazie  und  den  damit  verwandten 
Wissenschaften;  von  R.  Brandes.  Schmalkalden,  [1823]; 
Lerago,  1826.  Bd.  1-2.  {In  Deutscher  Apotheker-Verein, 
Archiv  ffir  die  Pharmazie,  Bd.  6,  10.) 

Krocker  (F.).  See  Frankland  (P.  F.),  Agricultural  chemical 
analysis,  1883. 

Kruess.  See  Kruss. 

Kruse  {Provisor).  Versuch  einer  vergleichenden  Analyse  der  in 
den  Monaten  April,  Juli  und  October,  1874,  in  der  Umgegend 
Wolmars  gesammelten  Rd.  Filicis  maris.  [Halle,  1876.]  10  p., 
n.  t.-p.  (Pam.  45.) 
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Kriiss  (G[erhard].  Spezielle  Methoden  der  Analyse : Anleitung 
zur  Anwendung  physikalischer  Methoden  der  Analyse.  Ham- 
burg, 1892.  12  + 104  p. 

— See  also  Zeitschrift  f Ur  anorganische  Chemie. 

Kubicki  (Wladislaw).  Beitrage  zur  Ermittelung  fremder  Bitter- 
stoffe  im  Biere;  Inaugural-Dissertation.  Dorpat,  1873.  42  p. 
(Pam.  23.) 

Kubly  (Melchior).  Uber  das  wirksame  Princip  und  einige  andere 
Bestandtheile  der  Sennesblatter ; [Dissertation],  Dorpat, 
1865.  52  p.  (Pam.  24.) 

Kuegelgen  (Arwed  von).  See  Kugelgen  (A.  v.). 

Kuehn.  See  Kuhn. 

Kugelgen  (Arwed  von).  Beitrage  zur  forensischen  Chemie  des 
Sanguinarins  und  Chelidonins ; Inaugural-Dissertation.  Dor- 
pat, 1884.  34  p.  (Pam.  27.) 

Kuhn  (Carolus  \or  Carl]  Gottlob).  Medicorum  Graecorum  opera 
quae  extant.  Lipsiae,  1829-30.  Yol.  25-26. 

— Same.  Another  copy.  1§.  * 

Dioscorides(P.),  De  materia  medica  libri  quinque,  etc .,  commentario 
illustravit  C.  Sprengel. 

Kiihn  (Peter).  Ein  Beitrag  zur  Biologie  der  Bacterien ; Inaugural- 
Dissertation.  Dorpat,  1879.  56  p.  (Pam.  25.) 

Kunth  (Karl  Sigismund).  Enumeratio  plantarum  omnium  hucus- 
que  cognitarum,  secundum  familias  naturales  disposita,  adjectis 
characteribus,  differentiis  et  synonymis.  Stutgardiae  et  Tubingae, 
1833-50.  5 vol.  in  6 pts.,  40  pi.  * 

Kuntze  (Otto).  Cinchona;  Arten,  Hy  bidden  und  Cultur  der 
Chininbaume  ; monographische  Studie  nach  eigenen  Beobach- 
tungen  in  den  Anpflanzungen  auf  Java  und  im  Himalaya. 
Leipzig,  1878.  4+124  p.  +3  pi. 

Kunze  (Gustav).  See  Goebel  (C.  C.  T.  F.)  <£•  G.  K.,  Pharmaceu- 
tische  Waarenkunde,  1827-34. 

Kunz-Krause  (Hermann).  See  Guareschi  (I.),  1896-97. 

Kusa  uzu.  Lubbe  (A.),  Chemisch-pharmakologische  Untersuchung 
des  krystallisirten  Alkaloides  aus  den  Kusa-uzu-Knollen,  1890. 

Kyber  (David).  Lexicon  rei  herbaria  trilingue ; item  Tabulae 
collectionum  in  genere  in  usum  pharmacopolarum  conscriptae 
per  C.  Gesnerum.  Argentinae,  1553.  [16] + 552  p. 

[L.  (J.  L.).  Chemico-medical  dissertation  on  mercury.  London, 
1774  ?]  128  p.,  t.-p.  w.  (Pam.  43.) 

Labelonye  (C.).  De  l’organisation  de  la  pharmacie  dans  les  princi- 
paux  etats  de  l’Europe.  Paris,  1863.  4 + 260  p. 

La  Beyrie  ( M . de).  See  Dictionnaire  raisonne,  1773. 
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Laboratory.  ( See  also  works  on  practical  Chemistry; — Giessen.) 

— Bloxam  (C.  L.),  Laboratory  teaching,  1869  ; 2nd  ed.,  1871  ; 

3rd  ed.,  1874. 

— Church  (A.  H.),  Laboratory  guide,  1864;  3rd  ed.,  1874;  4tb 

ed.,  1877 ; 5th  ed.,  1882. 

— Laboratory  (The),  a weekly  record  of  scientific  research,  1867. 

— Smith  (G.),  Laboratory,  or  School  of  arts,  1756. 

— Thorpe  (T.  E.)  &•  M.  M.  P.  Muir,  Qualitative  chemical  analysis 

and  laboratory  practice,  1874. 

Laboratory  (The)  : a weekly  record  of  scientific  research,  [edited 
by  J.  C.  Brough].  London,  [1867],  Yol.  1,  all  published. 
Laboratory  Club.  See  Institute  of  Brewing,  London. 

Laborde  (J.  Y.)  & H.  Duquesnel.  Des  aconits  et  de  l’aconitine. 
Paris,  1883.  6 + 328  p.  +4  col.  pi. 

Laborde  (J.  V.)  <£.•  A.  Houde.  Le  colchique  et  la  colchicine.  Paris 
1887.  8 + 136  p. 

Lace.  Felkin  (W.),  Hosiery  and  lace,  2nd  ed.,  1877. 

La  Coste  (Christophle  de).  See  Acosta  (C.). 

Lactates  and  Lactic  acid.*  Dragendorff  (G.),  Uber  Mannit  etc 
[1879].  ’ 

— Meyer  (IT.),  Uber  das  Milchsaureferment  und  sein  Yerhalten 

gegen  Antiseptica,  1880. 

— Petrequin  (J.  E.),  He  l’emploi  therapeutique  des  lactates  alcalins 

dans  les  maladies  fonctionnelles  de  l’appareil  digestif,  1864. 

— Rouzieres  (J.),  De  l’acide  lactique  et  des  lactates  employes  en 

pharmac-ie,  1887. 

Ladenburg  ([Albert]).  Handworterbuch  der  Chemie.  Breslau, 
1882—96.  13  Bd.  and  Generalregister.  * 

Lectures  on  the  history  of  the  development  of  chemistry  since 
the  time  of  Lavoisier;  translated  from  the  second  German 
edition  by  L.  Dobbin.  Edinburgh,  1900.  16  + 374  p. 

Laet  (J.  de).  See  Piso  & Marcgrav,  1648. 

Lafar  (Franz).  Technical  mycology  : the  utilization  of  micro- 
organisms in  the  arts  and  manufactures ; a practical  handbook 
on  fermentation  and  fermentative  processes ; translated  by 
C.  T.  C.  Salter.  London,  1898.  Vol.  1,  pi. 

Lafarge  (Marie  Fortunee  Pouch-).  See  Pouch-Lafarge. 

Lakes  (English).  Baker  (J . G.),  Flora  of  the  Eng.  lake  district,  1885.  * 
Lallemand  (Ludger).  See  Societe  medicale  d’emulation  de  Paris, 
Recherches  sur  les  moyens  k employer  contre  les  accidens,  1855. 
Lallemant  (MM.).  Dictionnaire  universel,  fran5ois-latin  ; corrige 
et  augmente  par  J.  E.  J.  F.  Boinvilliers.  Douzi^me  edition. 
Paris,  1811.  12  + 1374  p.  * 

See  also  Boudot  (J.),  Dictionarium  Latino-Gallicum,  1810. 
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Lallemant  (Ch.).  Etude  sur  l’ergot  du  diss.  Alger,  1863.  20  p. 

(Pam.  58.) 

[Lambert  (Aylmer  Bourke).]  Description  of  the  genus  cinchona  • 
[with  M.]  Yahl’s  Dissertation  ; also,  a Description  of  a new 
genus  named  hyasnanche,  or  hysena  poison.  London,  1797. 
12  + 56  p.  +13  pi. 

An  illustration  of  the  genus  cinchona  : descriptions  of  officinal 

Peruvian  barks ; Humboldt’s  account  of  cinchona  forests  of 
South  America  ; Laubert  on  the  different  species  of  quinquina  ; 
Ruiz  on  various  medicinal  plants  of  South  America  ; a short 
account  of  the  spikenard  of  the  ancients.  London,  1821. 
10+  182  p.  +5  pi.  M.  * 

La  Motte  (Gourley  de).  See  France,  Account  of  the  tenia,  1777. 
Lamotte-Bertin  (J.  A.  T.  de).  Syntheses  chimiqnes  et  pharmaceu- 
tiques  ; [these].  Montpellier,  1846.  18  p.  (Pam.  11.) 

Lamp  (Safety).  See  Davy  (H.),  Collected  works,  1839-40,  vol.  6. 
Lancet  (The) : [a  journal  of  British  and  foreign  medicine,  surgery, 
obstetrics,  physiology,  chemistry,  pharmacology,  public  health, 
criticism,  and  news;  edited  by  T.  Wakley,  J.  G.  Wakley, 
T.  H.  Wakley,  and  T.  Wakley,  jun.].  London,  [1823-1900]. 
Yol.  1— [22,  25-26,  29-37,  41-77,  79-159]. 

Note— Vol.  1-4  are  of  the  third  edition,  published  in  2 vol.  in  1826; 
vol.  19-20  wants  title-pages  and  indexes.  See  also  Hassall  (A.  H.). 

Landauer  (J.).  Blowpipe  analysis ; authorized  English  edition, 
by  J.  Taylor  and  W.  E.  Tvay.  London,  1879.  12  + 164  p. 

+ 1 col.  pi. 

Landerer  (Xaverios),  See  Greece,  Pharmacopcea,  1837,  1868. 
Landolt  (H.).  Handbook  of  the  polariscope  and  its  practical  ap- 
plications ; adapted  from  the  German  by  D.  C.  Robb  and  V.  H. 
Yeley  ; with  appendix  by  I.  Steiner.  London,  1882.  16  + 264  p. 
Landolt  (H.)  <£■  R.  Bornstein.  Physikalisch-chemische  Tabellen. 
Berlin,  1883.  12  + 252  p.  * 

Lanessan  (J.  L.  de).  Memoire  sur  le  genre  garcinia,  clusiacees,  et 
sur  l’origine  et  les  proprietes  de  la  gomme-goutte.  Paris,  1872. 
114  p.  +1  pi.  &L* 

— See  also  Baillon  (H.  E.),  Dictionnaire  de  botanique. 

— See  also  Fluckiger  (F.  A.)  & D.  Hanbury,  Histoire  des  drogues. 

— See  also  France,  Ministere  de  la  marine,  Les  plantes  utiles  des 

colonies  frangaises,  1886. 

Langgaard  (Theodoro  J.  FI.).  Diccionario  de  medicina  domestica 
e popular.  Rio  de  Janeiro,  1865.  3 tornos.  (B.  * 

Langham  (William).  The  garden  of  health  : the  vertues  and  pro- 
perties of  simples  and  plants.  Second  edition.  London,  1633. 
8 + 766  p.  ©.* 
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Langkavel  (Bernhard).  Botanik  der  spaeteren  Griechen  vom 
dritten  bis  dreizehnten  Jahrhnnterte.  Berlin,  1866.  24  + 

208  p.  3§.  * 

Languish.  (Browne).  Physical  experiments  upon  brutes  : in  order 
to  discover  a method  of  dissolving  stone  in  the  bladder,  by  in- 
jections ; [also,]  Experiments  with  the  lauro-cerasus,  in  order 
to  investigate  its  effects  on  animal  bodies,  when  given  in  such 
small  doses  as  not  to  kill ; likewise,  Experiments  and  observa- 
tions on  the  fumes  of  sulphur.  London,  1746.  22  + 154  p. 

(Pam.  22.) 

Language.  {See  also  various  languages  under  their  names.) 

— Latham  (R.  G.),  On  the  importance  of  the  study  of  language 

as  a branch  of  education,  1855. 

Lankester  (Edwin).  Account  of  Askern  and  its  mineral  springs  ; 
with  a sketch  of  the  natural  history,  and  a brief  topography, 
of  the  immediate  neighbourhood.  London,  1842.  8+152  p. 

+ 1 col.  map. 

— See  also  Link  (H.  F.),  Report  on  the  progress  of  physiological 

botany  during  1841. 

— See  also  Quarterly  journal  of  microscopical  science,  1853-71. 

■ — See  also  Schleiden  (M.  J.),  Principles  of  scientific  botany,  1849. 
Lankester  (Edwin  Ray).  See  Quarterly  journal  of  microscopical 
science,  1869-1900. 

Lankester  {Mrs.  Phebe).  See  Sowerby  (James),  English  botany, 
3rd  ed.,  1863-72. 

Lanolin.  Galinier  (H.),  Etude  sur  la  lanoline,  1888. 

Lantern  (Magic).  See  Mere  Phantom,  Magic  lantern,  1866. 
[Larbaud  (Nicolas).  De  l’identite  d’origine  de  composition  et  de 
proprietes  medicales  des  sources  minerales  du  bassin  de  Vichy. 
Riom,  1865.]  24  p.,  t.-p.  w.  (Pam.  39.) 

L’Arbre  (Wilhelm  Franz  de).  See  Arbre  (W.  F.  de  l’). 

Lardner  {Rev.  Dionysius).  Treatise  on  heat.  London,  1833.  4 + 

8 + 432  p.  +engr.  t.-p.  {In  his  Cabinet  cyclopaedia,  vol.  39.) 

— The  steam-engine  explained  and  illustrated  ; with  a memoir  of 

Watt.  Seventh  edition.  London,  1840.  20  + 536  p.  +por. 

— Cabinet  cyclopaedia,  conducted  by  D.  L.,  assisted  by  literary  and 

scientific  men.  {See  the  respective  authors.) 

Brewster  (D.),  Treatise  on  optics,  1831. 

Eater  (H.)  <$•  D.  Lardner,  Treatise  on  mechanics,  1830. 

Lardner  (D.),  Treatise  on  heat,  1833. 

Powell  (B.),  History  of  natural  philosophy,  1834. 

La  Rive  (Auguste  de).  Treatise  on  electricity  in  theory  and  prac- 
tice ; translated  [from  the  French]  by  C.  V.  Walker.  London, 
1853-58.  3 vol. 
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Larkin  (1ST.  J.).  Introduction  to  solid  geometry,  and  to  the  study 
of  crystallography.  London,  1820.  2 + 12  + 140  p.  +4  pi. 

La  Roche.  See  France,  Codex  medicamentarius,  1819. 

Larsen  (A.).  See  Ferrall  (J.  S.)  <&  T.  Repp,  Danske-norske- 
engelske  Ordbog,  4e  Udgave,  1873. 

Lassaigne  (Jean  Louis).  See  Journal  de  chimie  med.,  1825-47. 
Lassar-Cohn  (Dr.).  Laboratory  manual  of  organic  chemistry ; 
translated  from  the  German  by  A.  Smith.  London,  1895. 
20  + 404  p. 

— Chemistry  in  daily  life  ; popular  lectures,  translated  by  M.  M.  P. 

Muir.  London,  1896.  10  + 324  p. 

Lassell  (Caroline  <£•  Jane).  See  Schellen  (H.),  Spectrum  analysis, 
translated,  1872. 

Lassone  (Joseph  Marie  Frangois  de).  See  France,  Account  of  the 
tenia,  1777. 

Late  hours  of  business.  Davies  (T.),  Prize  essay,  1843. 

Latham  (Arthur  C.).  See  Binz  (C.),  Lectures  on  pharmacology,  1895. 
Latham  (Henry).  On  the  action  of  examinations  as  a means  of 
selection.  Cambridge,  1877.  20  + 544  p. 

Latham  (John).  See  Royal  College  of  Physicians  of  London, 
Pharmacopoeia,  transl.  by  T.  Healde,  revised  by  J.  L.,  1791,  etc. 
Latham  (Peter  W.).  See  Binz  (C.),  Lectures  on  pharmacology,  1897. 
Latham  (Robert  Gordon).  On  the  importance  of  the  study  of 
language  as  a branch  of  education.  (In  Royal  Institution  of 
Great  Britain,  Lectures  on  education,  1855,  p.  89-113.) 

— Elementary  English  grammar.  Twenty-second  thousand.  Lon- 

don, 1870.  8 + 224  p. 

Latin  language.  (See  also  Bible,  Selectee  ...  historiee.) 

— Ainsworth  ([R.]),  Latin  [and  English]  dictionary,  1878.  * 

— Boudot  (J.),  Dictionarium  Latino-Gallicum,  1810.  * 

— Britten  (J.),  Dispenser’s  vade-mecum,  3rd  ed.,  1863. 

— Colet  (J.),  Rudimenta  grammatices,  ed.  nova,  1849. 

— Cooley  (A.  J.),  Pharmaceutical  Latin  grammar,  1845. 

— Hager  (H.),  Lateinisch-deutsches  Worterbuch  zu  pharmaceu- 

tischen  und  botanischen  Schriften,  1863.  * 

— Ince  (J.),  Latin  grammar  of  pharmacy,  1882  ; 3rd  ed.,  1885  ; 

5th  ed.,  1890;  6th  ed.,  1894. 

— Introduction  to  the  Latin  tongue,  new  ed.,  1827. 

— Lallemant  (MM.),  Dictionnaire  universel,  frangois-latin,  12me 

edition,  1811.  * 

— Leach  (S.  F.),  Grammatical  introduction  to  the  London  pharma- 

copoeia, and  physicians’  prescriptions,  3rd  ed.,  1839. 

— Littleton  (A.),  Linguae  Latinae  liber  dictionarius,  5th  ed.,  1723.  * 

— Public  school  Latin  primer,  1871. 
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Latin  language — continued. 

Riddle  (J.  E.),  Complete  Engltsh-Latin  and  Latin-English 
dictionary,  2nd  ed.,  1840-42.  * 

— Smith  (W.),  Latin-English  dictionary,  8th  ed.,  1868.  * 

\oung  (W.),  Latin-English  and  English-Latin  dictionary,  7th 
ed.,  1787.  * 

Laubert  (Charles  Jean).  See  Lambert  (A.  B.),  An  illustration  of 
the  genus  cinchona,  Laubert  on  quinquina,  1821. 

Laudanum.  Guibourt  ([N.  J.  B.  G.]),  Memoire,  observations  sur 
le  laudanum  liquide  de  Sydenham,  1862.  * 

Laugier  (Andre).  See  Annales  de  chimie,  1808-15. 

See  Journal  de  chimie  medicale,  de  pharmacie,  etc.,  1825-32. 
Lauiaceae.  Nees  von  Esenbeck  (0.  G.),  Systema  laurinarum, 
1836.  * 

Laurel  (Native  oil  of).  Hancock  (J.),  Remarks  on  the  siruba,  or 
native  oil,  1830. 

— Hancock  (J.),  Notice  of  the  native  oil,  etc.  [1831  ?]. 

Laurence  (John  Zachariah).  See  Ophthalmic  review,  1864-65. 
Laurent  (Auguste).  Chemical  method,  notation,  classification,  and 

nomenclature ; translated  [from  the  French]  by  W.  Odling. 
[London,]  1855.  24  + 382  p.  (Cavendish  Society.) 

— Same.  Another  copy.  3|.  * 

Laurentz  (LIugo).  Beitrag  zum  forensisch-chemischen  Nachweis 
des  Hydrochinon  und  Arbutin  im  Thierkorper.  Dorpat,  1886. 
64  p.  (Pam.  28.) 

Laurey  (L.  A.).  See  Pijl  (R.  van  der),  Practical  grammar  of  the 
Dutch  language,  4th  ed.,  1876. 

Lautie  (H.  B.).  Des  algues  pharmaceutiques ; synthase.  Mont- 
pellier, 1887.  80  p.  (Pam.  15.) 

Lavoisier  ([Antoine  Laurent]).  Traite  elementaire  de  chimie. 
Paris,  1789.  2 tomes,  13  pi. 

Eng.  Elements  of  chemistry ; translated  from  the  French  by 
R.  Kerr.  Edinburgh,  1790.  50  + 512  p.  +2  tab.  +13  pi. 

— Same.  Third  edition.  Edin.,  1796.  48  + 592  p.  + 2 tab.  + 13  pi. 

— See  also  Annales  de  chimie. 

Law  (George).  See  Boussingault  (J.  B.  J.  D.),  Rural  economy,  1845. 
Law.  See  Jurisprudence. 

Lawrence  (William).  See  Blumenbach  (J.  F.),  Manual  of  compara- 
tive anatomy,  translated,  with  notes,  2nd  ed.,  1827. 

Lawson  (Henry).  See  Popular  science  review,  1866-76. 

— See  Practitioner  (The),  1868-69. 

Lea  (A.  Sheridan).  The  chemical  basis  of  the  animal  body; 
appendix  to  Foster’s  Text-book  of  physiology,  fifth  edition! 
London,  1892.  8 + 290  p. 
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Leach  (S.  F.).  Grammatical  introduction  to  the  London  pharma- 
copocia,  and  a key  to  physicians’  prescriptions.  Third  edition. 
London,  1839.  10  + 260  p. 

Lead.  Goulard  ([T.]),  Treatise  on  the  effects  and  preparations  of; 
lead,  for  chirurgical  disorders,  3rd  ed.,  1772 ; new  ed.,  1777. 

— Mehu  (C.  [J.  M.]),  De  l’emploi  de  l’hypochlorite  de  soude  dans* 

le  traitement  externe  des  malades  atteints  d’affections  satur- 
nines,  [1870]. 

— Percy  (J.),  Metallurgy  of  lead,  1870. 

— Societe  de  medecine  de  Gand,  Rapport  sur  les  inconvenients- 

que  presentent  les  tuyaux  en  plomb  pour  l’aspiration  de  la 
biere,  Morel,  rapporteur,  [1877]. 

Lead  (Iodide  of).  Tommasi  (D.),  Sur  [l’acetate  de  sodium]  un  nou- 
veau dissolvant  de  l’iodure  plombique,  1872. 

Lead  (Subacetate  of).  Squire  ([A.  J.]  B.),  On  the  treatment  of: 
chronic  eczema  by  a glycerole,  2nd  ed.,  1878. 

Leared  (Arthur).  Causes  and  treatment  of  imperfect  digestion... 
Second  edition.  London,  1861.  12  + 218  p. 

— On  the  sounds  caused  by  the  circulation  of  the  blood.  London,. 

1861.  22  p.  (Pam.  35.) 

— On  the  successful  treatment  of  flatulence  by  a novel  use  of  char- 

coal. London,  1865.  2 + 10  p.  (Pam.  41.) 

Leather.  Collins  (J.),  Hides  and  leather,  2nd  ed.,  1877. 

Leaves.  Barck  (H.),  On  the  foliation  of  trees,  1762. 

— Jurgens  (B.),  Vergleichende  microscopisch-pharmacognostische 

Untersuchungen  einiger  officinellen  Blatter,  1889. 

— Lubbock  (J.),  Flowers,  fruits,  and  leaves,  1886. 

— Paschkis  (H.),  Zur  naheren  Kenntniss  einiger  minder  bekanntem 

Blatter,  1879; — Pharmakognostische  Beitr'age,  1880. 

— — Eng.,  Contributions  to  a closer  knowledge  of  some  little  knowrn 

leaves,  [1881], 

Lebaigue  (Eug.).  See  Repertoire  de  pharmacie,  1873-82. 

Le  Blanc  (Felix).  See  Societe  chimique  de  Paris,  Bulletin,  1861-62,’. 

1864-67  Repertoire  de  chimie  pure,  1862. 

Le  Canu  (L[ouis]  R[ene]).  Cours  complet  de  pharmacie.  Paris,-, 
1842.  2 tomes. 

— See  also  Journal  de  pharmacie  et  de  chimie,  1834-39. 

Leclerc  (Lucien).  See  Abd  Er-Rezzaq. 

L’Ecluse  [L’Escluse  or  L’Escluze]  (Charles  de).  See  Clusius  (C.). 
Lee  (Arthur  Bolles).  The  microtomist’s  vade-mecum ; a handbook 
of  the  methods  of  microscopic  anatomy.  London,  1885.  16  + 

424  p. 

— Same.  Second  edition.  London,  1890.  16  + 414  p. 

— Same.  Fourth  edition.  London,  1896.  8 + 536  p. 
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Lee  (James).  See  Linne  (0.  v.),  Introduction  to  botany,  177G. 
Leech.  Johnson  (J.  R.),  Treatise  on  the  medicinal  leech,  1816. 

— Johnson  (J.  R.),  Further  observations,  1825.  * 

Leechdoms,  wortcunning,  and  starcraft  of  early  England.  See 
Cockayne  (T.  0.),  1864-66. 

Leedes  or  Leeds  (Edward).  See  Lucian,  Nonnulli  h dialogis,  1704. 
Leeds.  See  Yorkshire  College. 

Leeds  School  of  Medicine.  Prospectus.  ( In  Yorkshire  College, 
Calendar,  1877-80,  1882,  1884-94.) 

Lees  (Frederic  Arnold).  Flora  of  West  Yorkshire,  with  a sketch  of 
the  climatology  and  lithology  in  connection  therewith.  London, 
1888.  2 + 14  + 848  p.  +col.  map.  (Yorkshire  Naturalists’ 

Union,  Transactions,  Botanical  series,  vol.  2.)  * 

Le  Fev’re  (N[icolas  or  Nicaise?])  or  N[icasius]  Le  Febure.  Traits 
de  la  chymie.  Seconde  edition.  Paris,  1669.  Tome  1,  6 pi. 

— Eng.  Complete  body  of  chymistry  ; rendred  into  English  by 

P.  D.  C.,  with  additions.  London,  1670.  2 vol.  in  1,  6 pi. 

LefFmann  (Henry).  See  Allen  (A.  H.),  1898-1900. 

Lefort  (Jules).  See  Journal  de  pharmacie  et  de  chimie,  1875-96. 
Lefranc  (Edmond).  Etude  botanique,  chimique  et  toxicologique 
sur  l’atractylis  gummifera.  Paris,  1866.  8 + 72  p.  (Pam.  9.) 

Le  Guillon  (Dr.).  On  dyspepsia,  induced  by  the  habitual  use  of 
soda-water  and  artificial  seltzer- water,  [with  notes  on  the  prin- 
cipal springs  of  Vais.  Valence,  1869],  20  p.,  t.-p.  iv.  (Pam.  33.) 
Lehmann  (Adolf).  Vergleichende  Untersuchungen  einiger  Catechu- 
und  Gambir-Proben  nebst  kritischer  Beleuchtung  der  Methoden 
zur  Bestimmung  ilires  Handelswerthes  ; Inaugural-Dissertation. 
Dorpat,  1880.  68  p.  +3  tab.  (Pam.  25.) 

Lehmann  (Carl  Gotthelf).  Lehrbuch  der  physiologischen  Chemie. 
Leipzig,  1850-52.  3 Bd. 

— Eng.  Physiological  chemistry  ; translated  by  G.  E.  Day.  London, 

1851-54.  3 vol.  (Cavendish  Society.) 

- — See  also  Funke  (O.),  Atlas  of  physiological  chemistry,  supplement 
to  Lehmann,  1853. 

— See  also  Gmelin  (L.),  Handbuch  der  Chemie,  4.  Aufl.,  1846-65. 
Lehmann  (Eduard).  Uber  das  Amygdalin  in  den  Fruchtkernen 

der  Kirschen,  Pflaumen,  Pfirsiche  und  Apfel ; und  fiber  den 
Blausaure  liefernden  Bestandtheil  der  Faulbaumrinde  und  der 
Kirschlorbeerblatter  ; [Dissertation],  Dorpat,  1874.  6 + 28  p. 

(Pam.  24.) 

Leicester  Literary  and  Philosophical  Society.  Flora  of  Leicester- 
shire, including  the  cryptogams  : on  the  basis  of  a ms.  prepared 
in  1852  by  the  Rev.  W.  H.  Coleman.  London,  1886.  26  + 

374  p.  +2  col.  maps.  * 
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Leicestershire.  See  preceding  entry. 

Leicestershire  Association  of  Chemists  and  Druggists.  Rules. 

[Leicester,  184-?]  [6]  p. 

— See  also  Goddard  (J.),  Chemist’s  counter  companion,  1846. 
Leigh-Browne  Trust.  See  Richardson  (B.  W.). 

Leipsic.  See  Allgemeiner  deutscher  Apotheker-Congress. 
Leithead  (William).  Electricity  ; its  nature,  operation,  and  import- 
ance in  the  phenomena  of  the  universe.  London,  1837.  16  + 

400  p. 

— The  cosmical  force  [or,  Electric  and  magnetic  influence],  Aln- 

wick, 1851.  4 + 224  p. 

Lekarnicky  kalend&r  na  rok  1882 ; redaktor,  Otomar  Pohl.  V 
Praze,  1881. 

Le  Maout  (Emm[anuel])  & J.  Decaisne.  Traite  general  de  botanique 
descriptive  et  analytique ; [avec]  5500  figures  par  L.  Steinheil 
et  A.  Riocreux.  Paris,  1868.  10  + 746  p. 

— Eng.  General  system  of  botany,  with  5500  figures;  translated: 

by  Mrs.  Hooker ; [edited]  with  additions  by  J.  D.  Hooker.  Second  i 
thousand.  London,  1876.  12  + 1068  p.  * 

Lemery  (L[ouis?]).  Treatise  of  all  sorts  of  foods,  also  of  drinkables  ; 
translated  [from  the  French]  by  D.  Hay.  Third  edition.  Lon- 
don, 1745.  12  + 388  p. 

Lemery  (Nicolas).  Cours  de  chymie,  contenant  la  maniere  de  faire 
les  operations  qui  sont  en  usage  dans  la  medecine.  Nouvelle 
edition,  augmentee  par  M.  Baron.  Paris,  1756.  6 + 24  + 946  p. 
+ 9 pi. 

— Eng.  Course  of  chymistry ; translated  [from  the  French]  by 

W.  Harris.  London,  1677.  30  + 340  p. 

— Same.  Second  ed.,  from  fifth  French.  Lond.,  1686.  28  + 564  p. 

— Appendix  to  a Course  of  chymistry ; translated  [from  the 

French]  by  W.  Harris.  London,  1680.  16+152  p. 

— [Dictionaire,  ou]  Traite  universel  des  drogues  simples.  Seconde  • 

edition.  Paris,  1714.  20  + 984  p.  +25  pi. 

— Same.  Quatrieme  ed.  Rotterdam,  1727.  20  + 648  p.  + 25  pi.  85.  * 

— Same.  Another  copy,  pi.  wanting. 

— Pharmacopee  universelle,  contenant  les  compositions  de  pharmacie, 

un  lexicon,  etc.  Seconde  edition.  Paris,  1716.  20+1138  p. 

— Same.  Quatrieme  edition.  La  Haye,  1729.  16  + 806  p.,  want- 

ing 2 p.  of  index. 

— Same.  Quatrieme  edition.  Amsterdam,  1748.  16  + 782  p. 

— See  also  Pomet  (P.),  Compleat  history  of  druggs,  1737,  1748. 
Lempriere  (F.  D.).  See  Lempriere  (J.),  Classical  dictionary. 
Lempriere  (J.).  Classical  dictionary.  New  edition,  by  F.  D. 

Lempriere.  London,  1839.  24  + 934  p.  * 
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Lenardson  (R.).  Cbemisclie  Untersuchungen  der  rothen  Manaca  ; 

Dissertation.  Dorpat,  1884.  40  p.  (Pam  27.) 

Lens  (Adrien  Jacques  de).  See  M£rat  (F.  V.)  & A.  J.  de  L., 
Dictionnaire  de  mature  medicale  et  de  therapeutique,  1829-46. 
Lenstrom  (C[arl  Julius]).  New  practical  and  easy  method  of 
learning  the  Swedish  language,  after  the  new  system  of  M. 
Meissner.  Third  edition.  London,  1878.  8 + 144  p. 

Lenz  (Wilhelm).  See  Zeitschrift  fiir  anal.  Chemie,  Register. 
Leonard  (C.  Henri)  <L ■ T.  Christy.  Dictionary  of  materia  medica 
and  therapeutics.  London,  1892.  388  p. 

Leonardus  (Camillus).  Speculum  lapidum  ; cui  accessit  Sym- 
pathia  septem  metallorum  ac  septem  selectorum  lapidum  ad 
planetas  D.  P.  Arlensis  de  Scudalupis.  Parisiis,  1610.  42  + 

536  p.  * 

Leon-Simon  (Vincent).  See  Societe  francaise  d’homceopatiiie, 
Pharmacopee,  1898. 

Lepage  (P[ierre]  H[ippolyte]).  Experiences  pour  servir  a l’histoire 
chimico-pha[r]maceutique  des  feuilles  de  laurier-cerise,  de  leur 
eau  distillee,  et  de  celle  d’amandes  am&res.  [Paris,  1848.] 
20  p.,  n.  t.-p.  (Pam.  18.) 

— Quelques  faits  pour  servir  a l’histoire  chimique  et  technologique 

du  marron  d’lnde.  [Rouen,  1855  ?]  2 + 18  p.  (Pam.  39.) 

— Des  proprietes  physiques,  organoleptiques  et  chimiques,  qui 

peuvent  servir  a distinguer  les  sirops  medicamenteux  le  plus 
generalement  employes.  Bruxelles,  1859.  2 + 30  p.  (Pam.  39.) 

Lepage  (P.  H.)  & C.  Patrouillard.  Guide  pratique  pour  servir  a 
1’examen  des  caracteres  physiques,  organoleptiques  et  chimiques, 
que  doivent  presenter  les  preparations  pharmaceutiques  in- 
scrites  au  C odex,  ainsi  qu  a l’essai  des  medicaments  chimiques. 
Paris,  1876.  [6] + 6 + 268  p. 

Lepage  (Richard  0.).  Papers  on  the  plant  gynocardia  odorata, 
from  which  chaulmoogra  oil  is  obtained.  Second  edition.  Lon- 
don, 1878.  2 + 32  p.  (Pam.  47.) 

Lepidoptera.  (See  also  Entomology.) 

— Stainton  (H.  T.),  Insecta  Britannica,  1854. 

— Wood  (W.),  Index  entomologicus,  new  ed.,  1852.  * 

Leppig  (Oscar).  Chemische  LTntersuchung  des  Tanacetum  vulgare  ; 

Inaugural-Dissertation.  St.  Petersburg,  1882.  56  p.  (Pam.  26.) 
Leprosy.  Great  Britain  and  Ireland,  Colonial  Office,  Report  on 
leprosy,  by  the  Royal  College  of  Physicians  [of  London],  1867. 

— [Lisboa  (J.  O.),  Papers  on  leprosy,  read  1852  and  1874.] 

Leroux.  See  France,  Codex  medicamentarius,  1819. 

Lersch  (B.  M.).  See  Hamberg  (N.  P.)  & B.  M.  L.,  Die  Burtscheider 
Thermen  bei  Aachen,  1861  ? 
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Lescher  (Frank  Harwood).  Introduction  to  the  elements  of  phar- 
macy, or  the  major  and  minor  examinations  [of  the  Pharma- 
ceutical Society].  London,  1869.  7 + 201  p. 

— Same.  Fourth  edition.  London,  1873.  7 + 201  p. 

[The  modified  examination  of  the  Pharmaceutical  Society.  Lon- 
don, 1869.]  7 + 73  p.,  t.-p.  w. 

Recent  materia  medic-a  : notes  on  their  origin  and  therapeutics, 

London,  1884.  66  p. 

Same.  Fourth  edition.  London,  1891.  116  p. 

— Same.  Fifth  edition.  London,  1897.  220  p. 

[Le  She-chin.  Pun  tsaou  kang  muh  : a work  on  materia  medica,. 
in  Chinese,  originally  published  about  1596.  Modern  edition. 
40  keuen.  * 

Note.  — A synopsis  of  tLe  contents  of  the  above  work  may  be  seen  in 
Hanbury’s  Notes  on  Chinese  materia  medica,  1862. 

Leslie  (P.  Dugud).  Philosophical  inquiry  into  the  cause  of  animaj. 
heat  : with  observations  on  several  phisiological  and  chymicaii 
questions.  London,  1778.  8 + 362  p. 

Letheby  (H[enry]).  On  food,  its  varieties,  chemical  composition 
nutritive  value,  etc.  Second  edition.  Lond.,  18(2.  16  + 256  p 

Letter  to  a physician  in  the  country,  on  animal-magnetism,  with: 
his  answer.  London,  1786.  4 + 40  p.  (Pam.  63.) 

Lettsom  (John  Coakley).  Natural  history  of  the  tea-tree,  wit! 
observations  on  the  medical  qualities  of  tea,  and  effects  of  teav 
drinking.  London,  1772.  8 + 64  p.  + 1 col.  pi. 

History  of  the  origin  of  medicine,  [with]  historical  illustrations- 

London,  1778.  8 + 168  p.  +1  pi. 

— Memoirs  of  the  life  and  writings  of  J.  C.  L.,  with  a selection] 

from  his  correspondence;  by  T.  J.  Pettigrew.  London,  181 77 
Yol.  3. 

Selections  from  the  medical  papers  and  correspondence  of  J.  C.  L. . 

by  T.  J.  Pettigrew.  London,  1817.  36  + 466  p. 

Note. — This  is  also  vol.  3 of  the  Memoirs,  with  a different  t.-p. 

See  also  General  Dispensary,  Medical  memoirs,  by  J.  C.  L.,  17744 

Leucomai'nes.  See  Alkaloids  (Animal). 

Levesie  (Osk.).  Beitrage  zur  Chemie  des  Ivaffees ; [Untersuch 
ungen  des  gebrannten  Kaffees  anf  Cichorien,  von  A.  Franz; 
Uber  forensisch  chemische  Nachweisung  von  Blut  in  wassrigerr 
Fliissigkeiten,  von  Y.  Schwartz.  Halle,  18(6],  30  p.,  n.  t.-j. 

(Pam.  45.) 

Levulin.  Reidemeister  (A.  W.  v.),  Ein  Beitrag  zur  Kenntniss  de* 
Levulins,  Triticins  und  Sinistrins,  1880. 

Levy  (W.  Hanks).  Blindness  and  the  blind ; a treatise  on  thin 
science  of  typhlology.  London,  1872.  16  + 518  p. 
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Lewis  (Samuel).  Topographical  dictionary  of  England,  and  the 
islands  of  Guernsey,  Jersey,  and  Man.  Second  edition.  Lon- 
don, 1833.  4 vol.  + atlas  of  45  maps.  * 

Lewis  (Timothy  Richards).  On  a hcematozoon  inhabiting  human 
blood  : its  relation  to  chyluria  and  other  diseases.  Calcutta, 
1872.  2 + 50  p. 

— Pathological  significance  of  nematode  hsematozoa.  Calcutta, 

1874.  2 + 54  p.  +3  pi. 

Lewis  (Timothy  Richards)  <b  D.  D.  Cunningham.  Report  of  micro- 
scopical and  physiological  researches  into  the  nature  of  the 
agent  or  agents  producing  cholera.  Calcutta,  1872.  4+112  p. 

+ 1 col.  pi. 

— Same.  Second  series.  Calcutta,  1874.  2 + 4 + 60  p. 

Lewis  (William).  New  dispensatory : containing  the  theory  and 
practice  of  pharmacy ; medicinal  simples ; translation  of  the 
London  and  Edinburgh  pharmacopoeias ; extemjDoraneous  pre- 
scriptions ; remedies  for  the  poor  [or  pharmacopoeia  pauperum, 
etc.]  ; intended  as  a correction  and  improvement  of  Quincy. 
[Anon.']  London,  1753.  12  + 32  + 664  p. 

— Same.  Second  edition.  [Anon.]  London,  1765.  12  + 692  p. 

— Same.  Third  edition.  [Anon.]  London,  1770.  12  p.  +p.  1-622  ; 

remainder  wanting. 

— Same.  Fifth  edition.  London,  [1785?].  16  + 688  p. 

Note. — See  also  Edinburgh  new  dispensatory,  1788,  etc. 

— Experimental  history  of  the  materia  medica.  London,  1761. 

2 + 22  + 624  p. 

— Same.  Another  copy.  )B.  * 

- — Same.  Second  edition.  London,  1768.  24  + 656  p. 

— Same.  Fourth  edition,  by  J.  Aikin.  London,  1791.  2 vol.  in  1. 

— Complete  dictionary  of  materia  medica,  containing  an  experi- 

mental history,  etc.  Fourth  edition,  with  additions,  by  J. 
Aikin.  London,  1810.  2 vol.,  5 pi. 

Note. — Apparently  a reprint  of  the  fourth  edition  of  the  Experi- 
mental history  with  new  title-page,  and  plates  added. 

— Commercium  philosophico-technicum ; or,  Philosophical  com- 

merce of  arts  : an  attempt  to  improve  arts,  trades,  and  manu- 
factures. London,  1765.  Yol.  1,  6 pi. 

— See  also  Neumann  (C.),  Chemical  works,  1759  ; 2nd  ed.,  1773. 

— See  also  Royal  College  of  Physicians  of  Edinburgh,  Pharrna- 

cojiceia,  translated  by  W.  L.,  1748. 

— See  also  Wilson  (G.)1,  Course  of  practical  chemistry,  1746. 
Lewkowitsch  (J.).  See  Benedikt  (R.),  1895. 

Ley  [Rev.  Augustin).  See  Purciias  (W.  H.)  & A.  L.,  Flora  of 
Herefordshire,  1889. 
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Leyden.  See  Museum  botanicum  Lugduno-Batavum. 

Lezius  (Oscar).  Untersuchnng  einer  angeblich  von  Aconitum 
sinense  abstaramenden  aus  Japan  importirten  Sturmhutknolle. 
Dorpat,  1890.  84  p.  (Pam.  49.) 

Lias.”  Beesley  (T.),  Lias  of  Fenny  Compton,  Warwickshire,  1877. 
Liborius  (Paul).  Beitrage  zur  quantitativen  Eiweissbestimmung ; 
Dissertation.  Dorpat,  1871.  80  p.  (Pam.  23.) 

— Untersuchungen  iiber  die  Wurzelfasern  von  Rhinacanthus  com- 

munis. Dorpat,  1880.  12  p.  (Pam.  70.) 

Libraries,  Library  Associations,  etc.  American  Library  Associa- 
tion. See  Library  journal,  1876-1900. 

— Banks  (J.),  Catalogus  bibliothecae  historico-naturalis  J.  B., 

auctore  J.  Dryander,  1796-1800.  * 

— Chemical  Society  of  London,  Catalogue,  1861, 1869,  1874,  1886. 

— Conference  of  Librarians,  London , 1877,  Transactions,  1878. 

— [Dewey  (M.),]  Classification  and  subject  index  for  cataloguing 

and  arranging  the  books  and  pamphlets  of  a library,  1876. 

— Faculty  of  Physicians  and  Surgeons  of  Glasgow,  Catalogue 

of  the  library,  1885. 

- — - Great  Britain  and  Ireland,  Board  of  Trade,  Catalogue  of 
the  library,  1866. 

- — International  Library  Conference  (Second),  London , 1897, 
Transactions  and  proceedings,  1898. 

— Library  Association,  London  (see). 

— Library  journal,  [formerly  American  library  journal,]  1876-1900. 

— Linnean  Society  of  London,  Additions  to  library,  1855-69.  * 
Catalogue  of  the  library,  new  ed.,  1896.  * 

— Literary  and  Philosophical  Society  of  Manchester,  Catalogue  ■ 

of  books  in  the  library,  1875. 

— Liverpool  Chemists’  Association,  Transactions,  with  catalogue, 

1855,  1857-74. 

— London,  Corporation,  Catalogue  of  the  Guildhall  library,  1889. 

— Melbourne  Public  Library,  Catalogue  for  1861. 

— Newcastle-upon-Tyne  Public  Libraries,  Catalogue,  1880-87. 

— Pharmaceutical  Society  of  Great  Britain  (see). 

— Radcliffe  Library,  Oxford , Catalogue  of  books,  1877. 

— Raffles  Library  & Museum,  Singapoi'e,  Occasional  papers,  1874. 

— Ronalds  (F.),  Catalogue  of  books  and  papers  relating  to  elec- 

tricity, etc.,  including  the  Ronalds  library,  1880. 

Royal  Coll,  of  Surgeons  of  England,  Catalogue  of  lib.,  1831-40. 

— . — Classed  catalogue  of  the  books  in  the  library,  1843. 

— Royal  Institution  of  Great  Britain,  New  classified  catalogue 

of  the  library,  1857-82. 

— Royal  Medical  and  Chirurgical  Soc.  of  London,  Catalogue,  1879. 


LIB— LID 


321 


Libraries,  Library  Associations,  etc. — continued. 

— Silver  (S.  W.),  Catalogue  of  the  York  Gate  library,  2nd  ed.,  1886.  * 

— United  States  of  America,  Bureau  of  Education,  Public 

libraries  report,  1876,  pt.  2 [by  C.  A.  Cutter], 

— United  States  of  America,  Surgeon-General’s  Office,  Index- 

catalogue  of  the  library,  1880-99.  * 

— Universite  de  Bruxelles,  Bibliotheque,  catalogue,  1869-75. 

— University  Coll.,  Lond.,  Catalogue  of  general  library,  etc.,  1879. 
Catalogue  of  medical  and  biological  libraries,  1887.  * 

— Victorian  Chemists’  Assistants’  Association,  Sixth  annual  re- 

port, with  catalogue  of  library,  etc.,  1879. 

Library  Association,  London.  Transactions  and  proceedings, 
187 8[ — 84].  London,  1879-90.  6 vol.,  tab. 

— Proceedings,  1885.  London,  1890. 

— Monthly  notes.  London,  1880-83.  4 vol.  in  2. 

— Constitution  and  list  of  members,  London,  1881.  4 + 36  p. 

— Library  chronicle.  London,  1884-88.  Vol.  1-5. 

— The  Library,  edited  by  J.  Y.  W.  MacAlister.  London,  1889-99. 

Vol.  1-10. 

— Year-book.  London,  1891-93,  1895,  1899-1900.  6 vol. 

— The  L.  A.  record.  London,  1899-1900.  Vol.  1-2. 

— See  also  Conference  of  Librarians,  London , 1877. 

— See  also  International  Library  Conference,  London , 1897. 

• — See  also  Library  journal,  1877-82. 

Library  journal  ; [official  organ  of  the  Library  Associations  of 
America  and  of  the  United  Kingdom].  New  York,  187[6]- 
1900.  Vol.  1-25,  pi.  ; general  index  to  vol.  1-22. 

Note.— The  first  twelve  numbers  are  entitled  American  library- 
journal  ; the  United  Kingdom  Association  is  mentioned  on  the 
title-pages  of  vol.  2-6  only.  Vol.  19  is  imperfect. 

Library  of  reference.  See  Maunder  (S.),  Treasury  of  knowledge. 
14th  ed.,  1843. 

Library  of  useful  knowledge  ; natural  philosophy.  See  Society  for 
the  Diffusion  of  Useful  Knowledge,  1829-38. 

Lichenin.  Berg  (T.),  Zur  Kenntniss  des  in  der  Cetraria  islandica 
vorkommenden  Lichenins,  1872. 

Lichens.  Holmes  (E.  M.),  Scale  mosses  and  liverworts  of  Devon 
and  Cornwall,  [with  lichens,  1868-69?]. 

— Holmes  (E.  M.),  Cryptogamic  flora  of  Kent,  lichens,  [1878], 
Lichinger  (Friedrich).  Die  officinellen  Croton-  und  Diosmeenrinden 

der  Sammlung  des  Dorpater  pharmaceutischen  Institutes. 
Dorpat,  1889.  54  p.  (Pam.  49.) 

Liddell  (Henry  George)  <k  Pt.  Scott.  Greek-English  lexicon.  Sixth 
edition.  Oxford,  1869.  16+1866  p.  * 
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Lieber  (Oscar  M.).  See  Wohler  (F.),  Analytical  chemist’s  assistant, 
1853. 

Liebig  (Justus  [von]).  Organic  chemistry  in  its  applications  to 
agriculture  and  physiology ; edited  from  the  ms.  of  the  author, 
by  L.  Playfair.  London,  1840.  16  + 388  + 4 p. 

— Same.  By  L.  Playfair  and  W.  Gregory  ; fourth  edition.  London,. 

1847.  12  + 418  p. 

Note. — The  word  “ organic  ” is  omitted  from  the  title  in  this  edition. 

— Animal  chemistry,  or  Organic  chemistry  in  its  applications  too 

physiology  and  pathology;  edited  from  the  author’s  ms.  by\ 
W.  Gregory.  London,  1842.  24  + 354  p. 

— Same.  Third  edition.  London,  1846.  Part  1. 

— Familiar  letters  on  chemistry  : second  series  ; philosophical  prin- 

ciples and  general  laws  of  the  science  ; edited  by  J.  Gardner. 
London,  1844.  12  + 218  + 6 p. 

— Familiar  letters  on  chemistry,  in  its  relations  to  physiology,  die-1 

tetics,  agriculture,  commerce,  and  political  economy.  Thirdl 
[complete]  edition.  London,  1851.  20  + 536  p. 

- — Same.  Fourth  edition,  by  J.  Blyth.  London,  1859.  16  + 536  p.> 

— Chemistry  and  physics  in  relation  to  physiology  and  pathology. 

London,  1846.  4 + 116  p. 

— Researches  on  the  chemistry  of  food  ; edited  from  the  ms.  of  the 

author,  by  W.  Gregory.  London,  1847.  20  + 156  p. 

— Researches  on  the  motion  of  the  juices  in  the  animal  body  ; edited! 

from  the  ms.  of  the  author,  by  W.  Gregory.  London,  1848- 
14+112  p. 

— Handbook  of  organic  analysis;  [translated  from  the  German  . 

and]  edited  by  A.  W.  Hofmann.  London,  1853.  8+136  p. 

— Letters  on  modern  agriculture ; [translated  and]  edited  by  J! 

Blyth.  London,  1859.  28  + 284  + 8 p.  2 copies. 

— Life-work  of  Liebig  in  experimental  and  philosophic  chemistry  ; 

with  allusions  to  his  influence  on  the  development  of  the  col 
lateral  sciences  and  of  the  useful  arts  ; [Faraday  lecture  four 
1875,]  by  A.  W.  Hofmann.  London,  1876.  152  p.  +por. 

— J.  v.  L.,  his  life  and  work,  1803-73,  by  W.  A.  Shenstone.. 

London,  1895.  220  p.  +por. 

— See  also  Annalen  der  Chemie. 

— See  also  Gmelin  (L.),  Handbuch  der  Chemie,  4.  Aufl.,  1846-65. 

— See  also  Jaiiresbericht  liber  die  Fortschritte  der  reinen,  pharma  - 

ceutischen  und  technischen  Chemie,  1847-56. 

— See  also  Mulder  (G.  J.),  Liebig’s  question  to  M.  tested  byv 

morality  and  science,  1846. 

— See  also  Turner  (E.),  Elements  of  chemistry,  6th  ed.,  1837  ; 7tlh 

ed.,  1842  ; 8th  ed.,  1847. 
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Life,  ( See  also  Biography  ; — Biology.) 

— Beale  (L.  S.),  On  life  and  vital  action  in  health  and  disease,  1875. 

The  machinery  of  life,  [1875  ?]. 

— Cheyne  (G.),  Essay  of  health  and  long  life,  1724. 

Hufeland  (C.  [W.  v.]),  L’art  de  prolonger  la  vie  de  l’homme,  1824. 
~ Searle  (°-)>  The  why  and  the  wherefore  ; or,  Philosophy  of  life, 
health,  and  disease,  1846. 

Lifeboats.  Washington  (Capt.),  On  naval  architecture,  etc.,  1852. 
Light,  or  Optics.  Angstrom  (A.  J.),  Memoire  sur  la  polarisation 
rectihgne  et  la  double  refraction  des  cristaux  a trois  axes 
obhques,  1849. 

— Brewster  (D.),  Treatise  on  optics,  1831. 

— Glazebrook  (R.  T.),  Physical  optics,  1883. 

■ Heat  and  light,  2nd  ed.,  1895. 

Higgins  (B.),  Experiments  and  observations  relating  to  the 
matter  of  light,  1786. 

— Higgins  (W.  M.),  Introductory  treatise  on  light,  and  on  optical 

instruments,  1829. 


— Lommel  (E.),  The  nature  of  light,  with  a general  account  of 

physical  optics,  4th  ed.,  1885. 

— Ohm  (G.  S.),  Erklarung  aller  in  einaxigen  Krystallplatten 

zwischen  geradlinig  polarisirtem  Lichte  wahrnehmbaren 
Interferenz-Erscheinungen,  1852-53. 

— [Pereira  (J.),]  Lectures  on  polarized  light,  1843. 

— Society  for  the  Diffusion  of  Useful  Knowledge,  Library  of 

useful  knowledge,  natural  philosophy,  1829-38,  vol.  1-2  (see) 

— Spottiswoode  (W.),  Polarisation  of  light,  4th  ed.,  1883. 

Stewart  (R.  W.),  Elementary  text-hook  of  heat  and  light,  [1890], 
Stokes  (G.  G.),  Burnett  lectures,  On  light,  1887. 

— Tait  (P.  G.),  Light,  1884. 

— Tyndall  (J.),  Six  lectures  on  light,  1873. 

— - Vogel  (H.),  Chemistry  of  light  and  photography,  5th  edition,  1888 
Lighthouses.  Holmes  ([F.  H.]),  Holmes’s  magneto -electric  light, 

Lighting.  Patterson  (R.  H.),  Gas  and  lighting,  2nd  ed.,  1877. 
Liguria.  Fluckiger  (F.  A.),  Osterferien  in  Ligurien,  1876  \~Enq 
Easter  holiday  in  Liguria,  1877.  ’ ’ 


Lime.  See  Calcium. 

Limojon  de  Saint-Didier  (Alexandre  Toussaint).  See  Hermetical 
triumph,  translated,  1723. 

p.k  Pharma0i6  6t4  la 

Lind  (James)  See  Royal  Naval  Hospital,  Haslar,  Pharmacopcea 
Lindenberg  (J.).  See  Waeber  (N.),  H.  v.  Rosen  <k  J.  L. 
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Lindley  (John).  Natural  system  of  botany  ; or,  Systematic  view  of 
the  vegetable  kingdom  ; with  the  uses  of  the  most  important 
species.  Second  edition.  London,  1836.  26  + 526  p. 

— Flora  medica.  London,  1838.  16  + 656  p. 

— Same.  Another  copy.  35.  * 

— Introduction  to  botany.  Third  ed.  London,  1839.  12+594  p.>. 

— Synopsis  of  the  British  flora,  containing  vasculares,  or  flowering. 

plants.  Third  edition.  London,  1841.  8 + 382  p. 

— Elements  of  botany,  structural,  physiological,  systematical  <fev 

medical ; being  a fourth  edition  of  Outlines  of  first  principles,. 
London,  1841.  4 + 292  p. 

— Same.  New  edition.  London,  1849.  12  + 144+100  p. 

School  botany  ; or,  Rudiments  of  botanical  science.  New  edition.). 

London,  1846.  8 + 164  p. 

— Same.  [With]  vegetable  physiology  ; new  edition.  London,  1858- 

8+184  p. 

— Same.  [With]  descriptive  botany  and  vegetable  physiology 

new  edition.  London,  1862.  8+212  p. 

— Same.  Sixteenth  edition.  London,  [n.  &].  8 + 212  p. 

Vegetable  kingdom  ; or,  Structure,  classification,  and  uses  o i 

plants;  illustrated  upon  the  natural  system.  London,  1846 
68  + 908  p. 

Same.  Third  edition.  London,  1853.  68  + [1002]  p. 

— Medical  and  oeconomical  botany  ; [part  o of  Elements  of  botany _ 

London,  1849.  2 + 4 + 274  p. 

— Same.  Second  edition.  London,  1856.  2 + 4+274  p.  35.  * 

— Substances  used  as  food.  (In  Society  for  the  Encouragement 

of  Arts,  Lectures  on  results  of  Great  Exhibition,  1st  series, 
1852,  p.  209-42.) 

— Descriptive  botany;  or,  Art  of  describing  plants  correctly  iii 

scientific  language.  London,  1858.  32  p. 

Same.  (In  his  School  botany,  new  ed.,  1862,  p.  158-86,  etc.) 

— See  also  Loudon  (J.  C.),  Encyclopedia  of  plants,  specific  character: 

byJ.  L.,  1836. 

Lindley  (John)  & T.  Moore.  Treasury  of  botany;  a popular  die. 
tionary  of  the  vegetable  kingdom  ; with  which  is  incorporate 
a glossary  of  terms.  London,  1866.  2 vol.,  20  pi. 

Same.  New  edition.  London,  1874.  2 vol.,  20  pi.  * 

Lindsey  (George).  Pens  and  papier  mache ; Ammunition  pe  i 
mission  caps  and  cartridges ; Anchors  and  chain  cables.  (11 
Bevan,  G.  P.,  British  manufacturing  industries,  2nd  ed.,  187' 
Birmingham  trades,  p.  151-208.) 

Linen.  Charley  (W.  T.),  Flax  and  Linen,  2nd  ed.,  1877. 

Lingual  membi’ane  of  mollusca,  etc.  See  Hogg  (J.),  1868. 
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Link  (Heinr.  Friedr.).  leones  anatomico-botanicse  ad  illustranda 
elementa  philosophise  botanicse.  Berlin,  1837-38.  Heft  1-3. 
24  pi.  * 

— Report  on  the  progress  of  physiological  botany,  during  1841  ; 

translated  by  E.  Lankester.  (In  Ray  Society,  Reports  on 
zoology  and  botany,  1845,  p.  393-496.) 

— Report  on  the  progress  of  physiological  botany,  1842-43  ; trans- 

lated by  J.  Hudson.  (In  Ray  Society,  Reports  on  botany, 
1846,  p.  293-440.)  * 

— See  also  Linne  (C.  v.),  Species  plantarum,  1824-25,  tom.  6,  pts.  1-2. 
• — See  also  Theophrastos,  Opera,  1818-21. 

Linne  (Carl  von),  formerly  Linnaeus.  Materia  mediea,  liber  1,  de 
plantis.  Holmise,  1749.  32  + 252  p.  +2  pi. 

— Same.  Another  copy.  J§.  * 

— Eng.  Medical,  botanical  system,  translated.  (In  Whitlaw,  C., 

New  medical  discoveries,  with  defence  of  Linnean  doctrine, 
etc.,  1829,  vol.  2.) 

— Oration  concerning  travelling  in  one’s  own  countrey.  (In  Stil- 

lingfleet,  B.,  Miscellaneous  tracts,  2nd  ed.,  1762,  p.  1-35.) 

— Elements  of  botany ; a translation  of  Philosophica  botanica  and 

other  treatises  ; to  which  is  added,  an  appendix,  wherein  are 
described  some  plants  found  in  Norfolk  and  Suffolk,  by  H. 
Rose.  London,  1775.  12  + 472  p.  + 14  pi. 

— Inti  oduction  to  botany ; extracted  from  the  works  of  Linnseus. 

Third  edition,  by  J.  Lee.  London,  1776.  24  + 432  p.  +12  pi. 

— Systema  vegetabilium.  Editio  decima  quinta,  a J.  A.  Murray; 

procurata  a C.  H.  Persoon.  Gottingae,  1797.  16+1046  p.  If.  * 

— Species  plantarum.  Editio  quarta,  post  Reichardianam  quinta, 

curante  C.  L.  Willdenow.  Berolini,  1797-1830.  6 tomi  in  11. 

Note. — After  tom.  5,  pt.  1,  the  work  was  continued  by  F.  Schwse- 
grichen,  who  edited  tom.  5,  pt.  2,  sect.  1,  which  has  a secondary 
title,  “ Species  muscorum  frondosum.”  H.  F.  Link  edited  tom.  6, 
pts.  1-2. 

— Index  alphabeticus  filicum  in  Specierum  plantarum  editione 

quinta  cura  Willdenovii.  Berolini,  1821.  60  p. 

— Selection  of  the  correspondence  of  Linnseus,  and  other  naturalists, 

from  original  mss. ; by  J.  E.  Smith.  London,  1821.  2 vol. 

Note. — Memoirs  of  P.  Collinson,  J.  Ellis,  A.  Garden,  D.  C.  Solander. 

J.  J.  Dillenius,  and  J.  C.  Mutis  are  contained  in  this  work. 

— See  also  Cullen  (W.),  Nosology,  1800. 

Linnean  Society  of  London.  Transactions.  London,  1791-1875. 
30  vol.,  pi.,  tab.  * 

— Same.  General  index  to  vol.  1-25.  London,  1867.  * 

— Same.  General  index  to  vol.  26-30.  London,  1876.  * 
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Linnean  Society  of  London  —continued. 

— Transactions — continued.  Second  series  ; Botany.  London, 

1875-87.  Yol.  1-2,  pi.,  tab.  * 

— Proceedings,  1838-1900.  London,  1849-1900.  * 

Note. — The  Proceedings  were  issued  separately  from  1838  to  1855,  in 
2 vol. ; afterwards  as  part  of  the  Journal  of  the  proceedings,  to 
1864 ; then  again  separately  in  sessions. 

— Journal  of  the  proceedings.  London,  185[5]— 1 900.  Botany,  vol. 

1-34,  suppl.,  pi.  ; Zoology,  vol.  1-18,  pi.  * 

Note.— The  words  “ of  the  proceedings  ” were  omitted  after  vol.  7. 

See  also  Proceedings,  Note. 

— General  index  to  the  first  twenty  volumes  of  the  Journal, . 

Botany,  and  the  botanical  portion  of  the  Proceedings,  Nov. 
1838  to  June  1886.  London,  1888.  8 + 428  p.  * 

— Additions  to  the  library.  [London,  1855-69.]  * 

Note. — The  Additions  from  1855  to  1866  were  issued  as  part  of  the 
Proceedings,  and  paged  with  them  ; from  1866  to  1869,  as  part  of 
the  Proceedings,  but  separately  paged. 

— Catalogue  of  the  library.  New  edition.  London,  1896.  4 + 

728  p.  * 

— Address  of  T.  Bell,  president ; with  obituary  notices  of  deceased! 

members,  by  J.  J.  Bennett,  secretary  ; read  at  the  anniversary 
meeting.  London,  1855-57.  3 pam.  (Pam.  31.) 

— List  [of  fellows  and  associates.  London,]  1871,  1874-79,, 

1881-83.  * 

Liquids.  (See  also  Endosmosis.) 

— Graham  (T.),  Supplementary  observations  on  the  diffusion  of: 

liquids,  1850. 

— Malosse  (T.),  Proprietes  optiques  des  liquides,  1882. 

Liquor  opii  compositus.  Squibb  (E.  R.),  Report  on  the  U.  S.  phar- 
macopoeia, Note  on  rhubarb,  ...  Liquor  opii  compositus,  1870. 
[Lisboa  (J.  C.).  Papers  on  leprosy,  read  1852  and  1874.  Bombay, 
1874.]  2 + 42  + 2 + 22  p.,  t.-p.  w.  (Pam.  33.) 

Lissignol  (E.).  See  Victoria,  Registrar  General,  Exposition 
intercol.,  progi+s  de  V.,  1835-66,  par  W.  H.  Archer,  trad.,  1866.' 
List  (Karl).  See  Gmelin  (L.),  Handbuch  der  Chemie,  1846-65. 
Lister  ( Miss  G.).  See  Hanbury  (F.  J.). 

Literary  and  Philosophical  Society  of  Manchester.  Memoirs. 
London,  1793-1887.  Yol.  4-5,  7-30  (or  v.  4-5 ; ser.  2,  v.  2-15 
ser.  3,  v.  1-10) ; pi.,  por.,  tab. 

— Memoirs  and  proceedings.  Manchester,  1888-1900.  Vol.  31-44. 

— Proceedings.  Manchester,  1857-87.  Yol.  1-26,  pi.,  tab. 

— Rules.  Manchester,  1861.  14  p. 

— Catalogue  of  books  in  the  library.  Manchester,  1875.  4+  174  p. 
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Literature.  ( See  also  Bibliography  ; — Copyright  ; — Libraries.) 

— Athenaeum,  journal  of  literature,  1871-1900. 

— Brande  (W.  T.)  <i-  G.  W.  Cox,  Dictionary  of  science,  literature, 

and  art,  new  ed.,  18G[6-]7.  * 

— Dobell  (H.),  On  the  medical  literature  most  needed,  1857. 

— Encyclopedia  Americana,  1883-89.  * 

— Encyclopedia  Britannica,  9th  ed.,  1875-89.  * 

— Literary  and  Philosophical  Society  of  Manchester  (see). 

— Popular  encyclopedia  or  Conversations  lex.,  new  ed.,  [1862  ?].  * 

— Recreations  in  ...  miscellaneous  lit.,  by  J.  Anderson,  1799-1802. 

— Royal  Institution  of  Gt.  Brit.,  [Quarterly]  journal,  1816-30 ; etc. 

— Sandford  (D.  K.),  On  the  rise  and  progress  of  literature,  1862.  * 

— Student  and  intellectual  observer  of  ...  literature,  1868-71. 
Lithium  (Benzoate  of).  Madsen  (H.  P.),  Sur  la  solubilite  des  calculs 

urinaires  dans  les  solutions  de  benzoate  de  lithium  et  de  boro- 
citrate  de  magnesium,  1879. 

Littell’s  living  age.  Boston,  [U.  S.,]  1848.  No.  201.  (Pam.  7.). 

Contains  History  of  the  ether  discovery,  by  R.  H.  Dana,  jun. 
Littleton  (Adam).  Linguae  Latinae  liber  dictionarius  quadripartitus  : 
Latin  dictionary  in  four  parts.  Fifth  edition.  London,  1723. 
[1446]  p.  +1  pi.  +2  maps.  * 

Liver.  Fraser  (T.  R.),  Sketch  of  the  present  state  of  our  know- 
ledge respecting  the  action  of  mercury  on  the  liver,  1871. 

— Paquelin  (C.)  <£•  L.  Jolly,  Contribution  a l’etude  des  phenomhnes 

nutritifs,  analyse  comparative  ...  du  foie,  1875. 

Liverpool.  See  Liverpool  Chemists’  Association. 

— See  Registered  Chemists’  Association  of  Liverpool. 

— See  University  College,  Liverpool. 

Liverpool  Chemists’  Association.  Report[s  3 and  4]  of  the  council. 
[Liverpool,]  1852-53. 

— Transactions,  laws,  bye-laws,  and  annual  report,  with  list  of 

officers  and  members ; also,  catalogue  of  books  belonging  to  the 
library.  Liverpool,  1855,  1857-81.  Reports  6,  8-32.  O/Report 
10,  2 copies. 

Liversidge  (Archibald).  Minerals  of  New  South  Wales.  Second 
edition.  [Sydney,  1882.]  138  + 14  p. 

— See  New  South  Wales,  Legislative  Assembly,  Report  upon 

certain  museums,  etc.,  1880. 

Liverworts.  See  Hepatic^. 

Livius  (Titus).  Historiarum  ab  urbe  condita  libri  qui  supersunt 
omnes,  ex  recensione  A.  Drakenborchii ; prseter  varietatem 
lectionum  Gronovianse,  Crevierianse,  Kreyssigianse,  et  Bek- 
kerianse,  accedunt  notie  integrse  ex  editionibus  J.  B.  L.  Crevierii ; 
cum  indice  rerum.  Londini,  1842.  3 vol. 
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Livonia.  Dragendorff  (G.),  Chemische  Beitrage  zur  Pomologie, 
mit  Beriicksichtigung  der  livlandischen  Obstcaltur,  1878. 

Lloyd  (0.  G.).  See  Drugs  and  medicines  of  N.  America,  1884-87. 
Lloyd  (H.  E.).  See  Raumer  (F.  L.  G.  v.),  England  in  1835,  1836. 
Lloyd  (J.  U.).  See  Drugs  and  medicines  of  N.  America,  1884-87. 

— See  King  (J.),  American  dispensatory,  1895. 

L’Obel  (Matthias  de).  See  Planchon  (G.),  Materiaux  pour  la  floret 
medicale  de  Montpellier  et  de  Cevennes,  d’api+s  L.,  1868. 
Lobelia  nicotianaefolia.  Rosen  (H.  v.),  Chemische  und  pharmaco- 
logische  Untersuchungen,  1886. 

Lochman  (C.  L.).  See  Germany,  Pharmacopcea,  2nd  ed.,  1884. 

Lock  (C[harles]  G.  Warnford).  Workshop  receipts.  Third  series. 
London,  1884.  16  + 480  p. 

— Same.  Fourth  series.  London,  1885.  8 + 496  p. 

Note. — The  fourth  series  contains  the  general  index  of  series  1-4. 

For  other  series,  see  Workshop  receipts. 

— See  also  Spons’  Encyclopaedia  of  industrial  arts,  1879-82. 

Locke  (James).  See  Menschutktn  (N.). 

Locks.  Aitken  (W.  C.),  Guns,  Nails,  Locks,  etc.,  2nd  ed.,  1878. 
Lockyer  (Charles).  Account  of  the  trade  in  India.  London,  1711. 
12  + 340  p.  B.  * 

Lockyer  (J[oseph]  Norman).  Contributions  to  solar  physics.  Lon- 
don, 1874.  24  + 676  p.  +7  pi. 

— Studies  in  spectrum  analysis.  Fourth  edition.  London,  1886. 

15  + 258  p.  +8  pi.  (International  scientific  series,  23.) 

— Chemistry  of  the  sun.  London,  1887.  20  + 458  p. 

Loewig  (Carl).  See  Lowig. 

Loewy  (Benjamin).  See  Victoria,  Victorian  Exhibition,  1861,  Die 
Colonie  Victoria,  etc. 

— See  Weinhold  (A.  F.),  Introduction  to  experimental  physics,  1875. 
Loewy  (Julius).  See  Lowy. 

Loganiaceae.  Bureau  (E.),  De  la  famille  des  loganiacees,  1856.  * 
Logarithms.  Pryde  (J.),  Mathematical  tables,  new  ed.,  1894. 

Logic.  Blane  (G.),  Elements  of  medical  logick,  2nd  ed.,  1821. 

— Duncan  (W.),  Elements  of  logick,  6th  ed.,  1770. 

— Jevons  (W.  S.),  Principles  of  science,  a treatise  on  logic,  1883. 
Lommel  (Eugene).  The  nature  of  light,  with  a general  accountt 

of  physical  optics.  Fourth  edition.  London,  1885.  14  + 356  p. 

+ 1 pi.  (International  scientific  series,  18.) 

London.  Associations.  See  British  Assoc,  for  the  Advancement, 
of  Science  ; — British  Dental  Assoc.  ; — British  Medical 
Assoc.; — Chemists’  Assistants’  Assoc.  ; — International  Assoc, 
for  Obtaining  a Uniform  Decimal  System  of  Measures, 
Weights,  and  Coins  ; — Library  Assoc. 
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London.  Botany.  De  Crespigny  (E.  C.),  A new  London  flora,  1877. 

Sweet  (R.),  Hortus  suburbanus  Londinensis,  1818. 

London.  Charters.  Charters  of  the  city  of  London,  by  J.  E. 
London,  1745.  16  + 282  p.  1§.  * 

London.  Clubs.  See  Laboratory  Club  ; — Wernerian  Club. 

London.  Colleges.  See  City  of  Lond.  Coll.; — Coll,  of  Preceptors; — 
King’s  Coll.,  Lond.; — National  Dental  Hospital  and  Coll.; — - 
Royal  Coll,  of  Physicians  of  Lond.; — Royal  Coll,  of  Surgeons 
of  England  ; — Royal  Coll,  of  Veterinary  Surgeons — Royal 
Veterinary  Coll.;— University  Coll.,  London. 

London.  Companies.  See  East  India  Co.  ; — London  and  West  of 
Ireland  Fishing  and  Fish  Manure  Co.,  Limited. 

London.  Conferences.  See  Conference  of  Librarians  ; — Inter- 
national Library  Conference  (Second). 

London.  Congresses.  See  International  Botanical  Congress  ; — 
International  Congress  of  Hygiene  and  Demography  ; — 
International  Pharmaceutical  Congress. 

London.  Corporation.  Memorials  of  London  and  London  life  in  the 
13th,  14th,  and  15th  centuries  ; being  a series  of  extracts,  local, 
social,  and  political,  from  the  early  archives  of  the  city,  a.d. 
1276-1419  ; selected,  translated,  and  edited  by  H.  T.  Riley. 
London,  1868.  78  + 708  p. 

Analytical  index  to  the  series  of  records  known  as  the 

Remembrancia,  preserved  among  the  archives  of  the  city  of 
London,  a.d.  1579-1664.  London,  1878.  2 + 18  + 624  p. 

Catalogue  of  the  Guildhall  library.  London,  1889.  6 + 1 1 38  p. 

London.  Council  (General  Medical).  See  General  Council. 

London.  Directory.  Complete  guide  to  all  persons  who  have  any 
trade  or  concern  with  the  city.  Seventh  edition.  London,  1758. 

2 + 210  p.  a§.  * 

London.  Dispensaries.  See  London,  Hospitals,  etc. 

London.  Exhibition  (Colonial  and  Indian)  of  1886.  Victoria, 
Royal  Commission,  Report,  1887. 

London.  Exhibition  (Great)  of  1851.  Great  Britain  and  Ireland, 
Commissioners  for  the  Exhibition  of  1851,  Official  catalogue, 
[1851-52]  ; — Reports  of  juries,  1852. 

Society  for  the  Encouragement  of  Arts,  Manufactures, 

and  Commerce,  Lectures  on  the  results  of  the  Great  Exhibition, 
1852-53. 

London.  Exhibition  (International)  of  1862.  Alcock  (R.), 
Catalogue  of  works  of  industry  and  art,  sent  from  Japan. 

Austria,  Austria  at  the  International  Exhibition  of  1862. 

Brazil,  Explicates  sobre  a collect0  de  pharmacognosia  e 

chimica  organica,  por  T.  Peckolt,  1861.  * 
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London.  Exhibition  (International)  of  1862 — continued. 

Brazil,  Exposi^ao  nacional  do  Brasil,  Catalogo,  1862.  * 

France,  Colonies,  Catalogue  des  produits,  1862.  * 

Germany,  Zollverein,  Londoner  Ausstellung ; Special -Catalog 

der  gevverblichen  Ausstellung,  1862. 

Great  Britain,  and  Ireland,  Commissioners  for  the  Exhi- 
bition of  1862,  Catalogue  of  industrial  department,  British 
division,  [with  Concise  history  of  Exhibition,  by  J.  Hollings- 
head,  1862]. 

Catalogue  of  Indian  department,  by  J.  F.  Watson  [1862]. 

[Jury  report  on  class  2,  section  A,  chemical  products 

and  processes,  by  A.  W.  Hofmann,  1862.] 

Hunter  (C.),  Report  upon  some  of  the  colonial  medicinal 

contributions,  1863. 

— — India,  Government,  Official  catalogue  of  contributions  from 

India,  1862. 

Jamaica,  Descriptive  catalogue  of  articles  exhibited,  1862. 

Natal,  Descriptive  catalogue  of  contribution,  1862. 

New  South  Wales,  Catalogue  of  products,  1862. 

— - — Trinidad,  Descriptive  catalogue  of  collection,  1862. 

Welwitscii  (F.),  Synopse  explicativa  das  amostras  de  madeiras 

e drogas  medicinaes  de  Angola,  1862.  * 

London.  Exhibition  (International  Health).  See  International 
Health  Exhibition. 

London.  Exhibition  (International  Horticultural)  1866.  See  Inter- 
national Horticultural  Exhibition  and  Botanical  Congress. 

London.  Exhibition  (International  Medical  and  Sanitary)  1881. 

See  Parkes  Museum  of  Hygiene. 

London.  Exhibition  of  National  Portraits.  Great  Britain  and 
Ireland,  Committee  of  Council  on  Education,  Catalogue,  1868. 

London.  Graveyards.  See  Walker  (G.  A.),  Gatherings,  1839,  etc. 

London.  Guildhall  library.  See  London,  Corporation. 

London.  Hospitals  and  Dispensaries.  Squire  (P.),  Pharmacopoeias 
of  London  hospitals,  1863-1900. 

See  also  British  Hosp.  for  Diseases  of  the  Skin  ; — Cha- 
ring Cross  Hosp.  ; — City  of  L.  IIosp.  for  Diseases  of  the 
Chest  ; — Dental  Hosp.  of  L.  • — Evelina  Hosp.  for  Sick 
Children  ; — General  Dispensary  ; — Guy’s  Hosp.  ; — Hosp.  for 
Consumption  and  Diseases  of  the  Chest  ; — IIosp.  for  Diseases 
of  the  Throat  and  Chest  ; — London  Hosp.  ; — Middlesex 
Hosp.  ; — National  Dental  IIosp.  and  College  ; — Royal  Dis- 
pensary for  Diseases  of  the  Ear; — St.  Bartholomew’s 
IIosp.  ; — St.  George’s  Hosp.  ; — St.  Thomas’s  Hosp.  ; — Uni- 
versity College  Hosp. 
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London.  Institutes.  See  Inst,  op  Actuaries  of  Great  Britain  & 
Ireland  ; — Inst,  of  Brewing  ; — Inst,  of  Chemistry  of  Great 
Britain  & Ireland  ; — Sanitary  Inst. 

London.  Institutions.  See  Inst,  of  Civil  Engineers  ; — London 
Inst.; — North  London  Ophthalmic  Inst.; — Royal  Inst,  of 
Great  Britain. 

London.  Museum.  See  Parkes  Museum  of  Hygiene. 

London.  Plague.  [Defoe  (D.),]  History  of  the  Great  Plague  in 
the  year  1665,  by  a citizen,  1819. 

London.  Schools.  See  London  School  of  Medicine  for  Women  ; — 
South  London  School  of  Pharmacy. 

London.  Science.  Becker  (B.  H.),  Scientific  London,  1874. 
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Maclagan  ( Sir  Douglas).  On  the  bebeeru  tree  of  British  Guiana. 
Edinburgh,  1843.  2 + 10  p.  (Pam.  5.) 

— On  the  medicinal  qualities  of  the  bebeeru  bark  of  Britishh 

Guiana.  [Edinburgh,]  1843.  12  p.  (Pam.  37.) 

McLeod  (Herbert).  See  Miller  (W.  A.),  Elements  of  chemistry. 
5th  ed.,  1872-74  ; 6th  ed.,  1877. 

MacMunn  (Charles  Alexander]).  The  spectroscope  in  medicine 
London,  1880.  14  + 198  p.  +3  col.  pi.  +1  pi. 

Macnamara  (Rawdon).  See  Neligan  (J.  M.),  Medicines,  1867. 
McNicoll  (David  H.).  Dictionary  of  natural  history  terms,  withh 
their  derivations,  including  orders,  genera,  and  species.  Londoni, 
1863.  8 + 584  p.  * 

Macoun  (John).  See  Canada,  Geological  and  Natural  Historvv 
Survey,  Catalogue  of  Canadian  plants,  1883-92. 

Macquer  ([Pierre  Joseph]).  Elements  of  the  theory  and  practice*: 
of  chymistry ; translated  from  the  French  [by  A.  Reid], 
London,  1758.  2 vol.,  6 pi. 

— Same.  Second  edition.  London,  1764.  2 vol.,  6 pi. 

[ ] Dictionary  of  chemistry ; translated  from  the  French,  witlh 

additions.  Second  edition,  to  which  is  added,  Treatise  oin 
permanently  elastic  fluids,  or  gases.  London,  1777—79.  3 vol.  , 

1 tab.,  3 pi. 

— See  also  France,  Account  of  the  tenia,  1777. 

McTurk  (Michael).  See  British  Guiana,  Government,  Woods  o I 
British  Guiana,  1878. 

Madan  (H.  G.)  See  Harcourt  (A.  G.  V.)  & H.  G.  M.,  Exercise 
in  practical  chemistry,  1869. 

— See  Wilson  (G.)2,  Inorganic  chemistry,  4th  ed.,  1871. 
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Madder.  Fabre  jeune  (D.),  Memoires  sur  les  alterations  fraudu- 
leuses  de  la  garance,  1860. 

Madras  Presidency.  General  Committee  of  the  Madras  Exhibition 
of  Raw  Products,  Arts,  and  Manufactures  of  Southern  India. 

Reports  by  the  juries.  Madras,  1856.  2 + 20  + 138  p. 

Same.  Another  copy  of  p.  8-75.  iB.  * 

Official  and  descriptive  catalogue  of  the  exhibition  of  1857. 

[iF.^.]  [302]  p. 

Reports  by  the  juries.  Madras,  1858.  24  + [268]  p.  + 13  pi. 

Madras  Presidency.  Public  Department.  Memorandum  upon  the 
pauchontee,  or  Indian  gutta  tree  of  the  western  coast,  [by 
H.  F.  C.  Cleghorn,  conservator  of  forests ; with  extracts  from 
minutes  of  consultation],  Madras,  1858.  2 + 10  p.  +8  pi. 

Madias  Presidency.  Revenue  Department.  [Summary  of  observa- 
tions on  forests,  and  the  operations  of  the  Forest  Department, 
by]  H.  [F.  C.]  Cleghorn,  conservator;  [with  extracts  from 
minutes  of  consultation.  Madras,  1858],  18  p.  +1  pi.,  n.  t.-p. 

“ Report  [of  H.  F.  C.  Cleghorn,  conservator,  with  report  of 
W.  G.  Mclvor,  superintendent,]  on  the  Government  Botanical 
and  Horticultural  Gardens,  Ootacamund,  [Utakamand,]  for 
1858[-59  ; with  extracts  from  the  minutes  of  the  department]. 
Madras,  1859-60.  2 pam.,  1 col.  plan.  (Pam.  37.) 

Madras  quarterly  journal  of  medical  science ; edited  by  W.  R.  Cor- 
nish, W.  N.  Chipperfield,  [and  H.  B.  Montgomery].  Madras, 
1861-67.  Vol.  3-11,  pi.  ; v.  6 wanting  p.  1-264. 

Madrid  pharmacopoeia.  See  Farmacopea  en  Castellano,  1823. 

Madsen  (H.  P).  Sur  la  solubilite  des  calculs  urinaires  dans  les 
solutions  de  benzoate  de  lithium  et  de  boro-citrate  de  mag- 
nesium. Copenhague,  1879.  12  p.  (Pam.  17.) 

Investigations  on  succus  glycyrrhizse,  particularly  as  regards  the 
amount  of  gum  obtained.  Copenhagen,  1881.  24  p.  (Pam.  13.) 

Magalhaens  (Joao  Jacinto  de).  See  Cronstedt  (A.  F.),  Essay 
towards  a system  of  mineralogy,  by  J.  H.  de  Magellan,  1788. 

Magazin  f Ur  Pharmacie  und  Experimentalkritik.  See  Annalen  der 
Chemie. 

Magazine  of  natural  history.  See  Annals  and  mag.  of  nat.  history. 

Magellan  (John  Hyacinth  de).  See  Magalhaens  (J.  J.  de). 

Magendie  ([Francois]).  Formulary  for  the  preparation  and  mode  of 
employing  several  new  remedies ; with  introduction  and  notes, 
by  C.  T.  Haden ; translated  from  the  French  third  edition,  with 
appendix  containing  improvements  of  the  fourth  edition.  Fourth 
edition,  by  R.  Dunglison.  London,  1825.  24  + 154  + 48  p. 

■—  Formulary,  translated  from  the  [French]  sixth  edition,  with 
appendix,  by  J.  Houlton.  London,  1828.  20  + 196  + 28  p. 


MAG— MAI 


340 

Magendie  ([Francois]) — continued. 

Formulary,  translated  from  the  [French]  eighth  edition,  with 

appendix,  by  C.  W.  Gregory.  London,  1835.  8 + 228  p. 

Same.  (In  Royal  Coll,  of  Physicians  of  London,  New  Lond. 

dispensatory,  by  T.  Cox  and  C.  W.  Gregory,  1835,  p.  353-578.) 

— Formulary,  translated  from  the  [French]  eighth  edition,  with  an- 

notations, etc.,  by  J.  M.  Gully.  London,  1835.  4 + 216  p. 

— Same.  Second  edition.  London,  1836.  12  + 216  p. 

Magic.  Brewster  (D.),  Letters  on  natural  magic,  1832. 

Magic  lantern  : how  to  buy  and  how  to  use  it.  See  Mere  phantom, 
1866. 

Magnesia.  See  Skeete  (T.),  Experiments  on  Peruvian  bark,  1786. 
Magnesia  alba.  Black  («L),  Experiments  on  magnesia  alba,  1777. 
Magnesium  (Boro-citrate  of).  Madsen  (H.  P.),  Sur  la  solubilite  des 
calculs  urinaires  dans  les  solutions  de  benzoate  de  lithium  et  de 
boro-citrate  de  magnesium,  1879. 

Magnetism.  ( See  also  Radiation.) 

— Annals  of  electricity,  magnetism,  and  chemistry,  by  YV . Sturgeon, 

183[6]-43. 

Boyle  (R.),  Tracts  ...  appendix  touching  celestial  magnets,  1674. 

— Cavallo  (T.),  Treatise  on  magnetism,  1787. 

— Gordon  (J.  E.  H.),  Physical  treatise  on  electricity  and  magnetism, 

1880. 

— Guillemin  (A.),  Electricity  and  magnetism,  1891. 

— Holmes  ([F.  H.]),  Holmes’  magneto-electric  light,  as  applicable 

to  lighthouses,  [1863  ?]. 

Jenkin  ([H.  C.]  F.),  Electricity  and  magnetism,  18/3. 

— Leithead  (W.),  The  cosmical  force,  [or  Electric  and  magnetic 

influence,]  1851. 

— Noad  (H.  M.),  Lectures  on  electricity,  etc.,  3rd  ed.,  1849. 

Manual  of  electricity,  4th  ed.  [of  Lectures],  1855-57. 

— Ronalds  (F.),  Catalogue  of  books  and  papers,  1880. 

— Society  for  the  Diffusion  of  Useful  Knowledge,  Library  of 

useful  knowledge,  natural  philosophy,  1829—38,  vol.  2 (see). 

Thompson  (S.  P.),  Elementary  lessons  in  electricity  and  mag- 
netism, 1881  ; 1887. 

— Tyndall  (J.),  Researches  on  diamagnetism  and  magne-crystallic 

action,  including  diamagnetic  polarity,  new  ed.,  1888. 
Magnetism  (Animal).  Letter  to  a physician,  with  his  answer,  1 1 86. 

— Volkmann  (A.  G.  [or  A.  W.]),  Observationes  biologic*,  [1826  ?]. 
Maiden  (Joseph  Henry).  See  New  South  YV  ales,  Technological 

Museum,  The  useful  plants  of  Australia,  1889. 

Main  (Rev.  Robert).  See  Great  Britain  and  Ireland,  Admiralty, 
Manual  of  scientific  enquiry,  4th  ed.,  1871. 
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Mail’  (William).  See  Dey  (K.  L.). 

Maisch.  (Henry  0.  C.).  See  Maxsch  (J.  M.). 

— See  Stille  (A.)  &•  J.  M.  Maisch. 

Maisch  (John  M[ichael]).  Manual  of  organic  materia  medica. 
Third  edition.  Philadelphia,  1887.  16  p.  +p.  25-532. 

- — Same.  Fourth  edition.  London,  [1890].  16  p.  +p.  25-540. 

— Same.  Fifth  edition.  London,  [1892],  20  p.  +p.  25-556. 

— Same.  Sixth  edition,  by  H.  C.  C.  Maisch.  London,  1895. 

8 p.  +p.  25-526. 

— Same.  Seventh  edition.  London,  1899.  6 p.  +p.  17-524. 

— See  also  Griffith  (R.  E.),  Universal  formulary,  3rd  ed.,  1874. 

— See  also  Philadelphia  College  of  Pharmacy,  American  journal 

of  pharmacy,  edited  by  J.  M.  M.,  1871-93. 

- — See  also  Stille  (A.)  &•  J.  M.  M.,  National  dispensatory,  1879  ; 

2nd  ed.,  1879;  3rd  ed.,  1884  ; 4tli  ed.,  1886;  5th  ed.,  1894. 
Maison  de  Melle,  Gand.  Notice  sur  les  collections  scientifiques  et 
sur  le  Musee  commercial-industriel  ; [par  R.  J.  Bernardin]. 
Gand,  1871.  52  p.  +1  pi.  (Pam.  12.) 

Maittaire  (Michael).  See  Caesar  (0.  J.),  Commentarii,  1840. 

Major  (Rev.  J.  R.).  See  Photographic  Society,  Phot,  journ.,  1857. 
Malepeyre  (F.).  Rapport  fait  au  nom  d’une  commission  speciale 
sur  les  grands  appareils  de  chautfage  de  L.  Duvoir-Leblanc. 
Paris,  1844.  56  p.  (Pam.  18.) 

Mallaina  (Carlos).  See  Chiarlone  (Q.)  <Sc  0.  M.,  Historia  de  la 
farmacia,  3a  ed.,  1875-77. 

Mallez  (F.).  Formulaire  des  maladies  des  voies  urinaires  ; notes 
therapeutiques  et  cliniques.  Paris,  1883.  6 + 292  p. 

Malosse  (Theodore).  Sur  l’ammi  visnaga  ; these.  Montpellier, 
1881.  66  p.  +6  pi.  (Pam.  12.) 

— Proprietes  optiques  des  liquides  et  leur  application  'a  l’analyse ; 

[these].  Montpellier,  1882.  164  p.  (Pam.  9.) 

Malpas  (Aid.  Philip).  See  Orridge  (B.  B.),  Some  particulars,  1868. 
Malta.  Cleghorn  (H.  [F.  C.]),  Notes  on  the  botany  and  agriculture 
of  Malta,  1870. 

Maltine.  Schmitt  (E.),  Preparation  d’un  vin  digestif  a base  de 
maltine  et  de  pepsine,  1880. 

Malvern.  Addison  (W.),  Dissertation  on  Malvern  water,  1831. 
Man.  (See  also  Anatomy  ; — Anthropology  ; — Physiology,  etc.) 

— Chalmers  (T.),  On  the  power,  wisdom,  and  goodness  of  God  as 

manifested  in  the  adaptation  of  external  nature  to  the  moral 
and  intellectual  constitution  of  man,  1833. 

— Darwin  (C.  [R.]),  The  descent  of  man,  2nd  ed.,  1888. 

— Kidd  (J.),  On  the  adaptation  of  external  nature  to  the  physical 

condition  of  man,  1833. 
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Man — continued. 

— Mace  (M.),  Essai  sur  l’origine  et  la  constitution  des  etres  et 

objets  de  la  nature,  compris  rhomme,  1879. 

— Pages  (J.  B.),  L’ceconomie  des  trois  families  du  monde  sublu- 

naire,  et  particuli&rement  de  la  nature  de  l’homme,  1625. 

Man  (Isle  of).  See  Lewis  (S.),  Topographical  dictionary  of  England, 
2nd  ed.,  1833. 

Manaca.  Lenardson  (R.),  Chemische  Untersuchungen  der  rothen 
Manaca,  1884. 

Manardus  (Joannes).  See  Yuhanna  ibn  Masawaih,  Mesue  opera,  1602. 
Manby  (Charles).  See  Yates  (J.),  On  French  measures,  etc.,  1854. 
Manchester.  ( See  also  separate  entries  beginning  “ Manchester.”) 

— See  English  Dialect  Society. 

— See  Literary  and  Philosophical  Society  of  Manchester. 

— See  Owens  College,  Manchester. 

— See  Smith  (R.  A.),  Centenary  of  science  in  Manchester,  1883. 

— See  Victoria  University. 

Manchester  and  Salford  Provident  Dispensaries  Association.  See 
British  Medical  Association,  Report  of  sub-committee,  1878. 
Manchester  Royal  Infirmary  and  Dispensary.  Pharmacopoeia  in 
usum  Nosocomii  Mancuniensis.  Editio  quinta.  Mancuniensis, 
1840.  56  p. 

Manchester  science  lectures.  See  Science  lectures,  1866-79. 
Manclerc  (Jacobus).  Collectanea  medica  ad  praxim  potissimum 
spectantia  ; cura  et  studio  J.  M.  [17 — ?]  [498]  p.,  ms.  * 

Note. — This  ms.  consisted  originally  of  470  p. ; 28  p.  were  added  in 
various  places  by  Joannes  Henricus  Manclerc,  M.D. 

Manclerc  (Joannes  Henricus).  See  Manclerc  (Jacobus),  Note. 
Mandelin  (K.).  See  Dragendorff  (G.),  Beitrage  zur  Chemie  der 
Paonien,  1879,  Note. 

Mandelin  (K.  F.).  Chinincitrater : undersokningar.  [Stockholm, 
1879.]  12  p.,  n.  t.-p.  (Pam.  58.) 

Mandelin  (Karl).  Untersuchung  liber  das  Verkommen  und  fiber 
die  Verbreitung  der  Salicylsaure  in  der  Pflanzengattung  Viola  ; 
Inaugural-Dissertation.  Dorpat,  1881.  62  p.  (Pam.  26.) 

Manley  (J.  J.).  Salt;  Preservation  of  food;  Bread  and  biscuits. 
(In  Bevan,  G.  P.,  British  manufacturing  industries,  2nd  ed., 
1878,  Salt,  etc.,  p.  1-103.) 

Mann  (Johann  Gottlieb).  Deutsclilands  wildwachsende  Arzney- 
Pflanzen.  Stuttgart,  1828.  [376]  p.  +186  col.  pi.  IS.  * 

— Die  auslaendischen  Arzney-Pflanzen.  Stuttgart,  1830[-33?]. 

[262]  p.  +132  col.  pi.  ©.  * 

Mann  (J[ohn]  Dixon).  Forensic  medicine  and  toxicology.  Second 
edition.  London,  1898.  14  + 684  p.  +1  pi. 
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Mann  (Robert  James).  See  Natal,  Descriptive  catalogue  of  con- 
tribution to  the  International  Exhibition,  1862. 

Manna.  See  Trehalamanna. 

Manning  (Rev.  J.  M.).  See  Massachusetts  College  of  Pharmacy, 
Address,  an  outside  view  of  pharmacy,  1871. 

Mannite.  Bouchardat  (G.),  De  la  mannite  et  de  ses  ethers,  1873. 

— Dragendorff  ([G.]),  Uber  Mannit  als  Nebenproduct  der  Milch- 

sauredarstellung  aus  Rohrzucker,  1879. 

Manoury  (Cli.).  See  Baillon  (H.  E.).  Dictionnaire  de  botanique. 
Manso  (A.  L.  P.  da  Silva).  Enumeragao  das  substancias  brazileiras, 
que  podem  promover  a catarze.  Rio  de  Janeiro,  1836. 
52  p.  ©.  * 

Mantell  (Gideon  Algernon).  Thoughts  on  animalcules.  London, 
1846.  14  + 144  p.  +12  col.  pi. 

Manual  of  formulae.  London,  1892.  4 + 290  p. 

Manufactures.  (For  Chemical  manufactures,  see  Chemistry.) 

— Bevan  (G.  P.),  British  manufacturing  industries,  1876-78. 

— Great  Britain  and  Ireland,  Parliament,  Reports  from  H.  M. 

consuls  on  the  manufactures,  &c.,  of  their  districts,  1872-73. 

— Jamieson  (A.),  Dictionary  of  mechanical  science,  etc.,  7th  ed.,  1833. 

— Journal  of  science,  and  annals  of  ...  manufactures,  1879-85.  * 

— Lewis  (W.),  Commercium  philosophico-technicum,  1765. 

— Mayes  (C.),  Essay  on  manufactures  required  for  the  economical 

development  of  the  resources  of  Victoria,  1861. 

— Philosophical  magazine  and  journal  ...  of  ...  manufactures, 

1814-17.  * 

— Repertory  of  arts  and  manufactures,  179 4 — [ 1802]. 

- — Royle  (J.  F.),  Arts  and  manufactures  of  India,  1852. 

— Simmonds  (P.  L.),  Science  and  commerce,  their  influence  on  our 

manufactures,  1872. 

— Society  for  the  Encouragement  of  Arts,  Manufactures,  and 

Commerce,  London , Transactions,  1754-1835.  * 

Journal  of  the  Society  of  Arts,  1852-1900.  * 

— Solly  (E.),  Vegetable  substances  used  in  manufactures,  1852. 

— Spons’  Encyclopaedia  of  the  industrial  arts,  manufactures,  and 

commercial  products,  1879-82. 

— Technologist,  record  of  science  applied  to  manufacture,  1860-66. 

— Ure  (A.),  Recent  improvements  in  arts,  manufactures,  etc.,  2nd 

ed.,  1846  *;  1851. 

Dictionary  of  arts,  manufactures,  and  mines,  3rd  ed.,  1846  *; 

4tli  ed.,  1853;  5th  ed.,  1860 ; 6th  ed.,  1872  ; 7th  ed.,  1878.  * 
Manures.  Accum  (F.),  Practical  treatise  on  chemical  tests,  etc., 
2nd  ed.,  1818. 

— Griffiths  (A.  B.),  Treatise  on  manures,  1889. 
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Manuscripts.  Begin.  Of  the  matter  of  medicaments  and  remedies- 
in  Greek  called  pharmaceutica.  [16 — ?]  6 + 222  + 6 p.  * 

Note. — The  latter  pt.  of  the  index  is  hound  at  the  commencement  of 
the  vol.  ; it  is  on  paper  different  from  that  used  in  the  main  work. 

— Begin.  1 An  excellent  oyntment  for  y('  itch  or  any  ill  breaking. 

out,  etc.  [16 18 — .]  [195]  ff.,  of  which  36  are  blank.  * 

Note. — On  the  last  page  is  written  : “ Kathe.  Hamilton,  Cavan  march 
ye  22nd,  1676  ” ; on  other  pages,  years  of  the  18th  century  are 
mentioned;  in  another  place  occurs  “W:  G:  1803”.  The 
earlier  writing  appears  to  be  mainly  that  of  K.  Hamilton. 

— Begin.  Preserves  and  conserves,  etc.  [16 ?]  [78]  ff.,  oj 

which  24  are  blank.  * 

Note. — The  vol.  consisted  originally  of  more  than  78  ff.,  but  some 
leaves  have  been  torn  out.  There  is  a variety  of  handwriting. 

The  headings  are : — Preserves  and  conserves ; The  place  for 
physicke  ; The  place  for  chirurgerye  ; The  place  for  cookerye ; 

The  place  for  strong  waters  ; The  place  for  perfumes. 

— Begin.  A remedy  against  the  falling  evill,  etc.  [16  — ? 

Ff.  13-159,  and  other  jrieces  of  paper  attached.  * 

— Same.  Transcribed  by  William  Nichols,  1892.  192  ff.  * 

— Same.  Photographs  of  various  pages.  * 

— See  also — 

Black  (J.),  Lectures  on  chemistry,  1773-74. 

Descriptions  & medical  properties  of  plants,  17 — ? 

Fordyce  (G.),  Lectures  on  physiology,  etc.,  1764-1802  ? 

Guyton  de  Morveau  (L.  B.). 

Leonardus  (C.),  Speculum  lapidum,  etc.,  1610. 

Manclerc  (Jac.),  Collectanea  medica,  17 — ? 

Pereira  (J.),  Original  letters  to  N.  J.  B.  G.  Guibourt,  1830-53 
Pharmaceutical  Society  of  Great  Britain,  Minutes  of  pro 
ceedings  of  the  Laboratory  Students’  Association,  1850-56. 

— Papers,  School  of  Pharmacy  Students’  Association,  1875-84; 
Royal  Naval  Hospital,  Haslar,  Pharmacopoeia,  1777-78  ? 
Saint  Bartholomew’s  Hospital,  Pharmacopoeia,  1730,  1773. 
Map  of  the  geographical  distribution  of  the  medicinal  substance 
contained  in  the  British  pharmacopoeia  of  1867  ; by  a lecture:1 
on  materia  medica  [Dr.  E.  Clapton?].  London  [1867-69?]. 
Mapother  (Edward  Dillon).  See  Crisp  (E.),  On  medical  reform,  1870 
Maps.  ( See  also  above,  Map.) 

— Barber  (G.),  Pharmaceutical  or  medico-botanical  map  of  thoi 

world,  [1870].  * 

— Black  (A.  & O.),  B.’s  general  atlas  of  the  world,  new  ed.,  1873. 

— Johnston  (A.  K.),  Physical  atlas  of  natural  phenomena,  1856.  * 

— Thomson  (J.),  New  general  atlas  of  the  world,  1821.  * 

— Times  (The)  atlas,  new  ed.,  1900.  * 
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Marburg.  See  Universitat  Marburg. 

Marcellus  Empiricus.  See  Medicae  artis  principes,  1567,  tom.  2. 
Marcet  (Alexander).  See  Guy’s  Hosp.,  Syllabus  of  lectures,  1816. 
Marcet  (Francis).  See  Marcet  (J.),  Conversations,  14th  ed.,  1872. 
Marcet  (Mrs.  Jane).  Conversations  on  natural  philosophy,  [for] 
young  persons ; revised  and  edited  by  F.  Marcet.  Fourteenth 
edition.  London,  1872.  14  + 482  p.  +36  pi. 

Marcgrav  (Georg).  Historian  rerum  naturalium  Brasilia;  libri  8. 
8 + 300  p.  (With  Piso,  De  medicina  Brasiliensi,  1648.) 

— Same.  Another  copy.  iB.  * 

— Tractatus  topographicus  et  meteorologicus  Brasiliae ; Commen- 
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— Brandt  (J.  F.)  & J.  T.  C.  Batzeburg,  Medicinische  Zoologie, 

1829-33.  * 

— Brasavolus  (A.  M.),  Examen  omnium  simplicium  medicamen- 

torum,  1537.  * 

— British  and  colonial  druggist,  1886-1900. 

— British  and  colonial  druggists’  diary,  1890-1900. 

— British  Pharmaceutical  Conference,  Year-book  of  pharmacy, 

1870-1900. 

— Brozowsky  (W.),  Waarenkunde,  1869. 

— Bruce  (J.  M.),  Materia  medica  and  therapeutics,  1899. 

— Brunton  (T.  L.),  Tables  of  materia  medica,  1877  ; new  ed.,  1883. 

— — Text-book  of  pharmacology,  therapeutics,  and  materia  medica, 

1885  ; [2nd  ed.,]  1885;  3rd  ed.,  1887. 

— Buchheim  (R.),  Lehrbuch  der  Arzneimittellehre,  3.  Aull.,  1878. 

— Buchheister  (G.  A.),  Handbucli  der  Drogisten-Praxis,  1894-95. 

— Buchoz  (P.  J .),  Herbier,  ou  plantes  med.  de  la  Chine,  1781.  * 

— Bussy  (A.  [A.  B.])  e&  A.  F.  Boutron-Charlard,  Traite  des  moyens 

de  reconnaitre  les  falsifications  des  drogues,  1829. 

— Calcara  (P.),  Florula  medica  Siciliana,  1851.  * 

— Camboulives  (M.),  Manuel  pratique  de  therapeutique,  de  matiere 

medicale,  de  pharmacologie,  etc.,  1880. 

— Candolle  (Aug.  P.  de),  Essai  sur  les  proprietes  medicales  des 

plantes,  1804.  * 

— Canning  (W.),  Select  practical  notes  and  formulae,  [1877]. 

— Catalogue  of  Turkish  drugs,  ms.  [18 — ].  * 

— Cauvet  (D.),  Nouveaux  elem.  d’histoire  naturelle  medicale,  1869. 

— Cazenave  (A.),  Appendice  therapeutique  du  Codex,  1841. 

— Chapman  (N.),  Elem.  of  therapeutics  and  mat.  med.,  4th  ed.,  1825. 

— Chemist  and  druggist,  1859-1900. 

- — Chemist  and  druggist  of  Australasia,  1898-1900. 

— Chemists’  and  druggists’  almanac  [diary],  1870,  1872-1901. 

— Chemist’s  desk  companion,  Year-book  of  pharmacy,  by  C.  H. 

Wood  and  C.  Sharp,  1865-66. 

— Chemists’  journal,  1880-83. 

— Chernoviz  (P.  L.  FT.),  Formulario  e guia  medica,  plantas  medi- 

cinaes  indigenas  do  Brasil,  memorial  therapeutico,  etc.,  11a  ed., 
1884  [pub.  1883]. 

— Chevallier  ([J.  B.]  A.),  Dictionnaire  des  alterations  et  falsifica- 

tions des  substances  ...  niedicamenteuses,  etc.,  3me  ed.,  1857-58. 

— Christy  (T.),  New  commercial  plants  [and  drugs],  1878-89.  * 
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— Olain  (P.),  Remedios  faciles  para  diferentes  enfermedades  [en 

Filipinas,  1708],  reitnp.  1857.  * 

— Clarus  (J.),  Handbucli  der  speciellen  Arzneimittellehre,  1860. 

— Coe  (G.),  Concentrated  organic  medicines,  3rd  ed.,  1860. 

— Cohausen  (J.  H.),  Helmontius  ecstaticus,  1731.  * 

— Coles  (W.),  Adam  in  Eden,  or  Natures  Paradise,  1657. 

— Collin  (E.),  Revue  des  medicaments,  1882. 

— Cordus  ("V  .),  Annotationes  in  P.  Discoridis  de  materia  medica 

libri  5,  etc.,  1561.  * 

— Cottereau  (P.  L.),  Traite  elementaire  de  pbarmacologie,  1839. 

— Cours  complet  d’histoire  naturelle  medicale,  1835.  * 

— Crinon  (C.),  Revue  des  medicaments  nouveaux,  4me  ed,  1895. 
Crollius  (O.),  Basilica  chymica  [et  Tractatus  de  signaturis 

internis  rerum],  1643. 

— Cullen  (W.),  Lectures  on  the  materia  medica,  1772. 

Treatise  of  the  materia  medica,  1789. 

— Culpeper  (N.),  English  physitian,  [and  herbal,]  1656;  [1798]; 

[1815-19?].  * 

— Dale  (S.),  Pharmacologia,  manuductio  ad  m.  m.,  3a  ed.,  1737. 
Pharmacologiae  supplementum,  1705.  * 

Debeaux  (J.  O.),  Essai  sur  la  pharmacie  et  la  mati&re  medicale 
des  chinois,  1865.  * 

Descourtilz  (M.  E.),  Flore  medicale  des  Antilles,  1821-28.  * 

— Descriptions  and  medical  properties  of  plants,  [17 ?],  ms.  * 

— Dey  (K.  L.),  Indigenous  drugs  of  India,  1867  ; 2nd  ed.,  1896. 

— Dictionnaire  raisonne-universel  de  matiere  medicale,  1773.  * 
Dierbach  ( J.  H.),  Die  Arzneimittel  des  Hippokrates,  1824.  * 

— Dieterich  (E.),  Helfenberger  Annalen,  1886-97. 

— Dioscorides  (P.),  De  materia  medica,  etc.,  1829-30. 

— Dorstenius  (T.),  Botanicon,  1540.  * 

Dorvault  ([F.  L.  M.]),  L’Officine,  contenant  conspectus  des 
matures  medicales,  etc.,  1844;  3me  ed.,  1850;  6me  ed.,  1866; 
8me  ed.,  1872;  lime  ed.,  1886.  * 

Dragendorff  (G.),  Ueber  einiger  in  Turkestan  gebraeuchliche 
Heilmittel,  1872.  * 

Zur  Volksmedicin  Turkestans,  1872-73.  * 

Die  chemische  Werthbestimmung  einiger  starkwirkender 

Droguen  und  der  ...  Arzneimischungen,  1874. 

^r">  -Analyse  chimique  de  quelques  drogues  actives,  etc.,  1876. 

Uber  einige  abyssinische  Heilmittel,  [1878], 

Die  Heilpflanzen  der  verschiedenen  Volker  und  Zeiten,  1898. 

— Drugs  and  medicines  of  North  America,  1884-87. 

— Duflos  (A.),  Die  Priifung  chemische  Arzneimittel,  1866.  * 
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Materia  medica  and  Therapeutics — continued. 

— Dunglison  (R.),  New  remedies,  4th  ed.,  1843. 

— Dutt  (U.  C.),  Materia  medica  of  the  Hindus,  1877. 

— Dymock  (W.),  Vegetable  materia  medica  of  western  India,. 

[1883?];  2nd  ed.,  1885[-86]. 

— Dymock  (W.),  C.  J.  H.  Warden  & D.  Hooper,  Pharmacographia 

Indica,  drugs  of  vegetable  origin,  1889-93. 

— E.  (W.  B.),  Short  history  of  druggs  of  East  Indies,  [17 — ].  * 

— Eberle  (J.),  Treatise  of  materia  medica  and  therapeutics,  2nd  ed.,, 

1824-25. 

— Edwards  (H.  M.)  & P.  Vavasseur,  Manual  of  mat.  med.,  1829. 

— Elborne  (W.),  Laboratory  course  of  pharmacy,  etc.,  1890. 

— Ephemeris  of  materia  medica,  pharmacy,  therapeutics,  etc.,  byy 

E.  R.  Squibb,  etc.,  1882-1900. 

— Falck  (F.  A.),  Ubersicht  der  speciellen  Drogenkunde,  1877. 

— Farquharson  (R.),  Guide  to  therapeutics,  1877  ; 2nd  ed.,  1881 

3rd  ed.,  1883. 

— Fee  (A.  L.  A.),  Cours  d’histoire  naturelle,  1828.  * 

Commentaires  sur  la  botanique  et  la  matiere  medicale  de. 

Pline,  1833.  * 

— Feuillee  (L.),  Beschreibung  zur  Arzeney  dienlicher  Pflanzeni 

welche  in  den  Reichen  des  mittagigen  America  sind,  1756.  * 

— [Fleming  (A.),]  Classification  of  materia  medica,  a review,  1850. 
On  the  classification  of  medicines,  according  to  action,  1852. 

— Fluckiger  (F.  A.),  Lehrbuch  der  Pharmakognosie  des  Pflanzen-. 

reiches,  1867  ; 2.  Aufl.,  1881-83;  3.  Aufl.,  1891. 

Grundlagen  der  pharmaceutischen  Waarenkunde,  1873. 

Eng.,  The  principles  of  pharmacognosy,  1887. 

Pharmacognostische  Umschau  in  der  Pariser  Ausstellung  undd 

den  Londoner  Sammlungen,  [1879]. 

Grundriss  der  Pharmakognosie,  1884;  2.  Aufl.,  1894. 

Ital.,  Elementi  di  farmacognosia,  1886. 

— Fluckiger  (F.  A.)  &■  D.  Hanbury,  Pharmacographia,  1874  ; 2ncd 

ed.,  1879. 

Fr.,  Histoire  des  drogues,  tr.  par  J.  L.  de  Lanessan,  1878.  * 

— - Folchi  (J.),  Materiae  medicae  compendium,  1841.  * 

— - Fordyce  (G.),  Lectures  on  physiol.,  mat.  med.,  etc.,  [1764-1802  ?].  ° 

— Forskal  (P.),  Descriptiones  animalium,  adjuncta  est  Material 

medica  Kahirina,  1775. 

— Frazer  (W.),  Elements  of  materia  medica,  etc.,  2nd  ed.,  1864. 

— Friedrich-Alexanders-Universitat  zu  Erlangen,  Die  ostindischt 

Rohwaarensammlung,  von  T.  W.  C.  Martius,  1853. 

— Fristedt  (R.  F.),  [Pamphlets,  in  Swedish,]  1853-72.  * 

Larobok  i organisk  pharmakologi,  1873.  * 
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Materia  medica  and  Therapeutics — continued. 

Galen  (C.),  De  simplicium  medicamentovum  facultatibus  libri 
11,  [1561],  * 

CtALL°  (G.),  Jarmacopea  italiana  ossia  Dizionario  di  farmacia  e di 
terapeutica,  [1881-82]. 

Garrod  (A.  B.),  Essentials  of  materia  medica,  therapeutics,  etc ., 
1855  ; 2nd  ed.,  1864  ; 3rd  ed.,  1868,  1873  ; 4th  ed.,  1874  ; 6th 
ed.,  1877;  8th  ed.,  1880;  11th  ed.,  1885. 

Gay  ([14.  F.]  F.),  Alterations  dites  spontanees  des  medicaments 
chimiques,  1884. 

Geoffroy  ([E.]  F.),  Treatise  of  the  substances  made  use  of  in 
physick,  1736.  * 

Tractatus  de  materia  medica,  1741.  * 

* New  treatise  on  vegetables  used  in  physick,  1751. 

Gerrard  (A.  W.),  Elements  of  mat.  med.  and  pharmacy,  1886. 

— Gervais  (P.)  & P.  J.  van  Beneden,  Zoologie  medicale,  1859.  * 

— [Gesner  (C.),  Newe  jewell  of  health,  1576.] 

Gille  (N.  [J.  G.]),  Falsifications  et  autres  defectuosites  des 
principaux  medicaments  simples,  2me  ed.,  1891. 

Gmelin  (J.  F.),  Apparatus  medicaminum,  regnum  minerale 
1795-96.  * 

— Godfrin  (J.)  <£■  C.  Noel,  Atlas  manuel  de  l’histologie  des  drogues 

simples,  1887.  * 

Goebel  ([C.  0.  T.]  F.)  <0  G.  Kunze,  Pharmaceutische  Waaren- 
kunde,  mit  illuminirten  Kupfern,  gezeichnet  von  E.  Schenk 
1827-34.  * 

— Graves  (G.)  & J.  D.  Morries,  Hortus  medicus,  1834.  * 

— Gray  (S.  F.),  Supplement  to  the  pharmacopoeias,  1818;  new  ed., 

1821 ; 5th  ed.,  1831 ; 6th  ed.,  1836.  See  Redwood  (T.),  for 
continuation. 

Elem.  of  pharmacy,  and  chemical  history  of  mat.  med.,  1823. 
Greenish  (H.  G.),  Introduction  to  the  study  of  materia  medica 
1899. 

— Gren  (F.  A.  C.),  System  der  Pharmakologie,  1798-1800.  * 
Griffiths  (W.  H.),  Materia  medica  and  pharmacy,  1879-  3rd 

ed.,  1887. 

Guibourt  (N.  J.  B.  G.),  Histoire  des  drogues  simples,  1820 ; 
2e  ed.,  1826,  tome  1 ; 3me  ed.,  1836 ; 4me  ed.,  1849-51  ; 6me 
ed.,  1869-70;  7me  ed.,  1876.  * 

— Hager  (H.)  (see). 

Hanbury  (D.),  Science  papers,  pharmacological,  etc.,  1876. 

— — Notes  on  Chinese  materia  medica,  1862. 

— — Ger.,  Beitrage  zur  Materia  medica  China’s,  1863. 

— ■ Harman  (P.),  Materia  medica,  1727.  * 
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— Harrington  (M.  W.),  Identification  and  microscopical  examina- 

tion of  crude  drugs,  1876. 

Hartwich  (C.),  Die  neuen  Arzneidrogen  aus  dem  Pflanzenreiche, 

1897. 

Hayne  (F.  G.),  Getreue  Darstellung  und  Beschreibung  der  in 

der  Arzneykunde  gebrauchlichen  Gewachse,  1805-33.  * 

. — . Helbing  (H.),  Modern  materia  medica,  3rd  ed.,  1892. 

Henkel  (J.  B.),  Mediziniscb-pharmazeutische  Botanik,  1862  * ;. 

2.  Ausg.,  1873. 

Atlas  zur  medizinisch-pbarmazeutischen  Botanik,  1863  * ; 2. 

AufL,  1873.  * 

_ Die  Merkmale  der  Aecbtheit  und  Giite  der  Arzneistoffe,  1864. 

Handbuch  der  Pbarmacognosie,  1867. 

Lebrbuch  der  allgemeinen  und  medicinisch-pharmaceutischen 

Botanik,  187[0-]3. 

Herlant  (A.),  Etudes  sur  les  rapports  entre  les  principes  actifss 

et  les  caracteres  botaniques  des  plantes  officinales,  1878. 

—  Etude  descriptive  des  medicaments  naturels  d’origine  vegetale.1, 

1892. 

Hernandez  (F.),  Rerum  medicarum  Novae  Hispaniae  thesaurus.-. 

1651.  * 

— Hildegardis  de  Pinguia,  Physica,  1533.  * 

Opera  omnia,  1855.  * 

Hill  (J.),  History  of  materia  medica,  1751.  * 

Family  herbal,  1812.  * 

Hoffmann  (Frid.),  Observationum  physico-chymicarum  selec 

tiorum  libri  tres,  1736. 

— Hoffmann  ([Fried,  or]  Fred.)  <L • F.  B.  Power,  Manual  of  chemicail 

analysis  as  applied  to  medicinal  chemicals,  3rd  ed.,  1883. 

— Honiberger  (J.  M.),  Thirty-five  years  in  the  east,  Punjab  anol 

Cashmere,  1852.  * 

— Hughes  (R.),  Manual  of  pharmacodynamics,  3rd  ed.,  1875-76. 

— Hunter  (C.),  Report  upon  some  of  the  colonial  medicinal  coni' 

tributions  to  the  International  Exhibition  [of]  1862,  1863. 

[Husain  ibn  Abd  Allah,  Ibn  Sina,  or  Avicenna,]  Zusammem 

gesetzte  Heilmittel  der  Araber,  1845.  * 

— Husemann  (A.  <£•  T.),  Die  Pflanzenstoffe,  1871  ; 2.  Aufl.,  1882-811 

— Husemann  (T.),  Handbuch  der  Ai'zneimittellehre,  3.  Aufl.,  1892. 

— Jackson  (R.  E.  Scoresby-),  Note-book  of  materia  medicai 

pharmacology,  and  therapeutics,  2nd  ed.,  1871  ; 3rd  ed.,  1875 
4th  ed.,  1880  ; 5th  ed.,  1895. 

Jager  (G.),  Allgemeine  und  medicinisch-pharmaceutische  Zoo 

logie,  187[0-]4. 
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Materia  medica  and  Therapeutics — continued. 

— Jahr  (G.  H.  G.),  Nouveau  manuel  de  medecine  homoeopathique, 

7me  ed.,  1862. 

— Jahresbericht  iiber  die  Fortschritte  der  Pharmacognosie  [fiir] 

1866-89. 

— Journal  of  materia  medica,  1859-62,  1867-76. 

- — Kaiserliche  Universitat  Dorpat,  Arbeiten  des  pharmako- 
logischen  Institutes,  herausg.  v.  R.  Robert,  1888-96.  * 

— — Historische  Studien,  herausg.  von  R.  Robert,  1889-96.  * 

— Reith  (B.)  and  Co.,  Positive  medical  agents,  [by  G.  Coe?],  1855. 

— R’eogh  (J.),  Zoologia  medicinalis  Hibernica,  1739.  * 

— Rerbert  (J.  J.),  Handleiding  tot  de  kennis  der  artsenijstoffen, 

1865. 

— [Rerr  (J.  G.),  Manual  of  materia  medica,  in  Chinese,  2nd  ed., 

1876.]  * 

— Rhory  (R.  N.),  Digest'of  medicine,  with  tables  of  Indian  materia 

medica,  1879. 

The  Bombay  materia  medica  and  their  therapeutics,  1887. 

— Eirby  (J.),  Tables  of  the  materia  medica  of  the  colleges  of  London, 

Edinburgh,  and  Dublin,  1805. 

— Rnight  (T.),  Reflections  upon  catholicons,  1749. 

— Rnight  (W.  A.),  Text-book  of  materia  medica,  1900. 

— Rohler’s  Medizinal-Pflanzen,  1883-98.  * 

— Lancet  (The),  [journal  of  medicine,  ...  pharmacology,  etc.,]  1823— 

1900. 

— Langham  (W.),  The  garden  of  health,  1633.  * 

— Lemery  (N.),  [Dictionaire,  ou]  Traite  universel  des  drogues 

simples,  2e  ed.,  1714;  4me  ed.,  1727. 

— Leonard  (C.  H.)  & T.  Christy,  Dictionary  of  materia  medica 

and  therapeutics,  1892. 

— Lescher  (F.  H.),  Recent  materia  medica,  1884;  4th  ed.,  1891  ; 

5th  ed.,  1897. 

— [Le  She-chin,  Pun  tsaou  kang  muh,  materia  medica  in  Chinese.]  * 

— Lewis  (W.),  Experimental  histox-y  of  the  materia  medica,  1761  ; 

2nd  ed.,  1768;  4th  ed.,  1791. 

Complete  dictionary  of  materia  medica,  containing  Experi- 
mental history,  4th  ed.,  1810. 

— Limousin  (S.),  Contributions  a la  pharmacie  et  a la  thera- 

peutique,  1878-79. 

— Lindley  (J.),  Natural  system  of  botany,  etc.,  2nd  ed.,  1836. 

Flora  medica,  important  plants  used  in  medicine,  1838. 

— Medical  and  ceconomical  botany,  1849  ; 2nd  ed.,  1856.  * 

— Linne  (C.  y.),  formerly  Linnasus,  Mat.  med.,  lib.  1,  de  plantis,  1749. 

Eng.,  Medical,  botanical  system,  transl.  by  C.  Whitlaw,  1829. 
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— Lovell  (R.),  Pambotanologia,  complete  herball,  2nd  ed.,  1665.  * 

— Luerrsen  (0.),  Handbuch  der  systematise  hen  Botanik,  [Medi- 

cinisch-pharmaceutische  Botanik,]  1879-82. 

— Lyons  (A.  B.),  Manual  of  practical  pharmaceutical  assaying,  1886. 
Handbook  of  practical  assaying  of  drugs  and  galenicals,  1899. 

— Macer  Floridus,  De  viribus  herbarum,  1832.  * 

— Magendie  ([F.]),  Formulary  for  new  remedies,  1825;  1828  ; 

1835;  1836. 

— Maisch  (J.  M.),  Manual  of  organic  materia  medica,  3rd  ed.,, 

1887  ; 4th  ed.,  1890  ; 5th  ed.,  1892  ; 6th  ed.,  1895  ; 7th  ed.,  1899. 

— Mann  (J.  G.),  Deutschlands  Arzney-Pflanzen,  1828.  * 

r-  Die  auslaendischen  Arzney-Pflanzen,  1830[— 33].  * 

— Manuscripts,  Of  the  matter  of  medicaments  and  remedies  in 

Greek  called  pharmaceutica,  [16 — ?].  * 

— Map  of  the  geographical  distribution  of  medicinal  substances' 

contained  in  the  British  pharmacopoeia  of  1867. 

— Marcgravius  (0.),  Materia  medica  contracta,  1682.  * 

— Martiny  (E.),  Encyklopadie  der  medicinisch-pharmaceutischen 

Naturalien-  und  Rohwaarenkunde,  1843-54.  * 

Naturgeschichte  der  fiir  die  Heilkunde  wichtigen  Thiere, 

1847.  * 

— Martius  (C.  F.  P.  v.),  Specimen  mat.  medicie  Brasiliensis,  1824. 

Systema  materia;  medicse  vegetabilis  Brasiliensis,  1843. 

Syllabus  prselectionum  de  botanica  pharmac. -medica,  1852. 

— Massachusetts  College  of  Pharmacy,  Address  on  relations  off 

chemistry  to  pharmacy  and  therapeutics,  by  T.  S.  Hunt,  1875. 

— Matthiolus  (P.  A.),  Compendium  de  plantis  omnibus,  1571.  * 

— Medical  circular,  a journal  of  ...  therapeutics,  1864-65. 

— [Medical  times,]  Pharmaceutical  repertory,  1844-46. 

— Medico-Botanical  Society  of  London,  Transactions,  1821-37. 

— Merat  (F.  Y.)  & A.  J.  de  Lens,  Dictionnaire  universel  dee 

mati&re  medicale  et  de  therapeutique  generale,  1829-46. 

— Meyer  (A.),  Beitrage  zur  Kenntniss  pharmaceutisch  wichtigen- 

Gewachse,  [1881]. 

— — Wissenschaftliche  Drogenkunde,  1891-92. 

— Milne  (A.),  Manual  of  materia  medica  and  therapeutics,  3rd  ed. 

1876;  4th  ed.,  1879. 

— Mitchell  (T.  D.),  Materia  medica  and  therapeutics,  1850.  * 

— Mitsciierlich  (C.  G.),  Lehrbuch  der  Arzneimittellehre,  1847-54; 

— Moeller  (J.),  Lehrbuch  der  Pharmakognosie,  1889. 

Pharmakognostischer  Atlas,  1892. 

— Mohammed  Abdullah  (N.)  Shirdzy , Ulfaz  udwiyeh,  in  Arab.  . 

Pers.  and  Hindevy,  with  Eng.  transl.  by  F.  Gladwin,  1793.  * 


MAT 


359 


Materia  medica  and  Therapeutics — continued. 

— Monardes  (N.),  Simplicium  medicamentorum  ex  novo  orbe 

delatorum  histoi’ia,  4a  ed.,  1605.  * 

Fr.,  Histoire  des  simples,  ed.  2,  1619.  * 

Libri  tres  magna  medicinae  secreta  et  variae  experimenta 

continentes,  1605.  * 

— Monro  (D.),  Appendix  toTx-eatise  on  ...  cbym.  & mat.  rued.,  1790. 

— Moore  (J.),  Essay  on  the  matex-ia  medica,  1792. 

— Moquin-Tandon  ([C.  H.  B.]  A.),  Elements  de  zoologie  medicale, 

1860.  * 

Eng.,  Elements  of  medical  zoology,  1861. 

Elements  de  botanique  medicale,  2e  ed.,  1866. 

— Morandi  (J.  B.),  Histox’ia  botanica  px’actica,  1761.  * 

— Moreira  (N.  J.),  Diccionario  de  plantas  medicinaes  Brasileiras, 

1862.  * 

— Morellus  (P.),  Methodus  prsescribendi,  cum  adjuncto  material 

medicse  systemate,  1 659. 

— Murray  (C.),  Tratado  de  fax-macia  y farmacognosia,  1866. 

— Murray  (Johann  A.),  Apparatus  medicaminum,  [stirpes,]  1 7 84— 

94.  * 

— Murray  (Dr.  John),  Elements  of  matei'ia  medica,  1804. 

System  of  materia  medica  and  pharmacy,  1810  ; 2nd  ed.,  1813. 

— Muter  (J.),  Key  to  organic  materia  medica,  1873  ; 5th  ed.,  1884. 

— Muwaffak  bin  A li  (Abu  Mansur),  Codex  Vindobonensis,  textum 

edidit  F.  R.  Seligmann,  1859.  * 

Lat.,  Liber  fundamentorum  pharmacologiae,  epitome  donavit 

R.  Seligmann,  1830.  * 

Ger.,  Die  pharmakologischen  Grundsatze,  mit  Ex-klar  ungen 

von  A.  C.  Achundow,  1893.  * 

— Napheys  (G.  H.),  Modern  medical  therapeutics,  7th  ed.,  1881. 

— Nees  von  Esenbeck  (T.  F.  L.),  Plantie  medicinales,  1828-33.  * 

— Neligan  (J.  M.),  Medicines,  3x-d  ed.,  1851  ; 7th  ed.,  1867. 

— New  remedies,  1871-83  ; — American  druggist,  1884-97. 

— Oberlin  (L.),  Aper^u  systematique  des  vegetaux  medic.,  1867. 

— Oribasius,  De  herbarum  et  simplicium,  1533.  * 

— Orosi  (G.),  Fax’macologia  teorica  e px-atica,  4a  ed.,  1866-76. 

— Orta  (Garcia  de),  Colloquios,  2a  ed.,  1872.  * 

Lat.,  Aromatum  et  medicamentorum  historia,  a Car.  Clusio, 

[ed.  2,]  1574.  * 

Fr.,  Histoire  des  drogues,  par  A.  Colin,  2e  ed.,  1619.  * 

— • Ortus  sanitatis,  de  herbis  et  plantis,  etc.,  1517.  * 

— - Oudemans  (C.  A.  J.  A.),  Aanteekeningen  op  het  systematisch-  en 
pharmacognostisch-botanische  gcdeelte  der  Pharmacopcea  Neer- 
landica,  1854-56. 
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Materia  medica  and  Therapeutics — continued. 

— Owen  (O.  D.),  Conspectus,  with  eclectic  preparations,  1868. 

— Pappe  ([C.  W.]  L.),  Florte  Capensis  medicse  prodromus,  enumera- 

tion of  South  African  plants,  2nd  ed.,  1857  * ; 3rd  ed.,  1868. 

— Pare  (A.),  Les  oeuvres,  6me  ed.,  1607. 

Dutch,  [158 — 16 — ?]. 

Eng.,  Workes  of  Ambrose  Parey,  1649. 

— Paris  (J.  A.),  Pharmacologia,  2nd  ed.,  1812;  5th  ed.,  1822  ; 6thi 

ed.,  1825;  7th  ed.,  1829 ; 8th  ed.,  1833  ; 9th  ed.,  1843. 

— Parke,  Davis  & Co.,  Working  bulletins  for  the  scientific  in- 

vestigation of  the  newer  materia  medica,  1883. 

— Paschkis  (H.),  Pharmakognostische  Beitrage,  1880. 

Eng.,  Contributions  to  a closer  knowledge,  etc.,  [1881]. 

— Pauli  (F.),  Die  in  der  Pfalz  Volksheilmittel,  1842. 

Pearmain  (T.  H.)  &•  G.  C.  Moor,  Aids  to  the  analysis  of  foodl 
and  drugs,  [1895], 

The  analysis  of  food  and  drugs,  1897-99.  * 

— Pearson  (R.),  Practical  synopsis  of  mat.  aliment,  and  med.,  1808. 
Thesaurus  medicaminum,  2nd  ed.,  1794  ; 4th  ed.,  1810. 

— Peirce  (C.  H.),  Examinations  of  drugs,  medicines,  etc.,  1852. 
Peixoto  (R.  d.  G.),  Dissertation  inaugurale  sur  les  medicamens 

Bresiliens,  1830.  * 

— [Pereira  (J.),  Original  letters  to  4ST.  J.  B.  G.  Guibourt,  1830-53.]  * 

— [ — Elem.  of  mat.  med.  and  ther.,  1839-40] ; 2nd  ed.,  1842  ; 3rd 

ed.,  1849-53;  4th  ed.,  1854-57;— abridgments,  1865,  1872,  1874. 

— Peyrilhe  (B.),  Tableau  methodique  d’un  cours  d’histoire  naturelle 

medicale,  nouv.  ed.,  1804.  * 

— Pfaff  (C.  H.),  System  der  Materia  medica,  1808-17.  * 

— Pharmaceutical  record,  1884-93. 

— Pharmaceutical  Society  of  Great  Britain  (see). 

— Phillips  (C.  D.  F.),  Materia  medica  and  therapeutics,  1874-94. 

— Piso  (G.  [or  W.]),  De  Indian  utriusque  re  naturali  et  medica,  1658.  * 

— Planchon  (G.),  Materiaux  pour  la  flore  medicale  de  Montpellier 

et  des  Cevennes,  1868. 

Considerations  generales  sur  la  mati&re  medicale,  [1870], 

Matiere  medicale,  notes  et  renseignements,  [1875]. 

Traite  pratique  de  la  determination  des  drogues  simples 

d’origine  vegetale,  1875. 

Considerations  generales  sur  la  distribution  geographique  des 

medicaments  simples,  1876. 

— Planchon  (G.)  <k  E.  Collin,  Les  drogues  simples  d’origine  vegetale 

1895.  * 

— Playfair  (G.),  The  Taleef  Shereef,  or  Indian  materia  medica, 

1833.  * 
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Materia  medica  and  Therapeutics — continued . 

— Plenck  (J.  J.  v.),  leones  plantarum  medicinalium,  1788-1812.  * 
Pharmacol ogia  medico-chirurgica  specialis,  1804. 

— Plugge  (P.  C.),  Overzicht  van  der  wisselende  chemische  samen- 

stelling  en  pharmacodynamische  waarde  van  eenige  belangrijke 
geneesmiddelen,  1885. 

Ger.,  Die  wichtigsten  Heilmittel  in  ihrer  wechselnden  chemis- 

chen  Zusammenstellnng  und  pharmakodynamischen  Wirkung 
uebersichtlich  dargestellt,  1886. 

— Poehl  (A.),  Klassefekatsiia  predmetof  pbarmakognoziee,  1877. 
Mittheilungen  iiber  neue  Arzneimittel,  [1883]. 

— Pomet  ([P.]),  Histoire  generale  des  drogues,  1694.  * 

Eng.,  Com  pleat  history  of  druggs,  3rd  ed.,  1737  ; 4th  ed.,  1748. 

— Pompa  (G.),  Coleccion  de  medicamentos  indigenas  de  Venezuela, 

3a  ed.,  1860  * ; 4a  ed.,  1868,  with  ms.  notes  by  G.  A.  Ernst,  1871. 

— Practitioner  (The),  journal  of  therapeutics,  etc.,  1868-1900.  * 

— Ratier  (F.  S.),  Traite  elementaire  de  matiere  medicale,  1829.  * 

— Reece  and  Co.,  Popular  catalogue  of  drugs,  15th  ed.,  1836. 

— Reid  (H.),  Medical  botany,  2nd  ed.,  1839. 

— Richard  (A.),  Botanique  medicale,  1823.  * 

Elemens  d’histoire  naturelle  medicale,  1831. 

— Ringer  (S.),  Handbook  of  therapeutics,  3rd  ed.,  1872  ; 8th  ed., 

1880  ; 11th  ed.,  1886. 

— Robinson  (H.  M.)  <&  C.  H.  Cribb,  The  law  and  chemistry  of  food 

and  drugs,  1895. 

— Roques  (J.),  Phytographie  medicale,  nouvelle  edition,  1835. 

— Royal  College  of  Physicians  of  London,  Catalogue  of  collections 

of  materia  medica,  [ms.  by  D.  Hanbury,]  1858.  * 

— [Royle  (J.  F.),  Manual  of  materia  medica  and  therapeutics,  2nd 

ed.,  1852]  ; 3rd  ed.,  1856  ; 5th  ed.,  1868  ; 6th  ed.,  1876. 

— Ruata  (C.),  Farmacopea  nazionale  e generale,  materia  medica  e 

terapia,  1883. 

— Salle  (L.),  Cours  elementaire  d’histoire  naturelle  des  medicamens, 

1817. 


— Salmon  (W.),  Seplasium,  Compleat  English  physician,  or  Drug- 

gist’s shop  opened,  1693. 

— — Botanologia,  the  English  herbal,  1710.  * 

— Sambuc  (C.),  Contribution  k l’etude  de  la  llore  et  de  la  matiere 

medicale  de  la  Senegambie,  1887. 

— Saunders  (W.),  Institutes  of  therapeutics  and  mat.  med.,  1810. 

— Sayre  (L.  E.),  Conspectus  of  organic  materia  medica,  1880. 

Manual  of  organic  materia  medica,  2nd  ed.,  1900. 

Suhleiden  (M.  J.),  Handbuch  der  medicinisch-pharmaceutischen 
Botanik,  1852. 
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— Schmiedeberg  (O.),  Elements  of  pharmacology,  1887. 

— Schwarz  (E.),  Chinesische  Aerzte  und  Medicamente,  1859.  * 

— [Schwenckfeld  o?’]  Schvenckfelt  (0.),  Thesaurus  pharmaceu- 

ticus,  1587. 

— Schwilgue  (C.  J.  A.),  Traite  de  matiere  medicale,  3me  ed.,  1818. 

— Shipton  (J.),  Manuale  ad  foi’um,  1689;  1699. 

Pharmacopoeia  Collegii  Regalis  Londini  remedia  descripta, 

ed.  altera,  1689  ; ed.  tertia,  1699. 

— Simon  Januensis,  Clavis  sanationis,  1510.  * 

— Smith  (F.  P.),  Contributions  towards  mat.  med.  of  China,  1871. 

— Smith  (W.  G.),  Commentary  on  the  British  pharmacopoeia,  1875. 

— Societe  de  pharmacie  de  Paris,  Bapport  sur  les  medicaments;- 

nouveaux,  A.  Petit,  rapporteur,  1877. 

— Societe  royale  des  sciences  medicales  et  naturelles  de  Bru- 

xelles, Journal  de  pharmacologie,  1881-91. 

— Society  of  Apothecaries,  Ofiicina  cliymica  Londinensis,  opera  ett 

studio  N.  Staphorst,  [Catalogus  medicamentorum,]  1685. 

Index  plantarum  officinalium  in  horto  Chelseiano,  1730. 

Memoirs  of  botanick  garden  at  Chelsea,  by  Field,  1820  ; 1878. 

- — - — Catalogus  plantarum  medicinalium  in  horto  Chels.,  1830. 

— Soubeiran  (J.  L.)  & A.  [A.]  Delondre,  Produits  vegetaux  dm 

Portugal,  1867. 

La  matiere  medicale  k l’Exposition  de  1867. 

— Soubeiran  (J.  L.)  <£•  D.  de  Thiersant,  La  matiere  medicale  chez 

les  Chinois,  1874. 

— Southall  (W.),  Organic  materia  medica  of  British,  Indian,  and! 

United  States  pharmacopoeias,  1874;  5th  ed.,  1896. 

— Squibb  (E.  It.),  Proposed  legislation  on  adulteration  of  food  and. 

medicine  [in  the  United  States],  1879. 

— Steggall  (J.),  Text-book  of  materia  medica  and  therap.,  1837. 
First  lines  for  chemists  and  druggists,  1844;  2nd  ed.,  1857  ;. 

3rd  ed.,  1869. 

— Stephenson  (J.),  Medical  zoology  and  mineralogy,  1838.  * 

— Stephenson  (J.)  & J.  M.  Churchill,  Medical  botany,  1831.  * 

— Stills  (A.),  Therapeutics  and  materia  medica,  3rd  ed.,  1868.  * 

— Stocken  (J.),  Elements  of  dental  materia  medica  and  thera- 

peutics, 1877  ; 2nd  ed.,  1878  ; 3rd  ed.,  1882. 

— Stockman  (R.),  New  official  remedies,  1891. 

— - Stokes  (J.),  Botanical  materia  medica,  1812.  * 

— Swediaur  (F.),  Materia  medica,  1800. 

— Tatarinov  (A.),  Catalogus  medicamentorum  Sinensium,  1856.  * 

— Tauvry  (D.),  Traits  des  medicamens,  etc.,  nouvelle  edition,  1699. 

— Therapeutic  gazette,  monthly  journal,  1880-1900. 
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Materia  medica  and  Therapeutics — continued. 

— THOMs(H.),Die  Arzneimittelder  organischen  Chemie,  2.  Aufi.,  1897. 

— Thomson  (A.  T.),  Elements  of  materia  medica  and  therapeutics, 

1832-33  ; 3rd  ed.,  1843. 

— Thornton  (R.  J.),  New  family  herbal,  1810. 

— Thorowgood  (J.  C.),  Student’s  guide  to  materia  medica  of  the 

British  pharmacopoeia,  2nd  eel.,  1882. 

— T[hrasher]  (W.),  Marrow  of  chymical  physick,  1669. 

— Tournefort  (J.  P.  de),  Materia  medica,  1708 ; 2nd  ed.,  1716.  * 

— Trousseau  (A.)  & H.  Pidoux,  Traite  de  therapeutique  et  de 

mati&re  medicale,  1837-39  ; 3me  ed.,  1847  *;  7me  ed.,  1862. 

— Tschirch  (A.),  Indische  Heil-  und  Nutzpilanzen , 1892. 

— Tschirch  (A.)  <£■  O.  Oesterle,  Anatomischer  Atlas  der  Pharma- 

kognosie,  1893-1900.  * 

— Vogl  (A.  E.),  Anatomischer  Atlas  zur  Pharmakognosie,  1887. 
Pharmakognosie,  1892. 

— Waeber  (N.),  H.  v.  Rosen  & J.  Lindenberg,  Ueber  einiger 

ostindische  Volksheilmittel,  1886. 

— Wahltuch  (A.),  Dictionary  of  mat.  med.  and  therapeutics,  1868. 

— Waring  (E.  J.),  Notes  on  some  indigenous  tonics  of  India,  [1858], 
— - — Notes  on  some  of  the  principal  anthelmintics  of  India,  [1859  ?]. 

Notes  on  some  indigenous  medical  plants  of  India,  [1860-62]. 

Remarks  on  the  uses  of  some  bazaar  medicines  and  medical 

plants  of  India,  1860  *;  2nd  ed.,  1874  *;  4th  ed.,  1883. 

Contribution  to  Indian  mat.  med.,  inorganic  substances,  [1862]. 

Manual  of  practical  therapeutics,  3rd  ed.,  1871 ; 4th  ed.,  1886. 

— — Bibliotheca  therapeutica,  bibliography  of  therap.,  1878-79.  * 

— Welwitsch  (F.),  Synopse  explicativa  das  amostras  de  drogas 

medicinaes  de  Angola,  1862.  * 

— Western  druggist,  1889-1900. 

— Whitla  (W.),  Elements  of  pharmacy,  materia  medica,  and 

therapeutics,  1882  ; 2nd  ed.,  1884  ; 3rd  ed.,  1885  ; 4th  ed.,  1887  ; 
5th  ed.,  1889;  7th  ed.,  1898. 

— Whitlaw  (C.),  W.’s  new  medical  discoveries,  with  Linnean 

Vegetable  materia  medica,  1829. 

— Wiener  Universitat,  Das  pharmacologische  Institut,  von  K.  D. 

Schroff,  1865.  * 

— Wiesner  (J.),  Die  Rohstoffe  des  Pflanzenreiches,  2.  Aufl.,  1900. 

— Migand  ([J.  W.]  A.),  Lehrbuch  der  Pharmakognosie,  1879. 

— Wiggers  ([H.]  A.  [L.]),  Handbuch  der  Pharmacognosie,  1864. 

— Wills  (G.  S.  V.),  Manual  of  vegetable  materia  medica,  2nd  ed., 

1877  ; 5th  ed.,  1881  ; 7th  ed.,  1884;  9th  ed.,  1886. 

— Winkler  (E.),  Handbuch  der  medicinisch-pharmaceutischen 

Botanik,  2.  Ausg.,  1863.  * 


364 


MAT— MAU 


Materia  medioa  and  Therapeutics — continued. 

— Wolff  (E.)  <k  B.  Hirsch,  Die  Priifung  der  Arzneimittel,  1866. 

— Wood  (G.  B.),  Treatise  on  therapeutics  and  pharmacology,  1856  ; 

3rd  ed.,  1868. 

— Woodville  (W.),  Medical  botany,  1790-94  * ; 3rd  ed.,  1832.  * 

— Year-book  of  therapeutics,  etc.,  ed.  by  H.  C.  Wood,  1872. 

— Yvon  (P.),  Traite  de  l’art  de  formuler,  etc.,  1879. 

Materials  (Strength  of).  See  Anderson  (J.),  3rd  ed.,  1876. 

Mathematical  geography.  See  Society  for  the  Diffusion  of  Use- 
ful Knowledge,  Library  of  useful  knowledge,  natural  philo- 
sophy, 1829-38,  vol.  3. 

Mathematics.  [College  of  Preceptors,]  Mathematical  questions 
with  solutions,  edited  by  W.  J.  C.  Miller,  1883;  1888-90.  * 

— Friedlander  (R.)  & Sohn,  Bibliotheca  mathematica  et  physica, 

1874-75. 

Bibliotheca  historico-naturalis  et  mathematica,  18[78-]80.  * 

— Philosophical  magazine,  1827-32.  * 

— Pryde  (J.),  Mathematical  tables,  new  ed.,  1894. 

Matico.  Jeffreys  (T.),  Remarks  on  the  efficacy  of  matico  as  a 
styptic  and  astringent,  2nd  ed.,  1844. 

Matignon  (C.).  See  Annales  de  chimie  et  de  physique,  6me  ser., 
table,  1895. 

Matter.  Beale  (L.  S.),  Protoplasm,  or  Matter  and  life,  3rd  ed.,  1874. 

— Tait  (P.  G.),  Properties  of  matter,  1885. 

Matthews  (John).  See  Davies  (T.)-,  Preparation  and  mounting  of 
microscopic  objects. 

Matthiessen  (Augustus).  See  Philosophical  magazine,  1869-70. 

Matthiolus  (Petrus  Andreas).  Compendium  de  plantis  omnibus  una 
cum  earum  iconibus,  de  quibus  scripsit  suis  in  commentariis  in 
Dioscoridem  editis,  accessit  opusculum  de  itinere  in  Baldum 
montem  Francisco  Calceolario.  Venetiis,  1571.  16  + 936  p.  %.  * 

Maty  (Paul  Henry).  See  Royal  Society  of  London,  Philosophical 
transactions,  General  index,  1787. 

Maugham  (William).  See  Royal  College  of  Physicians  of  London, 
Pupil’s  pharmacopoeia,  3rd  ed.,  1824; — London  manual  of 
medical  chemistry,  1831. 

Maumene  (E.).  See  Annales  de  chimie  et  de  physique,  3me  ser., 
table,  1851. 

Maunder  (Samuel).  Treasury  of  knowledge,  and  library  of  refer- 
ence : [containing  English  grammar  and  dictionary ; universal 
gazetteer  ; classical  and  law  dictionaries  ; chronological  analysis 
of  general  history,  etc.\  Fourteenth  edition.  London,  1843.  2pts., 
in  1 vol. 

Mauritius.  See  Royal  Society  of  Arts  and  Sciences. 
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Mauritius.  Botany.  Aublet  ([J.  B.  C.]  F.),  Histoire  des  plantes 
de  la  Guiane  frangoise,  & une  notice  des  plantes  de  l’lsle  de 
France,  1775. 

Bouton  (L.),  Medicinal  plants  of  Mauritius,  1857.  * 

Plantes  medicinales  de  Maurice,  2me  ed.,  1864. 

Mauritius,  Colonial  Government,  Flora,  by  Baker,  1877.  * 

Mauritius.  Colonial  Government.  Flora  of  Mauritius  and  the  Sey- 
chelles : a description  of  the  flowering  plants  and  ferns  of  those 
islands,  by  J.  G.  Baker  ; [with  Outlines  of  elementary  botany, 
by  G.  Bentham],  London,  1877.  20  + 52+560  p.  * 

Mawe  (J.).  Familiar  lessons  on  mineralogy  and  geology.  London, 
1819.  8 + 78  p.  +1  col.  pi. + 2 pi. 

Maxwell  (James  Clerk).  Theory  of  heat.  London,  1871.  12  + 312  p. 
(Text-books  of  science.) 

— Elementary  treatise  on  electricity ; edited  by  W.  Garnett. 

Oxford,  1881.  16  + 210  p.  +7  pi. 

— See  also  Cavendish  (H.),  Electrical  researches,  edited,  1879. 

Mayes  (Charles).  Essay  on  manufactures  required  for  the  eco- 
nomical development  of  the  resources  of  the  colony  of  Victoria. 
{In  Victoria,  Government,  Prize  essays,  1861,  p.  241-387.) 

Maynard  (Samuel).  See  Keith  (T.),  Complete  practical  arith- 
metician, 11th  ed.,  1834. 

Mayne  (John).  See  Mayne  (R.  G.),  Medical  vocabulary,  1868. 
Mayne  (R[obert]  G[ray]).  Medical  vocabulary.  Third  edition,  by 
J.  Mayne.  London,  1868.  8 + 452  p. 

Mayow  (Joh.).  Tractatus  quinque  medico-physici.  Oxonii,  1674. 
40  + 336  + 152  p.  +por.  +6  pi. 

[ — ] Eng.  Chemical  experiments  and  opinions,  extracted  [by  T. 
Beddoes]  from  a work  published  in  the  last  century.  Oxford, 
1790.  2 + 42  + 20  + 64  p.  +1  pi.  (Pam.  48.) 

Maze-Launay  (A.).  See  Pellieux  (G.)  & A.  M.-L.,  L’industrie 
frangaise  de  l’iode  a l’exposition,  1878. 

M’boundou.  See  Akazga. 

Mead  (Richard).  Mechanical  account  of  poisons,  in  several  essays. 
London,  1702.  16  + 176  p.  + 1 pi.  2 copies. 

— Same.  Third  edition.  London,  1745.  48  + 320  p.  +pl.  1,  3-4. 
[ — Pharmacopoeia  Meadiana : from  original  prescriptions,  with 

cases ; with  Prselectiones  Meadianse,  from  original  mss.  London, 
1756-58?]  3 pts.  ; of  pt.  1,  t.-p.  w.  (Pam.  62.) 

Meade  (William).  Compendium  of  pharmacy,  explanatory  of  the 
chemical  decompositions  of  the  Pharmacopoeia  Londinensis. 
London,  1834.  8 + 148  p. 

— Manual  for  students  preparing  for  examination  at  Apothecaries’ 

Hall,  etc.  Second  edition.  London,  1846.  8 + 536  p. 
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Measle.  Fleming  (A.),  On  the  measle  of  the  pig,  1857. 

Measures.  See  Weights,  Measures,  and  Coins. 

Mechanical  enquiry  into  the  nature,  causes,  seat,  and  cure  of  the 
diabetes  ; with  an  explication  of  the  most  remarkable  symptoms. 
Oxford,  1745.  2 + 34  p.  (Pam.  29.) 

Mechanics  and  Mechanism.  {See  also  Machinery.) 

— Annals  of  philosophy,  or  Magazine  of  ...  mechanics,  1813-26. 

— Edinburgh  philosophical  journal,  ...  practical  mechanics,  1819-26. 

— Goodeve  (T.  M.),  Elements  of  mechanism,  [3rd  ed.,]  1870. 

— Jamieson  (A.),  Dictionary  of  mechanical  science,  7th  ed.,  1833. 

— Kater  (H.)  & D.  Lardner,  Treatise  on  mechanics,  1830. 

— Seguin  aine  (M.),  Memoire  sur  un  nouveau  systfeme  demoteur' 

fonctionnant  toujours  avec  la  meme  vapeur,  etc.,  [1857], 

— Society  for  the  Diffusion  of  Useful  Knowledge,  Library 

of  useful  knowledge,  natural  philosophy,  1829-38,  vol.  1,, 
mechanics  ; vol.  4,  animal  mechanics. 

— Young  (T.),  Course  of  lectures  on  natural  philosophy,  and  the 

mechanical  arts,  new  ed.,  1845. 

Meddygon  Myddfai.  See  Society  for  the  Publication  of  Ancient 
Welsh  Mss.,  Physicians  of  Myddvai,  1861. 

Medicae  artis  principes,  post  Hippocratem  et  Galenum.  [Lutetiae 
Parisiorum,]  1567.  3 tomi.  3|.  * 

1. — Aretaeus,  Ruffus  Ephesius,  Alexander  Trallianus,  Paulus  Aegi- 
neta,  Janus  Cornarius,  Cassius,  Oribasius,  Sextus  Platonicus. 

2. — Actuarius,  Nicolaus  Myrepsus,  Demetrius  Pepagomenus,  Cel- 
sus,  Scribonius  Largus,  Marcellus,  Serenus  Samonicus,  Rhemnius 
Fannius.  3. — Aetius,  Philaretus,  Theophilus. 

Medical  and  physical  journal ; containing  information  on  medicine, 
surgery,  pharmacy,  chemistry,  and  natural  history ; conducted 
by  T.  Bradley,  A.  F.  M.  Willich,  [R.  Batty,  A.  A.  Noehden,  J. 
Arneman,  J.  Adams,  W.  Shearman,  S.  Fothergill,  W.  Royston, 
and  J.  Want],  London,  [1799]-181[4],  Vol.  1-32,  pi. 

— London  medical  and  physical  journal,  by  S.  Fothergill  [and  W. 

Hutchinson],  London,  1S15— [21].  Vol.  33-45,  pi. 

Medical  and  Physical  Society  of  Bombay.  Transactions,  1857[-62]. 

Bombay,  1859-63.  Ser.  2,  nos.  4-8;  pi. 

Medical  chronicle ; a monthly  record  of  the  progress  of  the  medical 
sciences.  Manchester,  1884-88.  Vol.  1-8. 

Medical  chronicle,  or  Montreal  monthly  journal  of  medicine  and 
surgery ; edited  by  W.  Wright  and  D.  C.  MacOallum.  Mont- 
real, 1858-59.  Vol.  6. 

Medical  circular,  a journal  of  practical  medicine,  surgery,  and  thera- 
peutics. London,  [1864-65].  Vol.  24-27. 

Note. — Merged  in  the  Medical  press  and  circular,  ivltich  see. 
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Medical  examiner  ; edited  by  O.  Coles.  London,  1876-78.  Yol.  1-3. 
Medical  mirror ; a monthly  magazine,  [edited,  in  part,  by  W.  A. 
Smith].  London,  [1864-70].  Vol.  1,  nos.  1-3,  5-8,  10-12  ; 
vol.  2,  nos.  1,  3-6,  8-10, 12  ; vol.  3,  nos.  1-2,  4-12  ; vol.  4-7  ; pi. 
Note. — Yol.  6 and  7 want  title-pages  and  indexes. 

Medical  news  ; a weekly  journal  of  the  medical  sciences.  London, 
188[l-]83.  Vol.  1-3,  pi.,  por. 

Medical  Pneumatic  Institution,  Bristol.  See  Beddoes  (T.),  Notices 
of  some  observations  made  at  the  M.  P.  I.,  1799. 

Medical  press  and  circular ; incorporation  of  the  Medical  press  and 
Medical  circular ; a weekly  journal.  London,  [Dublin,]  1866- 
71,  1876-1900.  Yol.  54-65,  72-121  (or  new  ser.,  vol.  1-12,  21- 
70),  pi. 

Note. — On  the  title-page  of  v.  54  the  work  is  styled  London  medical 
press  and  circular ; but  at  the  top  of  p.  1 of  that  v.,  it  is  entitled 
Dublin  medical  press  and  circular.  See  also  Medical  circular. 

Medical  Society  of  London.  Proceedings,  1875-77.  London,  [1877]. 
Yol.  3. 

Medical  Society  of  the  County  of  Kings,  Brooklyn,  JY.  Y.  Pro- 
ceedings. Brooklyn,  [1878-84].  Yol.  3-8. 

Medical  times.  London,  1850-51.  Yol.  22-24  (or  new  ser.,  v.  1-3). 

— Medical  times  and  gazette.  London,  1852-85.  Yol.  25-[92] 

(or  new  ser.,  vol.  4-[71]). 

Note. — Incorporation  of  the  Medical  times  with  the  London  medical 
gazette  (which  see).  Discontinued  in  1885. 

[ — ] Pharmaceutical  repertory : containing  the  improvements  in 
chemistry,  pharmacy,  and  materia  medica  : [Medical  times, 
pharmaceutical  number].  London,  184[4-]6.  Vol.  1. 

Medicine  or  Physic.  (See  also  Apothecaries  ; — Chemistry  ; — Dis- 
ease;— Dispensatories; — Formulae; — Health; — Homoeopathy  ; 
— Hospitals  ; — Jurisprudence  ; — Materia  medica  and  Thera- 
peutics ; — Patent  medicines; — Pathology; — Pharmacopceias; 
Pharmacy; — Prescribing  and  Prescriptions; — Receipts; — 
Surgery  ; — Toxicology  ; — Veterinary  art,  etc.) 

— Academie  royale  de  medecine  de  Belgique  (see). 

— Actuarius  (Joannes),  Opera,  1556.  * 

— [Alessio,]  Secretes  of  Alexis,  containing  remedies,  1560-62; 

[1568  ?]. 

— Alpinus  (P.),  Medicina  HCgyptiorum,  1591  ; ed.  nova,  1719. 
De  medicina  methodica,  ed.  secunda,  1719. 

— Annuaire  des  speciality  medicales  et  pharmaceutiques,  1880, 

1882-84. 

— Archives  beiges  de  medecine  militaire,  1858-62.  * 

— Barrough  (P.),  The  method  of  physick,  6th  ed.,  1624. 
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— Bartholinus  (T.)  Acta  medica  ...  Hafniensia,  1673,  1675,  1680.  * 

— Bath  (R.),  Essay  on  the  medical  character,  etc.,  [17 — ?]. 

— Beale  (L.),  Bioplasm,  introd.  to  physiology  and  medicine,  1872. 
The  microscope  in  medicine,  4th  ed.,  1878. 

— Beverovicius  [or  Beverwyck]  (J.),  Idea  medicinse  veter um,  1637.. 

— Beyerstein  (J.  G.),  Obstacles  to  the  improvement  of  physic,  1762. 

— Black  (D.  C.),  Address  on  aspects  of  medical  reform,  1870. 

— - Blancardus  [or  Blankaart]  (S.),  Lexicon  medicum  renovatum, 
ed.  noviss.,  1735. 

— Blane  (G.),  Elements  of  medical  logick,  2nd  ed.,  1821. 

— Bloxam  (Hr.),  Collection  of  receipts  in  physic,  etc.,  2nd  ed.,  1754. 

— Boerhaave  (H.),  Praxis  medica  Boerhaaveana,  1716. 

Commentaries  upon  the  Aphorisms  of  B.,  by  G.  van  Swieten,, 

[with  text,]  translated,  1744-65. 

— Bontius  (J.),  Historiae  naturalis  et  medicae  Indiae  orientalise 

libri  6,  1658.  * 

De  medicina  Indorum,  1718. 

— Briande  (J.)  <L‘  E.  Chaude,  Manuel  complet  de  medecine  legale,. 

8me  ed.,  1869. 

— British  American  journal,  ed.  by  A.  Hall,  1860-62. 

• — British  and  foreign  medical  review,  med.  and  surgery,  1842-48. 

— British  and  foreign  medico-chirurgical  review,  1848-77. 

• — British  annals  of  medicine,  pharmacy,  etc.,  1837. 

— British  Medical  Association,  British  med.  journal,  1857-1900. 

— Buchan  (W.),  Domestic  medicine,  18th  ed.,  1803. 

— Canada  medical  journal,  medical  and  surgical  science,  1864-69. 

— Cape  of  Good  Hope,  Colonial  Medical  Council,  etc.,  The 

medical  and  pharmacy  register,  etc.,  1893,  1899. 

— Celsus  (A.  C.),  Of  medicine,  in  eight  books,  3rd  ed.,  1837. 

First  four  books  of  C.,  with  ordo  and  text,  2nd  ed.,  1837. 

— Chamberlains  (W.),  Tirocinium  medicum,  or  Dissertation  on  the1 

duties  of  a youth  apprenticed  to  the  medical  profession,  1812. 

— Choulant  (L.),  Handbuch  der  Biicherkunde  fiir  die  altere 1 

Medicin,  2.  Aufl.,  1841.  * 

— Clark  (James),  Remarks  on  medical  reform,  1842. 

— Clinical  Society  of  London,  Transactions,  1868-74. 

— Cockayne  ([T.]  O.),  Leechdoms,  wortcunning,  and  starcraft  of 

early  England,  1864-66. 

— Collegium  Medicorum  Bergomensium,  Bergamo  (see). 

— Collegium  Medicum,  Augsburg  (see). 

— Collegium  Medicum  Argentoratense,  Strassburg  (see). 

— Collins  (W.),  Statement  of  facts  on  ...  medical  reform,  1841. 

— Commercium  litterarium  ad  rei  medicaj,  etc.,  1737-45. 
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— Congres  MEDICAL,  Pharmacopee  universelle  et  uniformite  en 

medecine,  rapport  de  la  commission  internationale,  1879. 
Constable  (H.  S.),  Our  medicine  men,  a few  hints,  [187-?]. 

Fashions  of  the  day  in  medicine,  a few  more  hints,  1879. 

— Copland  (J.),  Dictionary  of  practical  medicine,  1866. 

— Crisp  (E.),  Examination  of  a rejected  candidate,  1849. 

Examination  of  the  president  and  examiners  of  the  Royal 

College  of  Physicians  of  London,  etc.,  and  suggestions  for  "an 
improved  system  of  medical  government,  1849. 

On  medical  reform,  letter  on  the  Carmichael  prize,  etc.,  1870. 

— Cruso  (J.),  Treasure  of  easy  medicines,  1771. 

— Culpeper  (N.),  English  physitian  enlarged,  1656;  [17981  ■ 

[1815-19?].* 

— [Davies  (F.),]  Unity  of  medicine,  its  corruptions,  etc.,  1858. 
Dickson  (Samuel),  Fallacies  of  the  faculty,  with  principles  of  the 

chrono-thermal  system  of  medicine,  1843. 

Destructive  art  of  healing,  sequel  to  Fallacies,  4th  ed.,  1856. 

Dobell  (H.),  On  the  class  of  medical  literature  most  needed,  1857. 
Reports  on  progress  of  practical  and  scientific  med.,  1870-71. 

— Dover  (T.),  Ancient  physician’s  legacy  to  his  country,  2nd  ed 

1732;  4th  ed.,  1733. 

Draper  (J.  C.),  Text-book  of  medical  physics,  1885. 

— Dublin  journal  of  medical  science,  surgery,  etc.,  1842-45  ; Dublin 

quarterly  journal  of  medical  science,  1846-51,  1859-71, 

— Echo  medical  et  pharmaceutique  de  l’ouest,  1881. 

— Edinburgh  medical  journal,  1855-72. 

— Enciclopedia  medico-farmaceutica,  1881-84. 

— Faculte  de  medecine  de  Paris  (see). 

— Faculty  of  Physicians  and  Surgeons  of  Glasgow,  Alphabetical 

catalogue  of  library,  [with]  index  of  subjects,  1885. 

Memorials,  1599-1850,  by  A.  Duncan,  1896. 

— Fernelius  (J.).  Select  medicinal  counsels,  1678. 

— Fisher  & [A.  F.]  Haselden,  Domestic  medicines,  2nd  ed.,  1865. 

— Fordyce  (G.),  Lectures  on  ...  practice  of  physic,  [1764-1802  ?].  * 

— Forsyth  (J.  S.),New  London  medical  and  surgical  dictionary,  1826. 

— Fox  (J.)  <Sc  T.  Bradley,  New  medical  dictionary,  1803. 

— Freind  (J.),  History  of  physick,  from  the  time  of  Galen,  1727. 

— Gairdner  (J.),  Sketch  of  the  early  history  of  the  medical  pro- 

fession of  Edinburgh,  1864. 

— Galen  ([C.]),  [Opera  ex  nona  Juntarum  editione,]  1625. 

— General  Council  of  Medical  Education  and  Registration  of 

the  U.  Kingdom,  Medical  register,  1863,  ’67,  ’69-71,  ’73-92  ’99 
Minutes,  1875,  1879,  1882-83,  1888. 
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— [Gesner  (C.),  Newe  jewell  of  health,  1576.] 

— Glasgow  and  West  of  Scotland  Medical  Association,  Glasgow 

medical  journal,  1881-88. 

— Glauber  (J.  R.),  Works,  containing  secrets  in  medicine,  etc.,  1681 

— Gould  (G.  M.),  Illustrated  dictionary  of  medicine,  biology  an. 

allied  sciences,  1894.  * 

— Great  Britain  and  Ireland,  House  of  Commons,  Report  ooi 

medical  education,  1834. 

— Great  Britain  and  Ireland,  Privy  Council,  Public  health 

report  of  medical  officer,  1866,  1870-71. 

— Guy  (W.  A.),  Principles  of  forensic  medicine,  1844  ; 4th  ed.,  1871’ 

— Guybert  (P.),  Toutes  les  oeuvres  charitables,  1640.  * 

— Half-yearly  abstract  of  tbe  medical  sciences,  1860-65, 1869—7 1 • 

— Haller  (A.  de),  Artis  medicae  pi'incipes,  1769.  * 

— Helmont  (J.  B.  van),  [Opera,]  Ortus  medicime,  ed.  4a,  etc.,  1660 

— Helvetius  ([A.]),  Traite  des  maladies,  etc.,  1703.  * 

— Hippocrates,  The  genuine  works,  transl.  by  F.  Adams,  1849.  * 

— Hippocrates  <&  C.  Galen,  Opera,  R.  Charterius  ed.,  16[38-89].  u 

— Honiberger  (J.  M.),  Thirty-five  years  in  the  east,  Punjab  ar:i 

Cashmere,  1852.  * 

— Hooper  (R.),  Lexicon  medicum,  or  Medical  dictionary,  4th  ec  \ 

1820;  8th  ed.,  by  K.  Grant,  1848. 

Physician’s  vade  mecum,  4th  ed.,  1854;  7th  ed.,  1864. 

[Husain  ibn  Abd  Allah,]  Avicennse  liber  canonis,  de  medicin.i 

cordialibus,  cantica,  de  removendis  nocumentis,  etc.,  1555.  * 

— [ — ] Index  in  Avicenme  libros,  1557.  * 

Avicennae  libri  in  re  medica  omnes,  1564.  * 

— Index  medicus,  a monthly  record  of  literature,  1885-94.  * 

— Kaiserlich-konigliche  Gesellschaft  der  Arzte,  Vienna,  Med 

zinische  Jahrbucher,  1872-73. 

- — - — Zeitschrift,  1859.  * 

— Keil[l]  (J.),  Medicina  statica  Britannica,  1728. 

— K’eoc.h  (J.),  Zoologia,  and  the  diagnostic  and  prognostic  pair 

of  medicine,  1739.  * 

— Khory  (R.  N.),  Digest  of  principles  and  practice  of  med.,  1879. 

— King  and  Queen’s  College  of  Physicians  in  Ireland  (see). 

— King’s  College,  London,  On  the  advantages  of  the  study 

botany  to  the  student  of  medicine,  lecture  by  R.  Bentley,  1860 

Sketch  of  the  studies  of  a medical  student,  lecture  by  . I 

Bentley,  1861. 

On  education,  as  illustrated  by  medical  usages  and  experience 

lecture  by  W.  A.  Guy,  1868. 

— Lancet,  [journal  of  medicine,  physiology,  etc.,)  1823-1900. 
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— Langgaard  (T.  J.  H.),  Diccionario  de  medicina  domestica  e 

popular,  1865.  * 

— Leeds  School  of  Medicine,  Prospectus,  1877-80,  1882,  1884-94. 

— Lettsom  (J.  C.),  History  of  the  origin  of  medicine,  1778. 

Selections  from  medical  papers  and  correspondence,  1817. 

— - London  and  Edinburgh  monthly  journal  of  med.  science,  1842-55. 

— London  medical  examiner,  ed.  by  E.  Crisp,  1850-51. 

— London  medical  gazette,  weekly  journal,  1841-51. 

— London  medical  practice,  its  sins  and  shortcomings,  by  a phy- 

sician [S.  Dickson?],  1860. 

— London  medical  repository,  by  G.  M.  Burrows,  etc.,  1814-26. 

— London  medical  review,  [medical  and  surgical  science,]  1860-63. 

— London  School  of  Medicine  for  Women,  Inaugural  address,  by 

Mi’s.  Garrett- Anderson,  1877. 

— Luff  (A.  P.),  Text-book  of  forensic  medicine  and  toxicology,  1895. 

— Madras  quarterly  journal  of  medical  science,  1861-67. 

— Manclerc  (Ja.),  Collectanea  medica,  [17 — ?],  ms.  * 

— Mann  (J.  D.),  Forensic  medicine  and  toxicology,  2nd  ed.,  1898. 

— Mayne  (R.  G.),  Medical  vocabulary,  3rd  ed.,  by  J.  Mayne,  1868. 

— Mayow  (J.),  Tractatus  quinque  medico-physici,  1674. 

— [Mead  (R.),  Pharmacopoeia,  with  Medical  lectures,  17  56-58?] 

— Meade  (W.),  Manual  for  students,  2nd  ed.,  1846. 

— Medicae  artis  principes,  post  Hippocratem,  etc.,  1567.  * 

— Medical  and  physical  journal,  medicine,  surgery,  etc.,  1799-1814  ; 

London  medical  and  physical  journal,  1815-21. 

— - Medical  and  Physical  Soc.  of  Bombay,  Transactions,  1857-62. 

— Medical  chronicle,  a monthly  record,  Manchester,  1884-88. 

— Medical  chronicle,  Montreal  journal  of  med.  & surgery,  1858-59. 

— Medical  circular,  journal  of  medicine,  surgery,  etc.,  1864-65. 

- — Medical  examiner,  edited  by  O.  Coles,  1876-78. 

— Medical  mirror,  a monthly  magazine,  1864-70. 

- — Medical  news,  a weekly  journal,  1881-83. 

— Medical  press  and  circular,  weekly  journal,  1866-71,  1876-1900. 

— Medical  Society  of  London,  Proceedings,  1875-77. 

— Medical  Society  of  the  County  of  Kings,  Proceedings,  1878-84. 
- — Medical  times,  1850-51  ; Medical  times  and  gazette,  1852-85. 

— Medico-ctiirurgical  review,  1842-47. 

— Midland  medical  miscellany  and  provincial  medical  journal,  1882- 

84  ; Provincial  medical  journal,  1885-95. 

— Millar  (R.),  Disquisitions  in  the  history  of  medicine,  1811. 

— Moir  (D.  M.),  Outlines  of  the  ancient  history  of  medicine,  1831.  * 

— Monthly  gazette  of  health,  [Popular  medical  journal,]  1816-20. 

— Morgagni  (II),  giornale  ...  della  medicina,  1876-80. 
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— Morris  (R.),  J.  Kendrick,  <&•  others,  Edinburgh  medical  and 

physical  dictionary,  1807. 

— Motherby  (G.),  New  medical  dictionary,  2nd  ed.,  1785. 

— Neale  (R.),  Medical  digest,  2nd  ed.,  1882.  * 

— Nordiskt  medicinskt  arkiv,  1874-83. 

— North  American  medico-chirurgical  review,  1858-61. 

— Nysten  (P.  H.),  Dictionnaire  de  medecine,  etc.,  8me  ed.,  1840. 

— Parr  (B.),  London  medical  dictionary,  1809,  v.  2.  * 

— Paulus  Aegineta,  The  seven  books,  1844-47. 

— Percival  (T.),  Essays  medical  and  experimental,  1767. 

— Peters  (H.),  Pictorial  history  of  ancient  pharmacy  [&  med.],  1889.'. 

— Phoebus  [Phobus]  (P.),  Uber  die  Naturwissenschaften  ales 

Gegenstand  des  Studiums,  des  Unterrichts  und  der  Priifung: 
angehender  Arzte,  1849. 

— Piso  (G.  [or  W.]),  De  medicina  Brasiliensi,  1648. 

— Practitioner  (The),  1868-1900. 

— Prota-Giurleo  (N.),  Trattato  di  farmacia  e nozioni  di  medicinal 

pratica,  1888. 

— Provincial  medical  journal,  1882-95.  See  Midland  miscellany. 

— Quain  (R.),  M.D.,  Dictionary  of  medicine,  1882  • new  ed.,  1894.  ** 

— Queen’s  College,  Cork,  Address  on  medical  education,  by  A. 

Fleming,  1850. 

— - Quincy  (J.),  Medico-physical  essays,  1728. 

Lexicon  physico-medicum,  or  New  medicinal  dictionary,  2ndi 
ed.,  1722  ; 4.  ed.,  1730  ; 6.  ed.,  1743  ; 7.  ed.,  1757  ; 8.  ed.,  1794. 

— Reece  (R.),  Medical  guide,  for  tropical  climates,  1814. 

— Richardson  (B.  W.),  The  Asclepiad,  1884-95. 

— Riverius  (L.),  Practice  of  physick,  1678. 

— Roucher  (C.),  De  l’autorite  et  de  la  responsibility  medicales> 

dans  l’armee,  1873. 

— Royal  College  of  Physicians  of  Edinburgh  (see). 

— Royal  College  of  Physicians  of  London  (see). 

— Royal  Medical  and  Chirurgical  Society  of  London,  Medico- 

chirurgical  transactions,  1843-1900. 

Proceedings,  1858-85. 

Catalogue  of  the  library,  1879.  * 

Salmon  (W.),  Medicina  practica,  or  Practical  physick,  1692. 

Synopsis  medicina;,  or  Compendium  of  physick,  3rd  ed.,  1695. 
Sanctorius  ([S.]),  Medicina  statica,  translated,  4th  ed.,  1728. 
Sawyer  (J.),  Contributions  to  practical  medicine,  2nd  ed.,  1891. 
Societe  de  medecine  de  Gand,  Rapport  sur  le  memoire  “ Histoire 
des  progres  de  la  medecine  mentale  depuis  le  commencement 
de  la  19°  skscle,”  1876. 
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Medicine  or  Physic — continued. 

— Societe  medicale  d’emulation  i>e  Paris  (see). 

— Society  for  the  Publication  of  Ancient  Welsh  Mss.,  Physicians 

of  Myddvai,  Meddygon  Myddfai,  medical  practice  of  Rhiwallon 
and  his  sons,  about  the  middle  of  the  13th  century,  1861. 

— Society  of  Apothecaries,  Statement  on  the  administration  of 

the  Apothecaries’  act,  with  reference  to  medical  reform,  1844. 

Address  to  general  practitioners,  1844  ; 1845. 

Three  reports  on  the  incorporation  of  gen.  practitioners,  1846. 

Society  of  Physicians  in  London,  Medical  observations  and 
inquiries,  1763-76. 

Squibb  (E.  R.),  On  the  relations  of  the  medical  profession  to  the 
trade  interests  of  the  materia  medica,  1880. 

— Stillingfleet  (B.),  Miscellaneous  tracts,  2nd  ed.,  1762. 

— Susruta,  Ayurvedas,  1844-50.  * 

Commentarii  et  annotationes  in  Ayurvedam,  1852-55.  * 

— Sydenham  (T.),  Entire  works,  2nd  ed.,  by  J.  Swan,  1749. 

Opera  omnia,  edidit  G.  A.  Geeenhill,  1844. 

— Tachenius  (0.),  Hippocrates  chymicus,  with  CJavis,  1677  ; [1690]. 

— Taylor  (A.  S.),  Manual  of  Medical  jurisprudence,  1844  • 7th 

ed.,  1861  ; 12th  ed.,  1891.  * 

On  poisons,  in  relation  to  ...  medicine,  1848 ; 2nd  ed.,  1859  ; 

3rd  ed.,  1875. 

Principles  and  practice  of  med.  jurisprudence,  2nd  ed.,  1873. 

— Thomas  (J.),  Complete  pronouncing  medical  dictionary,  1886. 

— Thomson  (A.),  Family  physician,  1801. 

— Thomson  (A.  T.),  Domestic  management  of  sick-room,  2.  ed.,  1845. 

— Thomson  (G.),  Galeno-pale,  or  Chymical  trial  of  Galenists,  1665. 
Plano-pnigmos,  or  Gag  for  Johnson,  1665. 

— Thudichum  (J.  L.  W.),  Annals  of  chemical  medicine,  1879,  1881. 

— Townsend  (J.),  Physician’s  vade  mecum,  6th  ed.,  1801. 

— Turner  (D.),  Ancient  physician’s  legacy  survey’d,  1733. 

— United  States  of  America,  Bureau  of  Education,  Contributions 

to  the  history  of  medical  education  and  institutions  in  the  U.  S., 
by  N.  S.  Davis,  1877. 

Surgeon  General’s  Office,  Medical  and  surgical  history  of 

the  War  of  the  Rebellion,  1861-65,  1870-83. 

Index-catalogue  of  the  library,  1880-1900.  * 

— Universite  de  Bruxelles,  Annales,  Faculte  de  med.,  1880-82. 
University  College,  London,  Catalogue  of  books  in  the  medical 

and  biological  libraries,  1887.  * 

— University  of  Durham  College  of  Medicine,  Prospectus,  1879. 

— Upsala  Lakareforening,  Forhandlingar,  1873-81. 

— Wall  (M.),  Dissertations  on  select  subjects  in  medicine,  1783. 


374 


MED— MEIT 


Medicine  or  Physic — continued. 

— Wiiitlaw  (0.),  W.’s  new  medical  discoveries,  etc.,  1829. 

— Wright  (W.),  Memoir,  with  papers  on  medical  subjects,  1828. 

— [Yuhanna  ibn  Masawaih,  or  J.  Mesue,]  Opera,  1G02. 

Medicine  chests.  Daniel  (F.  X.),  Du  cofFre  a medicaments  a bord 

des  batiments  de  guerre  et  de  commerce,  1887. 

Medicine  stamp  duty.  Alpe  (E.  N.),  Handy  book,  [1888]. 
Medico-botanical  Society  of  London.  Transactions,  1821-37. 
London,  1828-37.  4 parts  in  1 vol.  IS.  * 

— Same.  Another  copy  of  1832-33. 

Medico-chirurgical  review,  and  journal  of  practical  medicine  ; edited! 
[partly]  by  J.  Johnson  and  H.  J.  Johnson.  London,  1842-47. 
Vol.  36-41  ; new  ser.,  vol.  1-6. 

Note.— See  also  British  and  foreign  medico-chirurgical  review,  1848-77. 
Mediterranean.  Planchon  (G.),  Notes  sur  quelques  produits  [vege- 
taux]  de  la  region  mediterraneenne  rarement  observes  dans  lee 
midi  de  la  France,  [1866]. 

Medlock  (Henry).  See  Schodler  (F.),  Book  of  nature,  1851. 
Medulla  medicinse  universse  : new  compendious  dispensa[to]ry ; com- 
piled, for  the  military  hospital  abroad,  by  the  king’s  physicians' 
and  surgeons,  the  surgeon  general,  and  apothecary  general,  of: 
the  army  ; [with]  English  translation  [and]  comment.  London, 
1747.  2 + 6 + 62  p.  (Pam.  62.) 

— Same.  Fourth  edition  [by  J.  Theobald  ?].  London,  1752.  12  + - 

226  p. 

— Same.  Fifth  edition.  Dublin,  1755.  6 + 138  p. 

Medulla  or  Pith.  Koroll  (J.),  Quantitativ-chemische  Untersuch- 
ungen,  1880. 

Mehu  (C[amille  Jean  Marie]).  Notice  sur  les  travaux  scientifiquess 
du  Dr.  C.  M.  Paris,  1878.  24  p.  (Pam.  6.) 

Recherches  pour  servir  k l’histoire  chimique  et  pharmaceutiquee 

de  la  petite  centauree  ; th&se.  Paris,  1862.  44  p.  (Pam.  6.) 

Etude  chimique  et  physique  sur  l’erythro-centaurine  et  sur  la 

santonine  ; [these].  Paris,  1865.  38  p.  (Pam.  6.) 

De  l’emploi  de  l’hypochlorite  de  soude  dans  le  traitement  externee 

des  malades  atteints  d’affections  saturnines.  [Paris,  1870.] 
6 p.,  n.  t.-p.  (Pam.  17.) 

[ — ] Solubilite  de  l’acide  arsenieux  dans  l’alcool,  liquide  pour  la. 
conservation  des  pieces  anatomiques  ; [Potion  phosphoree ; 
Recherche  de  I’erytliro-centaurine  dans  le  canchalagua,  ery- 
thrsea  chilensis ; Un  cas  de  pleuresie  aigue,  analyse  du  liquide. 
Paris,  1870  ?]  8 p.,  n.  t.-p.  (Pam.  17.) 

Etude  sur  les  liquides  epanches  dans  la  plevre.  [Lille,  1872.] 

24  p.,  n.  t.-p.  (Pam.  58.) 
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Mehu  (C[amille  Jean  Marie]) — continued. 

— Des  tartrates  et  des  citrates  de  fer  et  de  leurs  combinaisons  am- 

moniacales.  [Paris,  1873.]  12  p.,  n.  t.-p.  (Pam.  17.) 

— De  la  densite  de  la  cholesterine.  [Paris,  1874.]  4 p.,  n.  t.-p. 

(Pam.  17.) 

— Des  liquides  de  l’hydrocele  de  la  tunique  vaginale,  et  de  l’hydro- 

cele  enkystee  de  l’epididyme.  [Paris,  1875.]  12  p.,  n.  t.-p. 

(Pam.  33.) 

— Nouvelles  recherches  sur  les  liquides  patkologiques  de  la  cavite 

pleurale.  [Paris,  1875.]  16  p.,  n.  t.-p.  (Pam.  33.) 

— Sur  les  diflerents  modes  d’administrer  le  phosphore  en  nature. 

[Paris,  1875.]  12  p.,  n.  t.-p.  (Pam.  33.) 

— De  la  non-existence  du  mucus  de  l’urine.  [Paris,  1876.]  8 p., 

n.  t.-p.  (Pam.  17.) 

— Sulfure  de  mercure  cristallise  par  voie  humide ; [Note  pour 

servir  a l’liistoire  des  accidents  toxiques  produits  par  l’arsenic 
dans  les  fabriques  de  coulenrs  d’aniline  ; Acide  nitrique  alcoolise, 
sa  coloration  en  vert.  Paris,  1876].  8 p.,  n.  t.-p.  (Pam.  58.) 

— Etude  sur  les  liquides  patkologiques  de  la  cavite  peritoneale. 

Paris,  1877.  16  p.  (Pam.  17.) 

— Sur  la  composition  des  cloportes.  Paris,  1878.  8 p.  (Pam.  17.) 

— Detamage  du  cuivre  et  du  fer ; nouvelle  methode  de  detamage. 

[Paris,  1879.]  16  p.,  n.  t.-p.  (Pam.  17.) 

- — Sur  le  dosage  de  l’uree.  [Paris,  1879.]  2 p.,  4°,  n.  t.-p.  (Pam.  6.) 

— Sur  le  dosage  de  l’uree.  [Paris,  1879.]  2 p.,  8°,  n.  t.-p.  (Pam.  6.) 

— L’urine  normale  et  pathologique  ; les  calculs  urinaires ; histoire 

medicale,  analyse  chimique.  Paris,  1880.  6 + 392  p. 

— Etude  sur  les  liquides  extraits  des  kystes  ovariques.  Paris,  1881. 

32  p.  (Pam.  17.) 

— Nouvelle  methode  d’extraction  de  la  matiere  grasse  des  urines 

dites  chyleuses.  [Paris,]  1882.  4 p.,  n.  t.-p.  (Pam.  17.) 

— »S'ee  also  Annuaire  de  la  phai-macie.  1876. 

— See  also  Annuaire  pharmaceutique,  1872-74. 

— See  also  Journal  de  pkarmacie  et  de  chimie,  1873-87. 

— See  also  Sutton  (F.),  Manuel  d’analyse  volumetrique,  1883. 
Meinshausen  (Karl).  Synopsis  plantarum  diaphoricum  florae 

Ingricae,  oder  Notizen-Sammlung  iiber  die  mannigfaltige 
Verwendung  der  Gewachse  Ingriens,  Gouvern.  St.  Petersburg. 
St.  Petersburg,  1869.  94  + 8 p.  3§.  * 

Meissner  (Mathias).  See  Lenstrom  (C.  J.),  New  method,  1878. 

— See  Lund  (H.),  New  method  of  learning  Danish  lang.,  4.  ed.,  1877. 
Melbourne.  See  Melbourne  Public  Library Pharmaceutical 

Society  of  Australasia  ; — Royal  Society  of  Victoria  -Vic- 
torian Chemists’  Assistants’  Association. 
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Melbourne.  Intercolonial  Exhibition,  1866.  See  Victoria,  Regis- 
trar General,  Exposition  intercol.,  progr^s  de  Viet.,  1835-66. 
Melbourne.  Victorian  Exhibition,  1861.  See  Victoria,  Vict.  Exhib. 
Melbourne  Public  Library.  Catalogue  of  the  M.  P.  L.  for  1861. 

[Melbourne,  1861.]  64  + 582  + 2 + 28  + 86  p. 

Melle-lez-Gand.  See  Maison  de  Melle. 

Melting  points.  Carnelley  (T.),  Physico-chemical  constants,, 
1885-87.  * 

Memecylon  tinctorium.  Dragendorff  ([G.  |),  Chemische  Analyse 
der  Blatter  des  Memecylon  tinctorium,  [1882]. 

Memoirs.  See  Biography. 

Memoirs  of  an  assistant  commissary-general.  See  Head  (G.), . 

Home  tour  through  various  parts  of  United  Kingdom,  etc.,  1837. 
Menalcas,  pseud.  See  Clark  (B.),  Remarks  on  French  shoeing. 
Mendeleeff  (D.).  Principles  of  chemistry;  translated  from  the' 
Russian  fifth  edition,  by  G.  Kamensky  ; edited  by  A.  J.  Green- 
away. London,  1891.  2 vol.,  tab. 

Menier  et  Cie,  Paris.  Prix  courant  general.  1854.  264  p.  +13  pi. 

% * 

Menispermacese.  Colebrooke  (H.  T.),  On  the  Indian  species  of 
menispermum,  [1822], 

— Dreuilhe  (A.),  Les  menispermees  et  leurs  produits,  1887. 
Menschutkin  (N.).  Analytical  chemistry;  translated  from  the 

third  German  edition,  by  J.  Locke.  London,  1895.  12  + 512  p. 
Mensuration  (Technical).  Hunter  (Rev.  J.),  Key  to  Merrifield’s 
Technical  arithmetic  and  mensuration,  1873. 

— Merrifield  (C.  W.),  Technical  arithmetic  and  mensuration,  1872. 
Mental  education.  Faraday  (M.),  Observations  on  mental  educa- 
tion, 1855. 

Merat  (F[ranQois]  V[ictor])  & A.  J.  de  Lens.  Dictionnaire  uni- 
versel  de  matiere  medicale  et  de  therapeutique  generale.  Paris, . 
1829-46.  7 tomes,  tome  7 being  entitled  “ Supplement.” 

Mercer  (John).  Life  and  labours  of  J.  M.,  the  self-taught  chemical! 

philosopher;  by  E.  A.  Parnell.  London,  1886.  14  + 342  p. 

Merchandise.  Brozowsky  (W.),  Waarenkunde,  1869. 

— Great  Britain  and  Ireland,  Customs,  A book  of  values  of  mer- 

chandize imported,  1657.  * 

Parliament,  Expository  statement  of  the  consumption  off 

imported  commodities,  and  of  the  operation  of  the  customs  ■ 
duties,  1845.  * 

— Nemnicii  (P.  A.),  [Universal  European  dictionary  of  merchan- 
dise in  the  Eng.,  Ger.,  Dutch,  Dan.,  Swed.,  Fr.,  Ital.,  Span.,. 
Portug.,  Russ.,  Polish  and  Latin  languages,  1799], 

— Ronquillo  (J.  0.),  Diccionario  de  materia  mercantil,  1851-[60]. 
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Mercury.  Dover  (T.),  Ancient  physician’s  legacy,  4th  ed.,  with 
remarks  on  mercury,  1733. 

— Fraser  (T.  It.),  Sketch  of  the  present  state  of  our  knowledge 

respecting  the  action  of  mercury  on  the  liver,  1871. 

— IIocken  (E.  0.),  On  the  comparative  value  of  the  preparations 

of  mercury  and  iodine  in  syphilis,  [1844  ?]. 

— - [L.  (J.  L.),  Chemico-medical  dissertation  on  the  uses  of  mercury, 
1774?] 

Philip  (A.  P.  W.),  On  the  influence  of  minute  doses  of  mer- 
cury in  restoring  health,  2nd  ed.,  1835. 

— Turner  (D.),  Ancient  physician’s  legacy  [of  T.  Dover]  sur- 

vey’d, with  a discourse  on  quicksilver,  1733. 

— Walker  (It.),  Account  of  some  remarkable  discoveries  in  the 

production  of  artificial  cold,  with  Experiments  on  the  congela- 
tion of  quicksilver  in  England,  1796. 

Mercury  (Ammoniated).  Fluckiger  (F.  A.),  Zersetzung  des  weissen 
Priicipitats  durch  Jod,  [1875]. 

Mercury  (Sulphate  of).  Mehu  (C.  [J.  M.]),  Sulfure  de  mercure 
cristallise  par  voie  kumide,  [1876]. 

Mere  Phantom  (A)  [pseud.\  The  magic  lantern : how  to  buy, 
and  how  to  use  it.  London,  1866  [pub.  1865].  62  p. 

Merletta  (Vincenzo  Frosina).  Cenno  sopra  un  nuovo  rimedio 
[permanganato  di  potassa]  da  servire  come  mezzo  igienico 
come  profilattico  o preservative  e forse  come  curativo  contro  il 
cholera-morbus.  Catania,  1866.  16  p.  (Pam.  58.) 

— Appendice  al  Cenno  sul  nuovo  rimedio  contro  il  cholera-morbus. 

Catania,  1866.  16  p.  (Pam.  58.) 

Merrifield  (Charles  W.).  Technical  arithmetic  and  mensuration. 
London,  1872.  2 + 10  + 308  p.  (Text- books  of  science. ) 

— See  also  Hunter  (J.),  Key  to  M.’s  Technical  arithmetic  and 

mensuration,  1873. 

— See  also  Text-books  of  science,  edited  partly  by  C.  W.  M. 

Merritt  (J.).  Ready  method  of  testing  pepsin.  (In  Squibb,  E.  R., 

On  the  relations  of  the  medical  profession  to  the  trade  interests 
of  the  materia  medica,  1880,  p.  16-18.) 

Mesmerism.  See  Magnetism  (Animal). 

Mesue  (Joannes).  See  Yuhanna  ibn  Masawaih,  Mesuse  Opera, 
1602. 

Metallurgy  and  Metals,  including  Assaying.  Accum  (F.),  Prac- 
tical treatise  on  chemical  tests,  with  directions  for  analysing 
metallic  ores,  metals,  etc.,  2nd  ed.,  1818. 

— - Aitken  (W.  C.),  Electroplate,  2nd  ed.,  1878. 

— Arlensis  de  Scudalupis  (P.),  Sympatliia  septem  metallorum  ac 

septem  selectorum  lapidum  ad  planetas,  1610.  * 
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Metallurgy  and  Metals,  including  Assaying — continued. 

— Berthier  (P.),  Traibe  des  essais  par  la  voie  s&che,  ou  ties  pro- 

prietes,  de  la  composition,  et  de  l’essai  des  substances  metal- 
liques,  1834. 

— Bevan  (G.  P.),  Industrial  classes  and  statistics,  1876. 

— Bloxam  (0.  L.),  Metals,  their  properties,  etc.,  2nd  ed.,  1871. 

— Boyle  (B.),  Tracts,  [Observations  about  the  growth  of  metals  in 

their  ore  exposed  to  the  air,]  1674. 

— Cramer  (J.  A.),  Elements  of  the  art  of  assaying  metals,  1741. 

— De  la  Beche  (II.  T.),  Mining,  quarrying,  and  .metallurgical  pro- 

cesses and  products,  1852. 

— Erckern  [i or  Erskerus]  (L.),  Fleta  minor,  laws  of  metals,  1683. 

— Glauber  (J.  R.),  Works,  containing  secrets  in  the  working  of 

metallick  mines,  the  separation  of  metals,  etc.,  1689. 

— Gore  (G.),  Art  of  electro-metallurgy,  1877. 

— Higgins  (B.),  Experiments  and  observations  relating  to  acetous 

acid,  metallic  reduction,  etc.,  1786. 

— Mitchell  (J.),  Manual  of  practical  assaying,  1846 ; 2nd  ed., 

1854 ; 3rd  ed.,  1868. 

— Napier  (J.),  Manual  of  electro-metallurgy,  5th  ed.,  1876. 

— Percy  (J.),  Metallurgy  of  lead,  1870. 

Metallurgy,  introduction,  refractory  materials,  and  fuel,  revised 

ed.,  1875. 

— Phillips  (J.  A.),  Manual  of  metallurgy,  1852. 

Elements  of  metallurgy,  1874  ; new  ed.,  1887. 

— Richardson  (W.),  Chemical  principles  of  the  metallic  arts,  with 

an  account  of  diseases  incident  to  artificers,  1790. 

— Smee  (A.),  Elements  of  electro-metallurgy,  1841. 

— Smyth  (W.  W.),  Metallic  mining  and  Collieries,  2nd  ed.,  1878. 

— • Watt  (A.),  Electro-deposition  and  electro-metallurgy,  3rd  ed.,1889. 

— Wood  (T.),  Notes  on  the  metals,  1868. 

Meteorology.  Boussingault  (J.  B.  [J.  D.]),  Rural  economy,  in  its 
relations  with  chemistry,  physics,  and  meteorology,  2nd  ed.,1845. 

— Dalton  (J.),  Meteorological  observations  and  essays,  2nd  ed.,  1834. 

— Delteil  (A.),  La  vanille,  [avec  Resume  des  observations 

meteorologiques  faites  l’ile  de  Reunion,]  1878. 

— Muller  (J.),  Principles  of  physics  and  meteorology,  1847. 

— Prout  (W.),  Chemistry,  meteorology,  and  digestion,  considered 

with  reference  to  natural  theology,  [2nd  ed.,]  1834. 

— Saul  (E.),  Historical  and  philosophical  account  of  the  barometer, 

the  atmosphere  and  its  gravitation,  and  rational  account  and 
judgment  of  the  weather,  2nd  ed.,  1735. 

— Smithsonian  Institution,  Results  of  observations  at  Marietta, 

Ohio,  by  S.  P.  Hildreth  [and]  J.  Wood,  etc.,  1868. 
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Metric  system.  See  Weights,  Measures,  and  Coins. 

Meurdrac  (Marie).  La  cliymie  charitable  et  facile  en  favour  des 
dames.  Seconde  edition.  Paris,  1680.  36+334  p.  1§- * 

Mexico.  Academia  medico-quirurgica,  Ensayo  para  la  materia 
medica  mexicana,  1832.  * 

Godman  (F.  D.)  <k  O.  Salvin,  Biologia  Centrali- Americana, 

1879-88,  Botany,  by  W.  B.  Hemsley.  * 

Heller  (C.  B.),  Reisen  in  Mexiko  in  1845-48,  1853.  * 

Hernandez  [oj*  Fernandez]  (F.),  Rerum  medicarum  novae  His- 

paniae  thesaurus,  1651.  * 

— Humboldt  ([F.  H.]  A.  v.)  & A.  Bonpland,  Plantes  equinoxiales, 

1808-9.  * 

Sociedad  farmaceutica  de  Mexico,  Nueva  farmacopea  mexicana, 

2a  ed.,  1884;  3a  ed.,  1896.  * 

Meyer  (Arthur).  Beitrage  zur  Kenntniss  pharmaceutisch  wichtiger 
Gewachse.  [Halle,  1881.]  2 pam.,  n.  t.-p.  (Pam.  45.) 

Handbuch  der  qualitativen  chemischen  Analyse  anorganischer 

und  organischer  Substanzen  nebst  Anleitung  zur  volumetrischen 
Analyse.  Berlin,  1884.  4 + 208  p.  +4  tab. 

W issenschaf tliche  Drogenkunde.  Berlin,  1891—92.  2 Teile  in  1. 

Meyer  (Ernst  von).  History  of  chemistry,  translated  by  G. 
M'Gowan.  London,  1891.  22  + 556  p. 

— See  also  Journal  fur  praktische  Chemie,  1879-1900. 
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— Libri  tres  magna  medicinae  secreta  et  varia  experimenta  conti- 

nentes;  Latio  donati  a C.  Clusio.  52  p.  (In  Clusius,  Exoti-- 
corum  libri,  1605.)  1§.  * 

Money.  (See  also  Weights,  Measures,  and  Coins.) 

— [Kennedy  (J.),]  Paper  versus  gold-money,  2nd  ed.,  1847. 

Monge  (Gaspard  ?).  See  Annales  de  chimie. 

Mongius  (Joannes  Paulus).  See  Husain  ibn  Abd  Allah,  Avicennae 
libri,  1564. 

Moniteur  (Le)  scientifique ; par  le  Dr.  Quesneville,  etc.  Paris, 
[1873-93].  Tomes  15-42  (or  3me  ser.,  tomes  3-16  ; 4me  ser.,. 
tomes  1-7),  pi. 

Note. — Tomes  21,  22,  and  24  are  incomplete. 

Monitor  (El)  de  la  salud  ; revista  quincenal  de  higiene,  etc. ; pub- 
licado  bajo  la  direccion  del  Dr.  D.  C.  Ronquillo.  [Barcelona^. 
1881-84.]  Alios  2-5.  (With  Enciclopedia  medico-farma- 
ceutica,  tomos  5-8.) 

Monro  (Donald).  Treatise  on  mineral  waters.  London,  1770.  2 vol. 

— Appendix  or  Supplement  to  M.’s  Treatise  on  medical  and  pharma-v 

ceutical  chymistry,  and  the  materia  medica  : making  vol.  4. 
London,  1790.  4 + 306  p. 
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Mons.  See  Cercle  pharmaceutique  du  Hainaut. 

Mons  (Jean  Baptiste  ? van).  See  Annales  de  cliimie. 

Montagne  ([Jean  Framjois]  Camille).  C.  M.,  botaniste  ; [biographie, 
et  liste  de.  travaux  scientifiques,]  par  P.  A.  Cap.  Paris,  1866. 
8 + 98  p.  +por.  (Pam.  39.) 

Montevideo.  Gibert  (E.),  Enumeratio  plantarum  sponte  nascentium 
agro  Montevidensi,  1873. 

Montgazon  (B.  de).  See  Baillon  (H.  E. ),  Dictionn.  de  botanique. 

Montgomery  (Howard  B.).  See  Madras  quarterly  journal  of  medical 
science,  1862-65. 

Montgomery  (William  F.).  See  King  and  Queen’s  College  of 
Phisicians  in  Ireland,  Observations  on  the  Dublin  pharma- 
copoeia, with  translation,  by  F.  Barker  and  W.  F.  M.,  1830. 

Monthly  gazette  of  health ; [or,  Popular  medical,  dietetic,  and 
general  philosophical  journal ;]  by  R.  Reece.  [London,  1816-20.1 
Vol.  1-4. 

Monthly  journal  of  medical  science.  See  London  and  Edinburgh 
monthly  journal  of  medical  science. 

Monthly  journal  of  science.  See  Journal  of  science. 

Monthly  retrospect  of  the  medical  sciences.  See-  London  and  Edin- 
burgh monthly  journal  of  medical  science. 

Monthly  review  of  dental  surgery.  See  British  Dental  Association. 

Montpellier.  Gay  ([H.  F.]  F.),  Essai  d’une  monographie  locale 
des  conjuguees,  1884. 

■ — Marty  (A.  P.),  La  pliarmacie  k Montpellier,  1889. 

— Planchon  (G.),  Materiaux  pour  la  flore  medicale,  1868. 

Moor  (C.  G.).  See  Pearmain  (T.  H.)  & C.  G.  M. 

Moore  (David).  Concise  notices  of  British  grasses,  best  suited  for 
agriculture,  with  preserved  specimens.  Third  edition.  Dublin, 
1851.  4 + 80  p.  + 1 pi.  * 

Moore  (Francis).  Travels  into  the  inland  parts  of  Africa;  to 
which  is  added,  Stibbs’s  voyage  up  the  Gambia  in  1723,  etc. 
Second  edition.  London,  [1735  ?].  11  + 13  + 228  + 88  + 26  p. 

+ 12  pi.  %.  * 

Moore  (Frederic).  Notes  on  the  silk-producing  insects  of  India 
and  its  adjacent  countries.  [London,  1862.]  8 p.,  n.  t.-p. 

(Pam.  36.) 

Moore  (George  Fletcher).  Diary  of  ten  years  of  an  early  settler 
in  Western  Australia.  London,  1884.  12  + 424+  14  + 120  p. 

Moore  (James).  Essay  on  the  materia  medica,  in  which  the  theories 
of  the  late  Dr.  [W.]  Cullen  are  considered.  London  1792 
16  + 330  p. 

Moore  (Spencer).  See  De  Tabley  {Lord). 

Moore  (Spencer  Le  Marchant).  See  Journal  of  botany,  1877-79. 
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Moore  (Thomas).  Handbook  of  British  ferns  ; comprising  scientific 
and  popular  descriptions,  engravings,  and  instructions  for  cul- 
tivation. Second  edition.  London,  1853.  4 + 232  p. 

See  also  Baildon  (H.  C.),  Specimens  of  nat.-printed  ferns,  1869. 

— See  also  Bindley  (J.)  & T.  M.,  Treasury  of  botany,  a popularr 

dictionary  of  the  vegetable  kingdom,  1866  ; new  ed.,  1874. 
Moore  (William  D.).  Outline  of  the  history  of  pharmacy  in  Ire- 
land. Dublin,  1848.  40  p.  (Pam.  40.) 

Moquin-Tandon  ([Christian  Horace  Benedict]  A[lfred]).  Ele- 
ments de  zoologie  medicale.  Paris,  1860.  16  + 428  p.  If.  * 

Eng.  Elements  of  medical  zoology,  by  A.  M.  ; translated  and, 

edited  by  It.  T.  Hulme.  London,  1861.  2 + 14  + 424  p. 

Elements  de  botanique  medicale,  par  A.  M.  Seconde  edition.) 

Paris,  1866.  20  + 544  p. 

Morandi  (Joannes  Baptista).  Historia  botanica  practica,  seu  Plan- 
tarum,  quse  ad  usum  medicinse  pertinent,  nomenclatura,  de- 
scriptio,  et  virtutes.  Mediolani,  1761.  14+  164  p.  +68  pi.  * 

Moreira  (Nicolao  Joaquim).  Diccionario  de  plantas  medicinaess 
Brasileiras.  Rio  de  Janeiro,  1862.  146  p.  15.  * 

Morel  (Julius).  Turpentines  and  resinous  products  of  the  conifers. 
[London,  1877-79.]  24  p.,  n.  t.-p.  (Pam.  7.) 

— L’alimentation : expose  des  principes  qui  doivent  servir  da 

guide  pour  le  choix  hygienique  et  economique  de  la  nourriture 
suivi  de  quelques  considerations  sur  l’alimentation  des  alienes-. 
[Gand,  1880-81  ?]  58  p.,  n.  t.-p.  (Pam.  12.) 

— See  also  Dragendorff  (G.),  Sur  la  recherche  des  substances 

am^res  dans  la  bi<+e,  1874 Analyse  chimique  de  quelques 
drogues  actives  et  de  leur  preparations  pharmaceutiques,  18766, 

See  also  Hirschsohn  (E.),  Etude  comparative  du  galbanum  et  dd 

la  gomme  ammoniaque,  etc.,  1876. 

— See  also  Simmonds  (P.  L.),  Les  richesses  de  la  nature,  1877. 

— See  also  Societe  de  medecine  de  Gand,  Rapport  sur  le  memoiree 

“ Ilistoire  des  progres  de  medecine  mentale,”  1876  ; — Rapponi 
sur  les  inconvenients  que  presentent  les  tuyaux  en  plomb,  18  ( / 
Morell  ( J.  D.).  Grammar  of  the  English  language,  together  with  ai 
exposition  of  the  analysis  of  sentences.  New  edition.  Londomi 
[1865?].  4+  124  p. 

Series  of  graduated  exercises  adapted  to  M.’s  Grammar  ana 

analysis.  New  edition.  London,  [1865  ?].  64  p. 

Morelli  (Giacinto).  See  Gallo  (G.),  Farmacopea  italiana,  1881. 
Morellus  (Petr.).  Methodus  prsescribendi  formulas  remediorumi 
cum  adjuncto  materise  medicse  systemate ; aucta,  variisquil 
modis  illustrata  a Gerardo  Leon.  Blasio.  Amstelodami,  165.. 
48  + 640  p.,  engr.  t.-p. 
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Morfit  (Campbell).  Chemical  and  pharmaceutic  manipulations.  Lon- 
don, 1850.  484  p.  + 2 pi. ; wanting  p.  17-24,  probably  not  printed. 

— See  also  Booth  (J.  C.)  <4-  C.  M.,  Report  on  recent  improvements 

in  chemical  arts,  1851. 

Morgagni  (II),  giornale  indirizzato  al  progresso  della  medicina ; 
diretto  dal  professore  S.  Tommasi,  etc.  Napoli,  1876-80. 
Anni  18-22,  pi. 

Morgan  (John)  <£•  T.  Addison.  Essay  on  the  operation  of  poisonous 
agents  upon  the  living  body.  London,  1829.  8 +-  92  p.  (Pam.  34.) 
Morison  (Robert).  Praeludia  botanica.  London,  1669.  32  + 504  p. 
Morley  (H[enry]  Forster).  Outlines  of  organic  chemistry.  London, 
1886.  20  + 490  p. 

— See  also  Watts  (H.),  Dictionary  of  chemistry,  1888-94. 

Morley  (John).  Twenty-fifth  edition  of  an  Essay  on  the  nature 

and  cure  of  scrophulous  disorders,  commonly  called  king’s 
evil ; with  cases,  remedies  used,  and  coloured  plate  of  the  herb 
vervain.  London,  1787.  90  p.  + 1 col.  pi.  (Pam.  47.) 

Morphia  or  Morphine.  Dragendorff  ([C.]),  Beitrage  fur  den 
gerichtlich-chemischen  Nachweis  des  Morphins  in  thierischen 
Fliissigkeiten  und  Geweben,  [1868]. 

— Fricker  (E.),  Tiber  die  Bestimmung  des  Morphingehaltes  in  den 

Opiumpraparaten,  1874. 

— Jennings  (O.),  On  the  cure  of  the  morphia  habit,  1890. 

— Schneider  (R.),  Tiber  das  Schicksal  des  Caffeins  im  Thierkorper 

nebst  Untersuchungen  liber  den  Nachweis  des  Morphins  im 
Harn,  1884. 

Morries  (John  Davies).  See  Graves  (G.)  <&  J.  D.  M. 

Morris  (James).  Germinal  matter  and  the  contact  theory:  essay 
on  morbid  poisons.  Second  edition.  London,  1867.  8 + 112  p. 
Morris  (Robert),  J.  Kendrick,  <£•  others.  Edinburgh  medical  and 
physical  dictionary.  Edinburgh,  1807.  2 vol.,  66  pi. 

Mortola.  Fluckiger  (F.  A.),  Easter  holiday  in  Liguria,  etc.,  1877. 

— Fluckiger  (F.  A.),  La  Mortola,  1885-86. 

— Hanbury  (T.),  Alphabetical  catalogue  of  plants,  1897. 

Morton  (W.  J.  T.).  Manual  of  pharmacy  fop  the  student  of 
veterinary  medicine  ; containing  the  substances  employed  at 
the  Royal  Veterinary  College,  and  the  pharmacopoeia  of  that 
institution.  Second  edition.  London,  [1839  ?].  10  + 296  p. 

+ 1 tab. 

— Same.  Third  edition.  London,  [1843  ?].  352  p.  + 1 tab. 

— Same.  Sixth  edition.  London,  1860.  2 + 544+6  p.  + 1 tab. 

— Same.  Seventh  edition.  London,  1868.  16  + 568  p.  +1  tab. 

— Same.  Eighth  edition.  London,  1880.  16  + 568  p.  +1  tab. 

— See  also  Veterinarian,  1857-67. 
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Morton  (William  Thomas  Green).  See  United  States  of  America, 
Congress,  Statements,  supported  by  evidence,  of  W.  T.  G.  M.,, 
on  his  claim  to  the  discovery  of  the  anaesthetic  properties  of 
ether,  etc.,  1853. 

Morwyng  (Peter).  See  Gesner  (C.),  Treasure  of  Evonymus,  1559. 
Moschus.  Heusinger  (C.  F.),  Meletemata  quaedam  de  antiquitatibus- 
castorei  et  moschi,  [1852  ?]. 

Moscow.  See  Academia  Imperialis  Medico-chirurgica  Mosquensis. 
Moseley  (Henry).  Treatise  on  hydrostatics  and  hydrodynamics. 

Cambridge,  1830.  12  + 290  p.  +4  pi. 

Moseley  (Henry  Nottidge).  See  Quarterly  journal  of  micro- 
scopical science,  1883-89. 

Mosses.  Bagnall  (J.  E.),  Handbook  of  mosses,  2nd  ed.,  1886. 

— Gardiner  (W.),  Twenty  lessons  on  British  mosses,  1846. 

— Hobkirk  (C.  P.),  Synopsis  of  the  British  mosses,  1873. 

— Holmes  (E.  M.)  <Sc  F.  Brent,  Mosses  of  Devon  and  Cornwall,. 

[1868-69?]. 

— Treffner  (E.),  Beitriige  zur  Ohemie  der  Laubmoose,  1881. 

— West  (W.),  On  mosses,  1878. 

Motherby  (G.).  New  medical  dictionary  ; or  General  repository  of 
physic.  Second  edition.  London,  1785.  6 + 716  p.  +26  pi.; 

wanting  pi.  3-10,  13,  15-17. 

Motion.  Kenrick  (W.),  Lecture  on  the  perpetual  motion,  1771. 

— Tyndall  (J.),  Heat  a mode  of  motion,  2nd  ed.,  1865  ; 5th  ed.,. 

1875  ; 6th  ed.,  1880. 

Mould,  fungi.  Cooke  (M.  C.),  Rust,  smut,  mildew,  and  mould,  1865j 

— Trouessart  (E.  L.),  Microbes,  ferments,  and  moulds,  1886. 

Mould  (Vegetable).  Darwin  (C.  [R.]),  Formation  of  vegetablee 

mould,  through  the  action  of  worms,  4th  thousand,  1881. 
Mousnier  (Jules).  Les  champignons  dans  le  departement  de  la 
Charante-inferieure  ; these.  Paris,  1873.  74  p.  (Pam.  5.) 

Moutabea.  Martius  (C.  F.  P.  v.),  Uber  die  Stellung  der  Pflanzen-. 

gattungen  Moutabea  ...  im  naturlichen  Systeme,  1856. 
Movement  cure.  Roth  (M.),  Handbook,  1856. 

Mowbray  (G.  M.).  Conspectus  of  the  pharmacopoeias  of  London 
Edinburgh,  Dublin,  Paris,  and  the  United  States.  Pages  1—96 : 
(In  Pharmaceutical  times,  1846-47,  vol.  1-2.) 

Mucor.  Wenckiewicz  (B.),  Das  Verhalten  des  Schimmelgenus' 
Mucor  zu  Antisepticis,  etc.,  1880. 

Mud.  Hamberg  (N.  P.),  Undersokning  af  badgytjan  vid  Marstrand 
1878. 

— Johanson  (E.),  Untersuchung  eines  Wassers  und  Schlammes- 

[1878], 

Mueller.  See  Muller. 
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Muir  (M[atthew]  M[oncriefi]  Pattison).  Treatise  on  the  principles 
of  chemistry.  Cambridge,  1884.  24  + 488  p. 

— Same.  Second  edition.  Cambridge,  1889.  28  + 490  p. 

— See  also  Fleischer  (E.),  System  of  volumetric  analysis,  transl.,  1877. 

— See  also  Lassar-Cohn  {Dr.),  Chemistry  in  daily  life,  1896. 

— See  also  Lupke  (R.),  Elements  of  electro-chemistry,  1897. 

— See  also  Ostwald  (W.),  Solutions,  1891. 

— See  also  Thorpe  (T.  E.)  <£■  M.  M.  P.  M.,  Qualitative  chemical 

analysis,  1874. 

— See  also  Watts  (H.),  Dictionary  of  chemistry,  1888-94. 

Muir  (M[atthew]  M[oncrieff]  Pattison)  & D.  M.  Wilson.  Elements 
of  thermal  chemistry.  London,  1885.  16  + 312  p.  +1  pi. 

Mulder  (G[errit  Jan]).  Liebig’s  question  to  Mulder  tested  by 
morality  and  science  ; translated  by  P.  F.  H.  Fromberg ; [with 
introd.  by  J.  F.  W.  Johnston],  London,  1846.  8 + 124  p. 

— Chemistry  of  vegetable  and  animal  physiology ; translated  by 

P.  F.  IT.  Fromberg  ; with  introduction  and  notes  by  J.  F.  W- 
Johnston.  Edin.  and  London,  1849.  12  + 828  + 28  p.  +20  pi. 

— Chemistry  of  wine  ; [translated  from  the  German,  and]  edited  by 

H.  B.  Jones.  London,  1857.  12  + 392  p. 

— De  la  biere  : sa  composition  chimique,  sa  fabrication,  son  emploi 

comme  boisson  ; traduit  du  hollandais  par  A.  [A.]  Delondre. 
Troisieme  edition.  Paris,  1865.  8 + 444  p. 

Miiller  {Baron  Ferd[inand]  von).  Eucalyptographia  : a descriptive 
atlas  of  the  eucalypts  of  Australia  and  the  adjoining  islands. 
Melbourne,  1879-84.  Decades  1-10.  2 copies. 
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New  South  Wales  edition.  Sydney,  1881.  10  + 404  p. 

— Same.  New  Victorian  edition.  Melbourne,  1885.  10  + 466  p. 

— Same.  Eighth  edition.  Melbourne,  1891.  2 + 8 + 598  p. 

— See  also  Bentham  (G.)  <£■  F.  v.  M.,  Flora  Australiensis,  1863-78. 

— See  also  Victoria,  Government,  Systematic  census  of  Australian 

plants,  by  F.  v.  M.,  1882-89  ; — Key  to  the  system  of  Victorian 
plants,  1885-88. 
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tory essays,  1861  ; — Die  Colonie  Vic.,  1861  ; Essais  divers,  1861. 
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Muller  (Hermann).  The  fertilisation  of  flowers  ; translated  [from 

the  German]  and  edited  by  D ’Arcy  W.  Thompson ; with 
illustrations.  London,  1883.  12  + 670  p. 

Muller  (J[eanj  B[aptiste]).  Botanisch-prosodisches  Worterbuch 
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Convolvulins  und  Jalapins  im  Thierkorper;  Dissertation. 
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W ISSENSCH  AFTEN. 

See  POLYTECHNISCHER  VEREIN  FUR  DAS  KoNIGREICH  BAYERN. 

Municipal  corporation  boundaries.  Great  Britain  and  Ireland, 
House  of  Commons,  Municipal  corporation  boundaries,  reports, 
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Roll  of  the  R.  C.  of  P.  from  1518  to  1825,  2nd  ed.,  1878. 
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System  of  materia  medica  and  pharmacy  : [including  processes 
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1871. 

Museum  of  Practical  Geology,  London.  See  Great  Britain  and 

Ireland,  Museum  of  Practical  Geology. 

Museums.  See  above ; also  Bethnal  Green  Branch  Museum  ; — 
British  Museum;— India  Museum; — New  South  Wales,  Legis- 
lative Assembly,  Report  upon  certain  museums  in  Europe,  by 
A.  Liversidge,  1880 ; — New  South  Wales,  Technological 
Museum; — Odontological  Society  of  Great  Britain; — Parkes 
Museum  of  Hygiene  ; — Pharmaceutical  Society  of  Great 
Britain  ; — Rackstrow  ; — Raffles  Library  and  Museum  ; — 
Royal  College  of  Surgeons  of  England  ; — Royal  Society 
of  London; — St.  Thomas’s  Hospital; — Victorian  Chemists’ 
Assistants’  Association. 

Music.  Athenaeum,  journal  of  literature,  ...  music,  etc.,  1871-1900. 

Musical  instruments.  Rimbault  (E.  F.),  Musical  instruments,  2nd 
ed.,  1878. 

Musk.  See  Moschus. 

Muspratt  ([James]  Sheridan).  Chemistry,  theoretical,  practical, 
and  analytical,  as  applied  and  relating  to  the  arts  and  manu- 
factures. Glasgow,  [1853-61].  2 vol.,  14  por. 

[ — ] Same.  [New  edition,  by  C.  W.  Vincent  and  others.]  London, 
[1877-79?].  2 vol.,  bound  in  8 divisions,  53  pi. 

— See  also  Plattner  (C.  F.),  Use  of  the  blowpipe,  2nd  ed.,  1850. 

Mussat  (E.).  See  Baillon  (H.  E.),  Dictionnaire  de  botanique. 

Mussgiller  (Frederick  C.).  Note  on  collodion.  (In  Squibb,  E.  R., 

Report  on  U.S.  pharmacopceia,  etc.,  1870,  p.  66-68.) 

Mutel  (D.  Ph.).  Des  poisons  consideres  sous  le  rapport  de  la  mede- 
cine  pratique  et  de  la  medecine  legale.  Paris,  1830.  14  + 560  p. 

Muter  (John).  Key  to  organic  materia  medica.  London,  1873. 
6 + 148  p.,  interleaved. 

— Same.  Fifth  edition.  London,  1884.  80  + 518  + 8 p. 
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Muter  ( J ohn) — continued. 

— Introduction  to  pharmaceutical  and  medical  chemistry.  London, 

[1874].  14  + 786  p.  +1  tab. 

— Same.  Another  copy.  0§.  * 

— Same.  [Second  edition,  part  1 :]  theoretical  and  descriptive. 

London,  [1879],  16  + 424  p. 

— Introduction  to  analytical  chemistry  : practical  portion  [or  part  2] 

of  the  [Introduction  to]  pharmaceutical  and  medical  chemistry. 
Second  edition.  London,  [1878].  12  + 240  p. 

— Short  manual  of  analytical  chemistry.  Third  edition.  London, 

1887.  12  + 200  p.  +1  tab. 

— Same.  Fourth  edition.  London,  1890.  12  + 200  p.  +ltab. 

— Same.  Eighth  edition.  London,  1898.  14+230  p. 

— See  also  Analyst,  1877-91. 

Mutis  (Jose  Celestino).  See  Great  Britain  and  Ireland,  India 
Office,  Chinchona  species  of  New  Granada,  containing  de- 
scriptions by  M.,  etc.,  1867. 

— See  Linne  (C.  v.),  Selection  of  the  correspondence  of  Linnaeus, 

1821,  Note. 

Muwaffak  bin  Ali  (Abu  Mansur).  Codes  Vindobonensis,  sive 
Liber  fundamentorum  pharmacologiae ; linguae  ac  scripturae 
Persicae  specimen  antiquissimum ; textum  edidit,  in  Latinum 
vertit,  commentariis  instruxit  F.  It.  Seligmann.  Vindobonae, 
1859.  56  + [272]  p.  +3  pi.  %.* 

— Lat.  Liber  fundamentorum  pharmacologiae  ; donavit  R.  Selig- 

mann. Vindobonae,  1830.  Pars  1,  92  p.  U.  * 

— Ger.  Die  pharmakologischen  Grundsatze,  iibersetzt  von  A.  0. 

Achundow.  (. In  Kaiserlich  Universitat  Dorpat,  Historische 
Studien,  1893,  Bd.  3,  p.  137-414.)  * 

Mycetoma.  Hogg  (J.),  Mycetoma,  the  fungus-foot  disease  of 
India,  1872. 

Mycetozoa.  Bary  ([II.]  A.  de),  Comparative  morphology  and 
biology  of  the  fungi,  mycetozoa  and  bacteria,  1887.  * 

— Rostafinski  ([J.  T.  v.]),  Contributions  to  mycologia  Britannica, 

myxomycetes,  translated  by  M.  C.  Cooke,  1877. 

Mycographia  or  Mycology.  See  Fungi. 

Myddvai.  See  Society  for  the  Publication  of  Ancient  Welsh 
Mss.,  Physicians  of  Myddvai,  Meddygon  Myddfai,  1861. 
Myoctonin.  Einberg  (F.),  Beitr'age  zur  Kenntniss  des  Myoctonins, 
1887. 

— Salmonowitz  (S.),  Beitriige  zur  Ivenntniss  der  Alcaloide  des 

Aconitum  Lycoctonum,  2,  Myoctonin,  1885. 

Myrepsus  (Nicolaus).  See  Medicae  artis  principes,  1567,  tom.  2. 
Myristica.  Paullini  (C.  F.),  Moschokarvographia,  1704.  * 
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Myrrh.  Eiirenberg  (0.  G.),  De  myrrhae  in  itinere  per  Arabiam  et 
Habessiniam  detectis  plantis,  1841.  * 

Myxogastres.  Masser  (G.),  Monograph,  1892. 

Myxomycetes.  See  Mycetozoa. 

N.  (F.).  See  Picard  (H.),  New  dictionary,  English  and  Dutch, 
5th  ed.,  1877. 

Nageli  (Carl).  Memoir  on  the  nuclei,  formation,  and  growth  of 
vegetable  cells  ; translated  [from  the  German]  by  A.  Henfrey. 
(In  Ray  Society,  Reports  on  botany,  1845,  p.  213-92,  pi. 
6-7.)  * 

Nageli  (Carl)  <6  S.  Schwendener.  The  microscope  in  theory  and 
practice ; translated  from  the  German : with  illustrations. 
London,  1887.  12  + 382  p. 

Nails.  Aitken  (W.  C.),  Guns,  Nails,  etc.,  2nd  ed.,  1878. 

Names.  Smith  (B.  E.),  The  century  cyclopedia  of  names,  1894.  * 
Napheys  (George  H.).  Modern  medical  therapeutics ; a compen- 
dium of  recent  formulae  and  specific  therapeutical  directions. 
Seventh  edition.  London,  1881.  604  p. 

Naphtha.  Hocken  (E.  O.),  Practical  inquiry  into  the  value  of 
medicinal  naphtha  in  tubercular  phthisis,  1844. 

Napier  (James).  Manual  of  the  art  of  dyeing,  [including  chemis- 
try]. Glasgow,  1853.  16  + 408  p. 

— Manual  of  dyeing  and  dyeing  receipts.  Third  edition  [of  the 

preceding  work].  London,  1875.  28  + 420  p. 

— Manual  of  electro-metallurgy.  Fifth  edition.  London,  1876. 

14  + 216  p. 

Naquet  ([Joseph]  A[lfred]).  Principles  of  chemistry,  on  modern 
theories ; translated  from  the  second  [French]  edition  by  W. 
Oortis  ; revised  by  T.  Stevenson.  London,  1868.  28  + 848  p. 

Narceine.  Schmemann  (B.),  Beitrage  zu  dem  gericlitlich-che- 
mischen  Nachweis  des  Narcein’s  in  thierischen  Flussigkeiten 
und  Geweben,  1870. 

Narceine  (Hydrochlorate  of).  Petit  (A.),  Conservation  de  Tackle 
hydrocyanique,  Chlorhydrate  de  narceine,  etc.,  1873. 

Narcotine.  Dragendorff  ([G.]),  Beitrage  fiir  den  gerichtlich- 
chemischen  Nachweis  des  Narkotins  in  thierischen  Fliissig- 
keiten  und  Geweben,  [1868]. 

Nass  (Paul).  TJeber  den  Gerbstoffe  der  Castanea  vesca  ; Disser- 
tation. Dorpat,  1884.  40  p.  (Pam.  27.) 

Natal.  Descriptive  catalogue  of  contribution  to  the  International 
Exhibition  of  1862,  by  Dr.  [R.  J.  ?]  Mann.  London,  [1862]. 
32  p. 

— See  also  Harvey  (W.  II.)  & O.  W.  Sonder,  Flora  Capensis. 
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National  Association  of  General  Practitioners.  See  Society  op 
Apothecaries,  Address  to  general  practitioners,  1845  ; — Three 
reports  by  the  joint  deputation,  1846. 

[National  Convention  for  Revising  the  Pharmacopoeia,  formerly 
National  Medical  Convention,  Washington .]  Pharmacopoeia  of 
the  United  States  of  America,  by  the  authority  of  the  medical 
societies  and  colleges.  Boston,  1820.  272  p. 

— Same.  [Second  decennial  revision,]  by  authority  of  the  National 

Medical  Convention.  Philadelphia,  1842.  24  + 280  p. 

— Same.  [Third  decennial  revision.]  Phila.,  1851.  24  + 318  p. 

— Same.  [Third  decennial  revision,]  second  edition.  Philadelphia, 

1855.  24  + 318  p. 

— Same.  Fourth  decennial  revision,  by  authority  of  the  Nat.  Conv. 

for  Revising  the  Pharmacopoeia.  Phila.,  1864.  28  + 400  p. 

— Same.  Fifth  decennial  revision.  Phila.,  1873.  22  + 384  p.  2 copies. 

— Same.  Sixth  decennial  revision.  Philadelphia,  1883.  44  + 488  p. 

2 copies. 

— Same.  Seventh  decennial  revision.  Philadelphia,  1893.  60  + 

604  p.  2 copies. 

— Ger.  Pharmakopoe  der  Vereinigten  Staaten  von  Nordamerika, 

1842.  Leipzig,  1844.  12  + 104  p.  (In  Codex  der  Pharma- 

kopoen,  7.  Section.) 

— Digest  of  criticisms  on  the  U.  S.  P.  1880.  New  York,  1889-90. 

Parts  1-3. 

— See  also  American  Pharmaceutical  Association,  Report  on  the 

revision  preliminary  to  the  Convention  of  1880. 

— See  also  Attfield  (J.),  Chemistry,  3rd  ed.,  1871 ; 5th  ed.,  1873  ; 

7th  ed.,  1876;  8th  ed.,  1879;  10th  ed.,  1883;  12th  ed.,  1889; 
14th  ed.,  1894  ; 16th  ed.,  1899. 

— See  also  Bigelow  (J.),  Treatise  on  the  materia  medica,  1822. 

— See  also  Braithwaite  (J.  O.),  Pharmaceutical  formulary,  1899. 

— See  also  Mowbray  (G.  M.),  Conspectus  of  pharmacopoeias,  1846-7. 

— See  also  Oldberg  (O.)  & O.  A.  Wall,  Companion,  1884. 

— See  also  Squibb  (E.  R.),  Report  on  the  U.  S.  pharmacopoeia, 

1870  ; — Notes  on  the  revision  in  1880,  1879. 

— See  also  Stille  (A.)  & J.  M.  Maisch,  National  dispensatory. 

— See  also  Wood  (G.  B.)  <£•  F.  Bache,  Dispensatory  of  the  U.  S. 
National  Dental  Hospital  and  College,  London.  [Report,  prospectus, 

efo]  London,  [1879].  44  p. 

National  dispensatory.  See  Stille  (A.)  &•  J.  M.  Maisch,  1879,  etc. 
National  formulary  of  unofficinal  preparations.  See  American 
Pharmaceutical  Association,  1st  issue,  1888;  revised  ed.,  1896. 
National  Medical  Convention,  Washington.  See  National  Conven- 
tion for  Revising  the  Pharmacopoeia. 
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National  Pharmaceutical  Convention,  Philadelphia.  See  American 
Pharmaceutical  Association. 

Natron  lake  of  Loonar.  Smith  (G.),  Description,  1856. 

Natural  history.  (See  also  Acclimatisation  ; — Biology; — Botany  ; — 
Geology; — Zoology,  etc.  ; also  Natural  science.) 

— Annales  des  sciences  naturelles,  1858-1900.  * 

— Annals  and  magazine  of  natural  history,  1851-1900.  * 

— Annals  of  philosophy,  or  Magazine  of  ...  nat.  history,  1813-26. 

— Bacon  (F.  Lord),  Sylva  syl varum,  3rd  ed.,  1631.  * 

New  Atlantis  [a  fable],  * 

— [Bancroft  (E.),]  Essay  on  the  natural  history  of  Guiana,  1769. 

— Biberg  (I.  J.),  (Economy  of  nature,  1762. 

— Blumenbach  (J.  F.),  Manual  of  the  elements  of  natural  history, 

1825. 

— Bomare  (V.  de),  Dictionnaire  raisonne  universel  d’histoire 

naturelle,  nouv.  ed.,  1775.  * 

— Bontius  (J.),  Historiae  naturalis  Indiae  orientalis  libri  6,  1658.  * 

— Buffon  ([G.  G.  L.]),  Natural  history  abridged,  new  ed.,  1821. 

— Canada,  Geological  and  Natural  History  Survey,  Report  of 

progress  for  1879-97. 

— Cauvet  (D.),  Nouveaux  elements  d’histoire  nat.  medicale,  1869. 

— [Chambers  (R.),]  Vestiges  of  the  natural  history  of  creation, 

10th  ed.,  1853. 

— Cours  complet  d’histoire  naturelle  medicale  et  pharmaceutique, 

1835.  * 

— Darwin  (C.  [R.]),  A naturalist’s  voyage,  16th  thousand,  1884. 

— Edinburgh  philosophical  journal,  1819-26. 

— Fourcroy  ([A.  F.  de]),  Elements  of  natural  history  and 

chemistry,  1790. 

— Guibourt  (N.  J.  B.  G.),  Histoire  des  drogues,  1820;  2de  ed., 

1826;  3me  ed.,  1836;  4me  ed.,  1849-51;  6me  ed.,  1869-70; 
7me  ed.,  1876.  * 

— Holmesdale  Natural  History  Club,  Reigate  (see). 

— Humboldt  ([F.  H.]  A.  v.),  Aspects  of  nature,  1850. 

— Intellectual  observer,  review  of  natural  history,  etc.,  1866-68. 

— Kentish  (R.),  Essay  on  method  of  studying  nat.  history,  1787. 

— Linne  (C.  v.),  Selection  of  correspondence  of  Linnaeus,  etc.,  1821. 

— Mace  (M.),  Essai  sur  l’origine  et  la  constitution  des  etres  et 

objets  de  la  nature,  compris  l’homme,  1879. 

— McNicoll  (D.  H.),  Dictionary  of  natural  history  terms,  1863.  * 

— Marcgrav  (G.),  Historia  rerum  naturalium  Brasiliae,  1648. 

— Medical  and  physical  journal,  1799-1821  (see). 

— Natural  history  review,  1859,  1861-62. 

— Pages  (J.  B.),  L’ceconomie  des  trois  families  du  monde,  1625. 
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— Peyrilhe  (B.),  Tableau  methodique  d’un  cours  d’histoire  natu- 

relle  medicale,  nouv.  4d.,  1804.  * 

— Philosophical  magazine,  1827-32.  * 

— Piso  (G.  [or  W.]),  De  Indiae  utriusque  re  naturali  et  medica, 

1658.  * 

— [Plinius  secundus  (C.),  Historie  of  the  world,  commonly  called 

Naturali  historie,  by  P.  Holland,  1601.] 

— Ramos  (A.  G.),  Noticia  do  archipelago  dos  Agores,  2a  ed.,  1871. 

— Recreations  in  agriculture,  etc.,  by  J.  Anderson,  1799-1802. 

— Richard  (A.),  Elemens  d’histoire  naturelle  medicale,  1831. 

— Royle  (J.  F.),  Illustrations  of  the  botany  and  other  branches  of 

the  nat.  hist,  of  the  Himalayan  mountains,  etc.,  183[3-40].  * 

— Salle  (L.),  Cours  elem.  d’hist.  naturelle  des  medicamens,  1817. 

— Smith  (F.  P.),  Contributions  to  ...  nat.  history  of  China,  1871. 

— Stillingfleet  (B.),  Miscellaneous  tracts,  2nd  ed.,  1762. 

— Walcott  (S.),  New  and  complete  natural  history,  [1795  ?]. 

— Walker  (J.),  Lectures  on  natural  history,  ms.  * 

Institutes  of  natural  history,  heads  of  lectures,  1792. 

— Waterton  (C.),  Essays  on  n.  h.,  chiefly  ornithology,  2nd  ed.,  1838. 
Natural  history  review,  and  quarterly  journal  of  science  ; edited  by 

W.  H.  Harvey,  S.  Haughton,  A.  R.  Hogan,  and  E.  P.  Wright. 
London,  Dublin,  1859.  Vol.  5,  pi. 

— Natural  history  review  : a quarterly  journal  of  biological  science ; 

by  G.  Busk,  W.  B.  Carpenter,  F.  Currey,  J.  R.  Greene,  T.  H. 
Huxley,  J.  Lubbock,  R.  M‘Donnell,  D.  Oliver,  P.  L.  Sclater, 
W.  Thomson,  [&]  E.  P.  Wright.  Lond.,  1861-2.  Yol.  1-2,  pi. 
Natural  philosophy.  See  Physics. 

Natural  science.  ( See  also  the  separate  sciences,  Astronomy, 

Chemistry,  Physics,  Physiography,  etc.,  and  their  several  sub- 
divisions ; also  Natural  history,  and  its  divisions.) 

— Academia  Cesarea  Leopoldino-Carolina  Germanica  Nature 

Curiosorum,  Nova  acta,  1846,  1865-99. 

— Academie  des  sciences,  Paris,  Comptes  rendus,  1843-1900.  * 

— - Academie  imp.  des  sciences  de  St.  Petersbourg,  Memoires,  1860. 

— Ainslie  (W.),  Materia  Indica,  [with]  list  of  oriental  books  con- 

nected with  general  science,  1826. 

— Annals  of  electricity,  guardian  of  experimental  science,  1836-43. 

— [Annals  of  philosophical  discovery,  and  monthly  reporter  of  the 

progress  of  science,  1843.] 

— Atheneum,  journal  of  literature,  science,  etc.,  1871-1900. 

— Baildon  (H.  B.),  The  spirit  of  nature,  1880. 

— Becker  (B.  H.),  Scientific  London,  1874. 

— Bert  (P.),  First  year  of  scientific  knowledge,  1885  ; 3rd  ed.,  1886. 
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Natural  science — continued. 

■ — Brands  (W.  T.)  <£•  G.  W.  Cox,  Dictionary  of  science,  literature, 
and  art,  new  edition,  18[66-]67.  * 

— Brewster  (D.),  Letters  on  natural  magic,  1832. 

— British  annals  of  medicine  and  general  science,  1837. 

— British  Association  for  the  Advancement  of  Science,  Report 

[38th-45tk  meeting,  1868-75],  1869-76. 

Address  by  R.  I.  Murchison,  president,  1846. 

— Buchner  ([F.  C.  0.]  L.),  Science  et  nature,  essais,  1866. 

— Commercium  litterarium  ad  rei  medicse  et  scientne  naturalis,  etc., 

1737-45. 

— Constable  (H.  S.),  Fashions  of  the  day  in  medicine  and  science, 

1879. 

— Declaration  of  students  of  the  natural  and  physical  sciences, 

[1865?]. 

— Dumas  (J.  [B.  A.])  & J.  B.  [J.  D.]  Boussingault,  Chemical  and 

physiological  balance  of  organic  nature,  3rd  ed.,  1844. 

— Edinburgh  philosophical  journal,  1819-26,  1854-56. 

— Encyclopedia  Americana,  1883-89.  * 

— Encyclopedia  Britannica,  9th  ed.,  1875-89.  * 

— Friedlander  (R.)  <£•  Sohn,  Bibliotheca  mathematica  et  physica, 

Lager-Catalog,  1874-75. 

Bibliotheca  historico-naturalis  et  mathematica,  18[78-]80.  * 

— Galloway  (R.),  Education  scientific  and  technical,  1881. 

— Gore  (G.),  Art  of  scientific  discovery,  1878. 

■ — Great  Britain  and  Ireland,  Admiralty,  Manual  of  scientific 
enquiry,  by  J.  F.  W.  Herschel,  2nd  ed.,  1851  ; 4th  ed.,  1871. 

— Hardwicke’s  science-gossip,  1865-93; — Science  gossip,  1894-1900. 
• — - Helmholtz  (H.  [L.F.]),  Popular  lectures  on  scientific  subjects,  1881. 

— Huxley  (T.  H.),  Science  and  culture,  and  other  essays,  1881. 

— Intellectual  observer,  review  of  ...  recreative  science,  1866-68. 

— Jevons  (W.  S.),  The  principles  of  science,  1883. 

— Jourdan  (A.  J.  L.),  Dictionnaire  des  termes  usites  dans  les 

sciences  naturelles,  1834.  * 

— Journal  of  science,  [quarterly,]  1864  ; — monthly,  1879-85.  * 

— Kaiserliche  Akademie  der  Wissenschaften  in  Wien,  Anzeiger, 

mathematisch-naturwissenschaftliche  Classe,  1864-95.  * 

— Konigliche  bayerisciie  Akademie  der  Wissenschaften,  Gelehrte 

Anzeigen,  Bulletin,  1856,  Nr.  2,  3,  6. 

— Literary  and  Philosophical  Society  of  Manchester,  Memoirs, 

1793-1900,  etc. 

— Moniteur  scientifique,  par  Quesneville,  1873-93. 

— Natural  science,  a monthly  review,  1895-97. 

— Nature,  a weekly  illustrated  journal  of  science,  1869-1900.  * 
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— Nova  Scotia  Institute  of  Science,  Proceedings  and  transactions 

for  1883-98. 

— Philosophical  magazine,  1814-17,  1827-1900.  * 

— Philosophical  Society  of  Glasgow,  Proceedings,  1867-68,  1870- 

99.  * 

— Phoebus  [Phobus]  (P.),  Uber  die  Naturwissenschaften  als 

Gegenstand  des  Studiums,  des  Unterrichts  und  der  Priifung: 
angehender  Arzte,  1849. 

— Polytechnisches  Journal,  von  E.  M.  Dingier,  1858-59.  * 

— Popular  encyclopedia ; or,  Conversations  lexicon  : general  dic- 

tionary of  arts,  sciences,  literature,  etc.,  new  ed.,  [1862  ?].  * 

— Popular  science  review,  1866-81. 

— Postal  Microscopical  Society,  International  journal  of  micro- 

scopy and  natui'al  science,  1892-97. 

— Radcliffe  (O.  B.),  Proteus,  or  Law  [or  Unity]  of  nature,  1850. 
A new  departure  in  science,  1886. 

— Royal  Dublin  Society,  Scientific  proceedings,  187[7]-1900. 

Scientific  transactions,  1877-1900. 

— Royal  Institution  of  Gt.  Britain,  [Quarterly]  journal,  1816-30. 

Notices  of  the  proceedings,  1851-98,  etc. 

— Royal  Society  of  Arts  and  Sciences  of  Mauritius,  Transactions, . 

1872.  * 

— Royal  Society  of  Edinburgh,  Proceedings,  1880-99. 

— Royal  Society  of  London,  Philosophical  transactions,  1 7 53— 

1889.  * 

Proceedings,  1854-1900. 

Catalogue  of  scientific  papers  [from]  1800-[83],  1867-96.  * 

— Royal  Society  of  New  South  Wales,  Journal  and  proceedings,. 

1878-99. 

— Schodler  (E-),  Book  of  nature,  edited  by  H.  Medlock,  1851. 

— Science  lectures  for  the  people,  Manchester,  1866-79. 

— Science  progress,  1894-98. 

— Simmonds  (P.  L.),  Science  and  commerce,  their  influence  on  ourr 

manufactures,  1872. 

— Smith  (R.  A.),  Centenary  of  science  in  Manchester,  1883. 

— Smithsonian  Institution  (see). 

— Society  for  the  Diffusion  of  Useful  Knowledge,  Library  of 

useful  knowledge,  natural  philosophy,  1829-38  (see). 

— Student  and  intellectual  observer  of  science,  etc.,  1868-71. 

— Text-books  of  science  (see). 

— - Twining  (T.),  Science  made  easy,  series  of  familiar  lectures,  1876. 

— Tyndall  (J.),  Fragments  of  science,  6th  ed.,  1879. 

New  fragments,  1892. 
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Natural  science  — continued. 

Whewell  (W.),  Philosophy  of  the  inductive  sciences,  1840. 

General  bearing  of  the  Great  Exhibition  on  the  progress  of 

art  and  science,  1852. 

On  the  influence  of  the  history  of  science  upon  intellectual 

education,  1855. 

— Year-book  of  science,  1892-93. 

Natural  science  : a monthly  review.  London,  1895-97.  Vol.  7-10. 
Natural  theology.  See  Theology. 

Nature,  a weekly  illustrated  journal  of  science.  London,  1869-1900. 
Yol.  1-62,  por.,  pi.  * 

Nature-printing.  Baildon  (H.  C.),  Specimens  of  ferns,  1869.  * 
Nature’s  hygiene.  See  Kingzett  (C.  T.),  1880. 

Naudin  (Charles).  See  Decaisne  (J.)  <£•  C.  N.,  Handbook  of  hardy 
trees,  shrubs,  and  herbaceous  plants,  1877. 

Naumann  (C[arl]  F[riedrich]).  Elemente  der  Mineralogie.  Vierte 
Auflage.  Leipzig,  1855.  16  + 480  p. 

Naunyn  (B.).  See  Archiv  fur  experimentelle  Pathologie,  etc. 

Naval  architecture.  Pim  (B.),  Ship-building,  2nd  ed.,  1877. 

— Washington  ( Capt .),  On  naval  architecture,  ships,  steam-engines, 

and  life-boats,  1852. 

Naval  hygiene.  United  States  [of  America],  Navy  Department, 
Naval  hygiene,  by  J.  Wilson,  1870. 

Navigation.  Edinburgh  philosophical  journal,  1820-26  (see). 

— McCulloch  (J.  B.),  Dictionary  of  commerce  and  commercial 

navigation,  2nd  ed.,  1835  ; new  ed.,  1871  * ; supph,  1875-77.  * 

— Pryde  (J.),  Mathematical  tables,  nautical  tables,  etc.,  new  ed., 

1894. 

— Society  for  the  Diffusion  of  Useful  Knowledge,  Library  of 

useful  knowledge,  natural  philosophy,  1829-38,  vol.  3 (see). 

— Vincent  (W.),  The  commerce  and  navigation  of  the  ancients  in 

the  Indian  ocean,  1807.  * 

Neale  (Richard).  Medical  digest,  or  Busy  practitioner’s  vade- 
mecum  ; a means  of  readily  acquiring  information  upon  the 
principal  contributions  to  medical  science  during  the  last  35 
years.  Second  edition.  London,  1882.  12  + 644  + 82  p.  * 

Nectoux  (Hypolite).  Voyage  dans  la  haute  Egypte  ; avec  des  ob- 
servations sur  les  diverses  esp^ces  de  sene.  Paris,  1808.  4 + 

10  + 24  p.  +4  col.  pi.  * 

Nederlandsche  Maatschappij  ter  bevordering  der  Pharmacie. 

Wet.  1845.  16  p.  If.  * 

— Same.  1851.  16  p. 

— Redevoering  ter  opening  van  de  eerste  algemeene  vergadering 

op  30  Junij  1846  door  D.  Pas,  voorzitter,  etc.  24  p.  $5.  * 
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Nederlandsche  Maatschappij  ter  bevordering  der  Pharmacie  — 

continued. 

— Berigten  : van  anno  1845  tot  en  met  anno  1852.  Amsterdam, 

1852.  Nos.  1-29,  and  Register.  * 

— Same.  (In  Tijdschrift  voor  wetenschappelijke  pharmacie,, 

1857-88.) 

— See  also  Stoeder  (W.),  Geschiedenis  der  pharmacie,  1891. 

Nederlandsche  Maatschappij  ter  bevordering  der  Pharmacie, 

Rotterdamsch  Departement.  Supplement  op  de  Pharmacopcea 
Neerlandica,  of  Bereiding  en  beproeving  van  geneesmiddelen, 
niet  in  de  Pharm.  Neerl.  opgenomen.  Vierdedruk.  ’S  G'raven- 
hage,  1867.  12  + 160  p. 

Nederlandsche  Maatschappij  ter  bevordering  van  Nijverheid, 

Tijdschrift.  Haarlem,  1877-86.  Deel  40-49  (or  4.  reeks, 
deel  1-10),  pi. 

Needles.  Aitken  (W.  0.),  Guns,  ...  Pins,  Needles,  etc.,  2nd  ed.,  1878. 
Neem.  Waring  (E.  J.),  On  the  therapeutic  applications  of  the- 
neem  or  margosa  tree,  [1857]. 

Nees  von  Esenbeck  (Christian  Gottfried).  Systema  laurinarum. 

Berolini,  1836.  8 p.  +p.  1-704,  p.  705-20  wanting.  % * 

Nees  von  Esenbeck  (Theodor  Friedrich  Ludwig).  Plantse  medi- 
cinales  oder  Sammlung  offizineller  Pflanzen  ; mit  lithograph- 
ischen  Abbildiingen  von  A.  Henry  und  Beschreibungen  von 
M.  F.  Weyhe,  J.  W.  Wolter  [und]  P.  W.  Funke  ; fortgesetzt 
von  N.  v.  E.  Dusseldorf,  1828-33.  4 Bd.,  552  pi.  * 

Note. — The  plates  are  mostly  coloured  ; nos.  225  and  411  are 
wanting.  On  the  Suppl.-Bd.  1,  the  name  of  N.  v.  E.  only  appears. 

The  title  of  the  volume  of  letterpress  reads  thus  : “ Beschrei- 
bung  officineller  Pflanzen  mit  Beriicksichtigung  der  konigl.  preuss. 
Pharmacopoe,  von  N.  v.  E.,  Weyhe,  Wolter  und  Funke,  1829.” 

Neilgherries.  Soubeiran  (J.  L.),  Pisciculture  dans  les  Neilgherries, 
1870. 

Neligan  (J[ohn]  Moore).  Medicines,  their  uses  and  mode  of 
administration;  including  a conspectus  of  the  three  British 
pharmacopoeias,  an  account  of  new  remedies,  and  an  appendix 
of  formulae.  Third  edition.  Dublin,  1851.  28  + 556  p. 

— Same.  By  R.  Macnamara ; seventh  edition.  Dublin,  1867. 

42  + 934  p. 

Nelson  (John  H.).  Druggist’s  hand-book  of  private  formulas. 

Seventh  edition.  Cleveland,  Ohio,  1881.  4 + 338  p. 

Nemnich  (Philipp  Andreas).  [Universal  European  dictionary  of 
merchandise,  in  the  Eng.,  Ger.,  Dutch,  Dan.,  Swed.,  Fr.,  Ital., 
Span.,  Portug.,  Russ.,  Polish,  and  Latin  languages.  London, 
1799.]  6 + [444]  p.,  wanting  engr.  t.-p. 
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Nernst  (Walter).  Theoretical  chemistry  from  the  standpoint  of 
Avogadro’s  rule  and  thermodynamics  ; translated  by  0.  S. 
Palmer.  London,  1895.  26  + 698  p. 

Nerves  and  Nervous  disorders.  ( See  also  Neuralgia  ; — Neurotics.) 

— Spigelius  (A.),  Angeiologia,  or  a description  of  the  vessells  in 

the  body  of  man,  1649. 

— Thomson  (A.),  Enquiry  into  nervous  disorders,  3rd  ed.,  1782. 
Nesbit  (J[ohn]  0.).  On  agricultural  chemistry,  and  the  nature 

and  propei’ties  of  Peruvian  guano.  Third  edition.  London, 
[1856?].  4+128  p. 

[Netherlands.]  Pbarmacopoea  Batava.  Amstelodami,  1805.  2 + 

48  + 50  + 22  + 304  p.  +engr.  t.-p.  +2  engr.  tab. 

[ — ] Pharmacopcea  Batava,  cum  notis  et  additamentis  medico- 
pharmaceuticis ; editore  J.  F.  Niemann.  Lipsise,  1811  [repub. 
1820].  2 vol.,  tab.  (In  Codex  medicare entarius  Europasus, 

sect.  4.) 

— Pharmacopoea  Neerlandica.  Editio  altera.  Hagae  Comitis,  1871, 

2 + 24  + 308  + 22  + 4 p. 

— Pharmacopoea  Nederlandica.  Editio  tertia.  Hagae  Comitis, 

1889.  [340]  p.  * 

— See  also  Nederlandsche  Maatschappij  ter  bevordering  der 

Pharmacie,  Rotterdamsch  Departement,  Supplement  op  de 
Pharmacopcea  Neerlandica,  4e  druk,  1867. 

— See  also  Oudemans(C.  A.  J.  A.),  Aanteekeningen  op  het  systema- 

tisch-  en  pharmacognostiscli-botanische  gedeelte  der  Pharma- 
copcea Neerlandica,  1854-56. 

— See  also  Stoeder  (W.),  Geschiedenis  der  pharmacie  in  Neder- 

land, 1891. 

Netter  (William).  See  Peters  (H.),  Pictorial  history  of  ancient 
pharmacy,  1889. 

Neubauer  (C[arl  Theodor  Ludwig])  & J.  Vogel.  Guide  to  the 
qualitative  and  quantitative  analysis  of  urine  ; translated  [from 
the  fourth  German  edition],  by  W.  O.  Markham.  London,  1863. 
22  + 440  p.  +4  pi.  (New  Sydenham  Society,  vol.  20.) 

Note. — Vogel’s  portion  of  the  work  has  a separate  title  : “ Semiology 
of  the  human  urine.” 

— Same  ; translated  from  the  seventh  German  edition  by  E.  G.  Cutler, 

revised  by  E.  G.  Wood.  New  York,  1879.  24+552  p.  +4  pi. 
Neues  berlinisches  Jahrbuch  der  Pharmacie.  See  Berlinisches 
Jahrbuch  der  Pharmacie.  * 

Neues  Jahrbuch  fur  Pharmacie,  1854-73.  See  Jahrbuch  fur 
practische  Pharmacie. 

Neues  Journal  der  Pharmacie.  See  Annalen  der  Chemie.  * 

Neues  Repertorium  fiir  die  Pharmacie,  1852-76.  See  Repertorium.  * 
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Neuman  (Henry).  New  dictionary  of  the  Spanish  and  Englis) 
languages.  Revised  [edition].  Philadelphia,  1823.  2 vol.  * 

Neuman  (Henry)  J-  [G.]  Baretti.  Dictionary  of  the  Spanish  am 
English  languages.  Revised  by  M.  Seoane;  new  edition 
London,  1867.  2 vol.  * 

Neumann  (Caspar).  Chemical  works ; abridged  and  methodised! 
with  additions,  by  W.  Lewis.  London,  1759.  16  + 624  p. 

— Same.  Second  edition.  London,  1773.  2 vol. 

Neumayer  (George).  See  Victoria,  Victorian  Exhibition,  Cata 
logue,  with  prefatory  essays,  1861  Die  Colonie  Victoria! 
1861  ; — Essais  divers,  1861. 

Neuralgia.  (See  also  Nerves  and  Nervous  disorders.) 

— Fournier  (G.),  Du  gelsemium  sempervirens  dans  le  traitemen 

des  nevralgies,  1878. 

— Thompson  (J.  A.),  Free  phosphorus  in  medicine,  1874. 

Neurotics.  Harley  (J.),  The  old  vegetable  neurotics,  hemlock: 

opium,  belladonna,  and  henbane,  their  action  and  use,  1869. 
Nevins  (John  Birkbeck).  See  Royal  College  of  Physicians  o:  ; 

London,  Translation  of  London  pharmacopoeia,  etc.,  1851. 

New  (William).  See  Bangalore  Public  Garden,  Catalogue,  1861 
New  Holland.  See  Australia. 

New  medico-chirurgical  pharmacopoeia  ; a selection  of  formulae  fo 
surgeons  and  surgeon-apothecaries.  London,  1822.  8 + 148  p 

— Same.  Third  edition.  London,  1824.  12  + 180  p. 

— Same.  Fourth  edition.  London,  1827.  12  p.  + p.  1-168' 

imperfect. 

New  pocket  dictionary  of  the  English  and  Russian  languages- 
Leipsic,  1874.  6 + 406  + 396  p.  * 

New  remedies,  a quarterly  retrospect  of  therapeutics,  pharmacy 
etc.,  edited  by  H.  0.  Wood,  jr.,  [and  F.  A.  Castle],  New  Yorkk 
187[l-]5.  Vol.  1-4.  2 copies  ; of  one  copy,  no.  11  wanting. 

— New  remedies,  an  illustrated  monthly  trade  journal  of  materi;: 

medica,  pharmacy,  and  therapeutics;  [edited  by]  F.  A.  Castl 
[and]  C.  Rice.  New  York,  1876-83.  Vol.  5-12,  pi.,  por.  0 
vol.  11-12,  2 copies. 

— American  druggist,  an  illustrated  monthly  journal  of  pharmacy  -' 

chemistry,  and  materia  medica.  New  York,  1884-92.  Vol.  13-21 

— American  druggist  and  Pharmaceutical  record.  New  Yorl 

1892-97.  Vol.  22-31. 

Note. — See  also  Pharmaceutical  record. 

New  South  Wales.  London  International  Exhibition,  1862  ; cata 
logue  of  the  natural  and  industrial  products  of  New  Sout  1 
Wales,  with  a map  and  account  of  population,  commerce,  an 
resources.  London,  1862.  64  p.  +col.  map. 
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New  South  Wales.  Botany.  Woolls  (W.),  The  plants  of  N.  S.  W., 
with  an  introductory  essay,  1885. 

New  South  Wales.  Department  of  Mines.  Mines  and  mineral 
statistics;  annual  report[s]  for  1877[ — 81  ; 1885].  Sydney, 
1878-82,  1886.  6 vol.  text  and  pi.  +1  portfolio  of  maps. 

New  South  Wales.  Government.  Report  on  the  Koch  method  of 
treating  tuberculosis,  by  T.  P.  A.  Stuart.  Sydney,  1891.  6 + 

110  p.  +3  col.  pi. 

New  South  Wales.  Legislative  Assembly.  Report  upon  certain 
museums  for  technology,  science,  and  art,  also  upon  scientific, 
professional,  and  technical  instruction,  and  systems  of  evening 
classes  in  Great  Britain  and  on  the  continent  of  Europe ; by 
A.  Liversidge.  Sydney,  1880.  6 + 30  + 238  p. 

New  South  Wales.  Minerals.  Liversidge  (A.),  Minerals  of  New 
South  Wales,  2nd  ed.,  [18]82. 

New  South  Wales,  Department  of  Mines  ( see  above). 

New  South  Wales.  Pharmacy  Board.  Register  of  chemists  and 
druggists.  Sydney,  1897. 

New  South  Wales.  Richards  (Thomas).  New  South  Wales  in 
1881  ; being  a brief  statistical  and  descriptive  account  of  the 
colony,  extracted  chiefly  from  official  records ; published  by 
authority,  compiled  and  edited  by  T.  R.,  government  printer, 
registrar  of  copyright,  etc.  Second  issue.  Sydney,  1882. 
2 + 6+146  + 20  p.  +3  pi. 

New  South  Wales.  Royal  Commission  for  the  Paris  Exhibition 
of  1867.  Exposition  universelle ; Nouvelle-Galles  du  Sud ; 
[introduction,  liste  des  exposants  recompenses  et  catalogue]. 
Paris,  1867.  48  p. 

New  South  Wales.  Technological  Museum.  The  useful  native 
plants  of  Australia,  including  Tasmania,  by  J.  H.  Maiden. 
London,  1889.  16  + 696  p. 

New  Sydenham  Society,  London.  [Works.]  (See  the  authors.) 

Binz  (C.),  Lectures  on  pharmacology,  1895-97. 

Neubauer  (C.  T.  L.)  S)  J.  Vogel,  Guide  to  analysis  of  urine,  1863. 

Waring  (E.  J.),  Bibliotheca  therapeutica,  1878-79.  2 vol.  * 

New  York  (City  of).  See  American  Chemical  Institute. 

— See  American  Library  Association. 

— See  College  of  Pharmacy  of  the  City  of  New  York. 

— See  Convention  of  Pharmaceutists  and  Druggists. 

New  York  (City  of).  Department  of  Public  Charities  and 
Correction.  Hospital  formulary  for  the  use  of  the  depart- 
ment ; [also  Posological  table,  including  officinal  and  unofficinal 
preparations,  by  C.  Rice.  New  York,]  1878[-9].  168  p. 

2 copies. 
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New  York  State  Pharmaceutical  Association,  Elmira,  Proceedings 
of  the  Convention  of  Druggists  held  in  Utica,  1879  ; Proceed- 
ings ol  the  N.  Y.  S.  P.  A.,  first  annual  meeting,  also  consti- 
tution and  by-laws,  roll  of  members,  etc.  New  York,  1879. 

— Proceedings  of  the  second  [to  fourteenth  and  the  sixteenth] 

annual  meeting[s].  N.  Y.,  [1880?]  ; Elmira,  1881-92,  1894. 
New  Zealand.  Thermal  springs  districts;  papers  relating  to  the 
sale  of  the  township  of  Rotorua  ; together  with  information 
relating  to  the  hot-springs  districts,  and  a report  on  the 
mineral  waters;  by  authority.  Wellington,  1882.  36  p.  +4 

col.  maps.  (Pam.  6.) 

New  Zealand.  Botany.  Hetley  (Mrs.  0.),  The  native  flowers  of 
New  Zealand,  illustrated  in  colours,  1887-88.  * 

— New  Zealand,  Government,  Handbook  of  the  New  Zealand 

flora,  by  J.  D.  Hooker,  1867. 

New  Zealand.  Government.  Handbook  of  the  New  Zealand  flora  : 
a systematic  description  of  the  native  plants  of  New  Zealand 
and  the  Chatham,  Kermadec’s,  Lord  Auckland’s,  Campbell’s 
and  Macquarrie’s  Islands ; by  J.  D.  Hooker ; [with  Bentham’s 
Outlines  of  botany],  London,  18[64-]67.  16  + 68  + 798  p. 

New  Zealand.  Parliament.  Act  to  establish  a Board  of  Pharmacy. 
[Wellington,  N.  Z.,  1880.]  8 p. 

New  Zealand.  Pharmacy.  See  preceding  and  following  entries. 

New  Zealand.  Pharmacy  Board.  Pharmaceutical  register  of  N.  Z. ; 
together  with  the  Pharmacy  act,  and  the  Sales  of  poisons  act, 
with  amended  schedule ; also  the  standard  for  examinations, 
etc.  [Wellington,]  1883;  Christchurch,  1888-90.  4 pam. 

See  also  Pharmaceutical  Society7  of  New  Zealand. 

New  Zealand  Exhibition,  1865.  See  Great  Britain  and  Ireland, 
India  Office,  Classified  list  of  contributions,  1864. 
Newcastle-upon-Tyne.  See  University  of  Durham  College  of 
Medicine. 

Newcastle-upon-Tyne  Chemical  Society.  [Transactions.  New- 
castle-upon-Tyne, 1869-83.]  Vol.  1,  p.  89-172  ; v.  2,  p.  1-196 
205-40  ; v.  3-5  ; pi. 

Newcastle-upon-Tyne  Public  Libraries.  Catalogue  of  books  in  the 
central  lending  department ; compiled  by  W.  J.  Haggerston. 
Newcastle-upon-Tyne,  1880.  2 + 8 + 332  p. 

— Supplementary  catalogue  of  books.  London,  1887.  8 + 320  p. 
Newman  (Edward).  See  Phytologist,  a popular  botanical  miscellany 

1852-54. 

— See  Zoologist,  a popular  miscellany  of  natural  history,  1852-75. 
Newsholme  (Arthur).  See  Palmberg  (A.),  Treatise  on  public 

health,  1893. 
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Newth  (G.  S.).  Text-book  of  inorganic  chemistry.  New  edition. 
London,  1895.  14  + 670  p. 

Newton  ([Sir  Isaac]).  Excerpta  qusedam  e Principiis  philosophise 
naturalis,  cum  notis  variorum.  Oantabrigise,  1765.  10  + 

180  p.  +12  pi. 

— See  also  Lovett  (R.),  Sir  I.  Newton’s  aether  realized,  1758. 

— See  also  Society  for  the  Diffusion  of  Useful  Knowledge, 

Library  of  useful  knowledge,  1829-38,  vol.  2,  Popular  account 
of  Newton’s  optics. 

Newton  (James).  Complete  herbal,  containing  prints  and  English 
names.  New  edition.  London,  1805.  16  p.  +176  ph,  incl.  por. 

Newton  (John  Higgs).  See  Chemist,  1846. 

Nicander  or  Nikander.  Les  oeuvres  de  Nicandre,  medecin  et  poete 
grec,  traduictes  en  vers  frangois.  Anvers,  1567.  92  p.  (With 

Grevin,  Deux  livres  des  venins,  1568.)  W>.  * 

Nicholson  (Henry  Alleyne).  Advanced  text-book  of  zoology. 
Edinburgh,  1870.  12  + 340  p. 

— Introductory  text-book  of  zoology.  Edin.,  1871.  10+190  p. 

— Manual  of  zoology.  Second  edition.  Edin.,  1871.  22  + 674  p. 

— Introduction  to  the  study  of  biology.  Edin.,  1872.  10+  166  p. 
Nicholson  (William).  First  principles  of  chemistry.  Second  edition. 

London,  1792.  32  + 550  p.  +1  pi. 

— Dictionary  of  chemistry.  London,  1795.  2 vol.,  4 pi. 

- — Same.  [Another  edit.]  London,  1808.  874  p.  + 13  pi.  + 14  tab. 

Note. — See  also  Ure  (A.),  Dictionary  of  chemistry,  1821  ; 2nd  ed.,  1824. 

— See  also  Chaptal  (J.  A.  C.),  Elements  of  chemistry,  1800. 

— See  also  Fourcroy  (A.  F.  de),  Philosophy  of  chem.,  2nd  ed.,  1800  ; — 

Synoptic  tables  of  chem.,  1801  ; — General  system  of  ch.,  1804. 

— See  also  Journal  of  natural  philosophy,  etc.,  1802-13. 
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(Pam.  6.) 

Nicotin.  Zinoffsky  (O.),  Die  quantitative  Bestimmung,  1872. 
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gaseous  oxide  of  nitrogen  as  a l’emedy,  also  in  asphyxia  and 
against  narcotic  poisons,  1831. 

Noad  (Henry  M.).  Lectures  on  electricity,  comprising  galvanism, 
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■ — Chemical  atlas,  or  tables  : showing  the  operations  of  qualitative 
analysis,  with  observations,  etc.  London,  1857.  10  + 202  p. 
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to  vol.  1-7. 

Nuova  antologia,  rivista  di  scienze,  lettere  ed  arti ; indice,  1866-78. 
Firenze,  Roma,  1878.  2 + 28  p.  (Pam.  9.) 
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— See  also  Schwilgue  (C.  J.  A.),  Traite  de  mat.  med.,  3me  ed.,  1818. 
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Ogilvie  (John).  Imperial  dictionary  of  the  English  language.  New 
edition,  by  C.  Annandale.  London,  1883.  4 vol.  * 

Ohm  (G.  S.).  Erklarung  aller  in  einaxigen  Krystallplatten  zwischen 
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Oils — continued. 
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Oliver  (F.  W.).  See  Kerner  von  Marilaun  (A.),  Natural  history 
of  plants,  1894-95. 

Oliver  (Joseph  W.).  Student’s  introductory  handbook  of  systematic 
botany.  London,  1894.  16  + 366  p. 

Ollivier  (Ch.  P.).  See  Chevallier  (J.  B.  A.),  M.  J.  B.  Orfila,  & 
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Ontario  College  of  Pharmacy,  formerly  Canadian  Pharmaceutical 
Society,  Toronto.  Canadian  pharmaceutical  journal ; edited  by 
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— Young  (G.),  Treatise  on  opium,  1753. 
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sidered as  to  their  relations  with  physiology,  pathology,  and 
medical  jurisprudence,  by  M.  P.  O.  [sic]  ; translated  from  the 
French,  by  J.  A.  Waller.  Second  edition.  London,  1818.  2 vol. 

— See  also  Chevallier  (J.  B.  A.),  M.  J.  B.  0.,  <&  C.  P.  Ollivier, 

Triple  accusation  d’empoisonnement,  1842. 

— See  also  Journal  de  chimie  medicale,  etc.,  1825-47. 

Organisms.  Syme  (D.),  On  the  modification  of  organisms,  [1892  ?]. 
Oribasius.  De  herbarum  et  simplicium  quae  et  medicis  in  usu  sunt, 

virtutibus.  {In  Hildegardis,  Physica,  1533,  p.  122-233.)  B.  * 

— See  also  Medicae  artis  principes,  1567,  tom.  1. 

Origin  of  species.  Darwin  (C.  [R.]),  Origin  of  sj>ecies,  1860  ; 6th  ed., 
12th  thousand,  1872  ; 26tli  thousand,  1884;  33rd thousand,  1888. 

— Darwinian  theory  examined  by  a graduate  of  Cambridge,  1867. 

— Wallace  (A.  R,),  Darwinism,  1889. 

Ornithology.  Waterton  (C.),  Essays  on  natural  history,  chiefly 
ornithology,  2nd  ed.,  1838. 

Orosi  (Giuseppe).  Farmacologia  teorica  e pratica,  ovvero  Farma- 
copea  italiana.  Quarta  edizione.  Milano,  1866-76.  4 + 56  + 

1686  p.,  incl.  por. 

Orosi  (L’).  See  Associazione  chimico-farmaceutica  fiorentina 
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Oriidge  (B[enjamin]  Brogden).  Some  particulars  of  Alderman 
Philip  Malpas  and  Alderman  Sir  Thomas  Cooke,  ancestors  of 
Sir  Francis  Bacon,  Lord  Bacon,  and  Robert  Cecil,  first  Earl 
of  Salisbury.  [London,  1868.]  2 + 24  p.  +chart.  (Pam.  6.) 

Orris  root.  Fluckiger  (F.  A.),  Note  sur  la  racine  de  violette  de 
Verone,  1877. 

Orta  (Gaicia  de).  Colloquios  dos  simples  e drogas  e cousas  medi- 
cinaes  da  India  e assi  de  algumas  fructas  achadas  nella,  varias 
cultivadas  hoje  no  Brazil.  2a  edigao.  Lisbon,  1872  36  p 

+ 230  ft‘.  +p.  231-58.  iB.  * 

- Lai.  Aromatum,  et  simplicium  aliquot  medicamentorum  apud 
Indos  nascentium  historia ; a C.  Clusio.  [Editio  secunda.] 
Antverpiae,  1574.  232  p.  B.  * 

— Same.  Quinta  editio.  (In  Clusius,  Exoticorum  libri,  1605  p 

145-252.)  iB.  * ’ 

— Fr.  Histoire  des  drogues,  espiceries,  et  de  certains  medi- 

camens  simples,  qui  naissent  es  Indes  & en  l’Amerique : livres 
de  Garcie  du  jardin,  Christophle  de  la  Coste,  [P.  Alpin  et]  N. 
Monard ; translate  par  A.  Colin.  Seconde  edition.  Lyon, 
1619.  16  + 384  + 182  + 110  + 268  p.,  wanting  4 pages.  %.  * 

See  also  Acosta  (C.),  Aromatum  historia,  3a  ed.,  1605; Des 

drogues,  2e  ed.,  1619. 

Ortus  sanitatis  : de  herbis  et  plantis,  de  animalibus  et  reptilibus,  de 
avibus  et  volatilibus,  de  piscibus  et  natatilibus,  de  lapidibus  et 
m terre  vems  nascentibns,  de  urinis  et  earum  speciebus  ; tabula 
medicinalis  cum  directorio  generali  per  omnes  tractatus.  1517. 
[356]  ff.,  wanting  1 0 ff. 

Note.  —The  author  is  said  to  be  J.  von  Cube,  and  the  work  was 
perhaps  published  at  Strassburg.  The  missing  ff.  are  B 3-6 
H 3-4,  and  Gg  3-6. 

OShaughnessy  (Sir  William  B.),  afterwards  Sir  W.  O.  Brooke. 
See  Bengal,  Government,  Bengal  dispensatory,  1842  Bengal 
pharmacopoeia,  1844. 

Osorio  (Lady  Ana  de).  See  Chinchon  (Countess  of). 

Osterreichische  Zeitschrift  fur  Pharmazie.  Aee  Allgemeiner  oster- 
reichxscher  Apotheker-V erein,  Zeitschrift,  1871-1900. 

Ostwald  (Wilhelm).  Outlines  of  general  chemistry ; translated  by 
J.  Walker.  London,  1890.  12  + 396  p. 

— Solutions;  translated  by  M.  M.  P.  Muir.  London  1891  14  + 

316  p.  , . -r 

— Manual  of  physico-chemical  measurements ; translated  by  J. 

Walker.  London,  1894.  12  + 256  p.  +16  pi. 

The  scientific  foundations  of  analytical  chemistry  ; translated  by 
G.  M'Gowan.  London,  1895.  20  + 208  p. 
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Otho  Cremonsis.  De  electione  et  viribus  medicamentorum  simpli- 
ciuro  et  compositorum.  (In  Macer  Floridus,  De  viribus  her- 
barum,  1832,  p.  157-77.)  1§.  * 

Otis  (George  A.).  See  United  States  of  America,  Surgeon > 
General’s  Office,  Medical  and  surgical  history  of  the  War  of 
the  Rebellion,  1870-83. 

Otte  (E.  C.).  See  Humboldt  (F.  H.  A.  v.),  Cosmos,  translated,, 
1868-71. 

— See  Muller  (J.),  Principles  of  physics  and  meteorology,  1847. 
Otten  (Ferdinand).  Vergleichend  histiologische  Untersuchung  derr 

Sarsaparillen  aus  der  pharmacognostischen  Sammlung  des  phar- 
maceutisches  Institutes  zu  Dorpat  nebst  einem  Beitrage  zui: 
chemischen  Kenntniss  dieser  Drogue  ; Inaugural-Dissertation^ 
Dorpat,  1876.  74  p.  (Pam.  25.) 

Otto  (Emil).  French  conversation-grammar.  Fifth  edition.  Heidel- 
berg, 1874.  10  + 394  p. 

— German  conversation-grammar.  Fourteenth  edition.  Heidel- 

berg, 1874.  16  + 448  p.  +1  lith.  pi. 

Otto  (Friedrich  Julius).  On  the  relation  of  the  volumes  of  bodies 
in  the  solid  state  to  their  equivalents  or  atomic  weights.  (A 
Graham,  T.,  Chemical  reports  and  memoirs,  1848,  p.  1-62.) 

— Upon  isomorphism.  {In  Graham,  T.,  Chemical  reports  and 

memoirs,  1848,  p.  118-64.) 

— See  also  Graham  (T.)  & F.  J.  0.,  G.-O.’s  ausfiihrliches  Lehrbucl 

der  Chemie,  3.  Aufl.,  1854-55. 

Oudemans  (C[ornelius]  A[nton]  J[ohann]  Afbraham]).  Aanteer 
keningen  op  het  systematisch-  en  pharmacognostisch-botanv 
ische  gedeelte  der  Pharmacopoea  Neerlandica.  Rotterdamu 
1854-56.  6 + 28  + 12  + 662  + 32  p.  +37  pi. 

Our  water  supply : a discussion  for  and  against  the  fitness  go 
Thames  and  river  water  for  domestic  use.  London,  1880 
2 + 8 + 60  p.  (Pam.  47.) 

Note. — Reprinted  from  the  Surrey  comet. 

Ovarian  cysts.  Mehu  (C.  [J.  M.]),  Etude  sur  les  liquides  ex  trait: 
des  kystes  ovariques,  1881. 

Owen  ([Owen  Davies]).  Conspectus;  or,  Student’s  remembrancer: 
tabular  [synopsis]  of  the  British  pharmacopoeia.  London,  I860 
4 + 84  p.,  interleaved. 

— Same.  With  American  and  European  eclectic  preparations,  an 

glossary  of  medical  terms;  second  edition.  London,  1860 
4 + 100  p.,  interleaved. 

Owen  (R.  Jones).  Chemists  and  druggists’  compendium;  a hand 
book  of  practical  receipts  and  processes  in  chemistry,  pharmacy 
etc.  London,  1871.  4+112  p. 
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Owen  (Richard).  Raw  materials  from  the  animal  kingdom.  ( In 
Society  for  the  Encouragement  of  Arts,  Lectures  on  results 
of  the  Great  Exhibition,  1st  ser.,  1852,  p.  75-132.) 

Owens  College,  Manchester.  Calendar.  Manchester,  1873,  1879-94, 
1900. 

Oxford.  See  Radcliffe  Library. 

— See  University  of  Oxford. 

Oxfordshire.  Druce  (G.  C.),  Flora  of  Oxfordshire,  with  sketches  of 
the  progress  of  Oxfordshire  botany,  1886.  * 

Oxidation.  See  Mialhe  (L.),  Recherches  sur  la  digestion,  l’assimi- 
lation  et  l’oxydation  organique  ou  vitale,  1879. 

Oxides.  See  Iron  (Oxide  of)  ; — Nitrous  oxide. 

Oxychloride  of  aluminium.  See  Aluminium. 

Oxygen.  ( See  also  Ozone.) 

— Hill  (D.),  Practical  observations  on  oxygen,  or  vital  air,  in  the 

cure  of  diseases,  and  on  the  vegetation  of  plants,  2nd  ed.,  1820. 
— - Pictet  (R.),  Memoire  sur  la  liquefaction  de  l’oxygfene,  1878. 
Oxyphenylsulphites  and  Oxyphenylsulphurous  acid.  Gondard  (0.), 
Des  acides  oxyphenylsulfureux  et  des  oxyphenylsulfites,  1874. 

— Serrant  (E.),  L’acide  sozolique,  ou  acide  orthoxyphenylsulfureux, 

[1886], 

Oyster.  ( See  also  Pearl.) 

— Gautret  (J.),  L’huitre  de  la  Seudre,  1888. 

— Soubeiran  (J.  L.),  De  l’ostreiculture,  [1872]. 

— Soubeiran  (J.  L.)  <£•  A.  [A.]  Delondre,  De  la  pecherie  des 

huitres  perlieres  de  Tinnevelly,  etc.,  [1867], 

Ozokerite.  See  Brannt  (W.  T.),  Practical  treatise  on  animal  and 
vegetable  fats  and  oils,  1888. 

Ozone.  (See  also  Oxygen.) 

— Condy  (H.  B.),  Disinfection  and  hygiene,  by  means  of  oxygen  in 

a nascent  and  active  condition,  or  artificial  ozone,  1860. 

— Twemlow  (F.  E.),  Ozone,  [1875]. 

P.  (T.).  See  Prior  (Thomas). 

Pabst  (G.).  See  Kohler’s  Medizinal-Pflanzen,  1883-90. 

Pacht  (Theodor).  Untersuchung  fiber  das  Verhalten  der  Fette  zu 
Zuckersolutionen.  Dorpat,  1888.  52  p.  (Pam.  28.) 

Packe  (Christopher).  See  Glauber  (J.  R.),  Works,  translated,  1689. 
Packer  (Thomas).  Dyer’s  guide  ; introduction  to  the  art  of  dying 
[sic],  bleaching,  etc.  London,  1816.  24+144  p. 

Padua.  [Herbahius  Pataviae,  1,485.]  * 

Paeonia.  Dragendorff  ([G.]),  Beitrage  zur  Chemie  der  Paonien, 
[1879]. 

Paganism.  Wise  (T.  A.),  History  of  paganism  in  Caledonia,  1884. 


D D 


418 


PAG— PAL 


Page  (David).  Introductory  text-book  of  geology.  Ninth  edition. 
Edinburgh,  1871.  194  p. 

— Advanced  text-book  of  geology,  descriptive  and  industrial.  Fifth 

edition.  Edinburgh,  1872.  488  p. 

Page  (Herbert  W.).  See  London  Hospital,  Surgical  report,  1876. 
Page  (John).  Receipts  for  preparing  and  compounding  the  principal 
medicines  made  use  of  by  the  late  Mr.  Ward,  together  with  an 
introduction,  etc.  London,  1763.  2 + 34  p.  (Pam.  34.) 

Pages  (Jean  Baptiste).  L’oeconomie  des  trois  families  du  monde 
sublunaire,  a SQavoir,  animale,  vegetale,  et  minerale  : et  particu- 
li^rement  de  la  nature  de  l’homme,  contre  toute  fausse  philo- 
sophic naturelle,  etc.  Paris,  1625.  28  + 534  p 'wanting  4 p.  of 

contents. 

Paget  (James).  On  the  importance  of  the  study  of  physiology  as  a 
branch  of  education.  ( In  Royal  Institution  of  Great  Britain, 
Lectures  on  education,  1855,  p.  213-60.) 

— See  also  Kirkes  (W.  S.)  & J.  P.,  Handbook  of  physiology,  10th 

ed.,  1880. 

Painter  (Emlen).  See  California  College  of  Pharmacy,  Valedic- 
tory address,  1878. 

Pairman  (Robert).  The  great  sulphur  cure  brought  to  the  test ; 
and  workings  of  the  new  curative  machine  proposed  for  human 
lungs  and  windpipes.  Seventh  edition.  Edinburgh,  1867. 
48  p.  (Pam.  41.) 

Paitin.  [Arata  (P.  N.),]  Nota  sobre  la  pretentida  identidad  de  la 
paitina  con  la  aspidospermina,  [1881]. 

Palacio  (Diego  Garcia  de).  Carta  dirijida  al  rey  de  Espaiia  aho 
1576;  description  of  the  ancient  provinces  in  Guatemala; 
account  of  languages,  customs  and  religion  of  aboriginal  in- 
habitants, etc.  2 + 132  p.  +1  map.  ( In  Squier,  Collection  of 
rare  and  original  documents,  1860,  no  1.)  j§.  * 

Palaeontology.  (See  also  Geology.) 

— Annales  des  sciences  naturelles,  1858-86. 

— Canada,  Geological  and  Natural  History  Survey,  Contribu- 

tions to  Canadian  palaeontology,  1885-89. 

Palaeophytology.  Solms-Laubach  (H.),  Fossil  botany,  1891. 
Palamedes  (Julius).  See  Husain  ibn  Abd  Allah,  Index,  1557. 
Paley  (William).  [Natural  theology  illustrated  with  notes  and 
dissertations  by  Lord  Brougham  and  Sir  C.  Bell.]  Second 
edition.  London,  1835.  Vol.  1. 

[Preliminary]  discourse  of  natural  theology,  by  Lord  Brougham. 
Palmaceae.  Ferguson  (W.),  The  palmyra  palm,  borassus  flabelli- 
formis,  of  Ceylon,  1850. 

— Wallace  (A.  R.),  Palm  trees  of  the  Amazon,  1853.  * 
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Palmberg  (Albert).  Treatise  on  public  health  and  its  application 
in  different  European  countries;  translated  from  the  French, 
and  the  section  on  England  edited,  by  A.  Newsholme.  London, 
1893.  20  + 540  p. 

Palmer  (A[lonzo]  B.).  Homoeopathy,  what  is  it?  Second  edition. 

Detroit,  U.S.A.,  [1881],  110  p. 

Palmer  (Charles  Skeele).  See  Nernst  (W.),  Theor.  chemistry. 
Palmer  (Shirley).  See  London  medical  repository,  1819-21. 
Palmyra  palm.  Ferguson  (W.),  The  palmyra  palm,  1850. 

Pan  (Swedish).  Hasselgren  (N.),  Swedish  Pan,  1762. 

Pancreatic  emulsion  of  fat.  Dobell  (H.),  Report  on  the  experience 
of  medical  men,  1867. 

Pancreatin.  Defresne  (T.),  Memoire  sur  la  pancreatine,  1872. 
Papaveraceae.  Eykman  (J.  F.),  Beitrag  zur  Kenntniss  der  Papaver- 
aceen-Alkaloide,  1881. 

Papaverin.  Schmemann  (B.),  Beitrage  zu  dem  gerichtlich-chem- 
ischen  Nachweis  des  Kodein’s,  Thebain’s,  Papaverin’s,  und 
Narcein’s  in  thierischen  Fliissigkeiten  und  Geweben,  1870. 
Paper.  Archer  ([T.  C.]),  Paper,  2nd  ed.,  1877. 

— Bevan  (G.  P.),  Industrial  classes  and  statistics,  1876. 

— Chevallier  ([J.  B.]  A.),  Notice  sur  le  papier  de  riz,  1840. 

Paper  versus  gold-money.  See  Kennedy  (J.),  2nd  ed.,  1847. 

Papier  mache.  Lindsey  (G.),  Pens  and  papier  macbe,  2nd  ed.,  1878. 
Pappe.  ([Carl  Wilhelm]  L[udwig]).  Florae  Capensis  medicse 

prodromus.  Second  edition.  Cape  Town,  1857.  6 + 54p.  %.  * 

— Same.  Third  edition.  Cape  Town,  1868.  4 + 54  p.  * 

Paquelin  (C.)  L.  Jolly.  Contribution  a 1’ etude  des  phenomenes 

nutritifs  : [analyse  comparative  des  sangs  arteriel  et  veineux, 
de  la  bile,  du  foie  et  de  la  rate,  aux  point  de  vue  de  leur  con- 
stitution minerale],  Paris,  1875.  14  p.  (Pam.  17.) 

— La  matiere  colorante  du  sang,  hematosine,  ne  contient  pas  de  fer. 

[Paris,  1874.]  4 p.,  n.  t.-p.  (Pam.  6.) 

— Etudes  de  biologie  ; theories  nouvelles.  Paris,  1875.  166  p. 

— De  l’origine  de  phosphate  de  chaux  elimine  par  les  voies  urinaires 

et  intestinales,  et  de  la  valeur  de  ce  phosphate  comme  agent 
therapeutique.  Paris,  1876.  16  p.  (Pam.  17.) 

— Des  pyrophosphates  en  therapeutique,  histoire  et  physiolo^ie. 

Paris,  1877.  2 + 12  p.  (Pam.  17.) 

Paracelsus.  See  Salmon  (W.),  Medicina  practica,  containing  the 
preparation  of  the  prsecipiolum  of  Paracelsus,  1692. 

Paradisi  in  sole  paradisus  terrestris.  See  Parkinson  (J.),  1629. 
Parseus  (Ambrosius).  See  Pare  (A.). 

Paraguay  tea.  Wanklyn  (J.  A.),  Tea  ... , analysis  of  mate,  1874. 
Parasites.  See  Skin  diseases. 


420 


PAR 


Pare  (Ambroise).  (Euvres : [chirurgie,  anatomie,  medicamens, 

etc.}.  Sixiesme  edition.  Paris,  1607.  26+1342  p.  +por. 

— Dutch.  [158-  -16—  ?]  [12  ?]  + 952  p.,  t.-p.  w. 

— < Eng.  Workes  of  Ambrose  Parey ; translated  out  of  Latin  and: 
compared  with  the  French  by  T.  -Johnson ; whereunto  are 
added  three  tractates  out  of  Adrianus  Spigelius  of  the  veines, 
arteries,  and  nerves.  London,  1649.  Engr.  t.-p.  +[884]  p. 

Note. — Pagination  irregular.  At  head  of  title  is  portrait  with  the  words : 
Humanam  Ambrosii  vere  haec  pictura  Parsei  effigiem  sed  opuscontinet 
Ambrosiam.  The  tractates  have  separate  pagination  and  title-page. 

Pareira  brava.  Planchon  (CL),  Matiere  medicale,  notes,  [1875]. 

Parey  (Ambrose).  See  Pare  (A.). 

Parfenow  (Ilja).  Chemisch-pharmakognostische  Untersuchung  derr 
braunen  amerikanischen  Chinarinden  aus  der  Sammlung  des- 
pharmaceutischen  Institutes  der  Universitat  Dorpat.  Dorpat, 
1885.  102  p.  (Pam.  28.) 

[Pargeter  (William).]  Formulae  medicamentorum  selectae  ; by  the 
author  of  Maniacal  observations.  London,  1795.  4 + 58  p. 

(Pam.  90.) 

Paris.  Academies,  Societies,  etc.  See  Academie  des  sciences  ; — 

CoNGRES  PHARMACEUTIQUES  REUNIS; EcOLE  SUPERIEURE  DE 

PHARMACIE  DE  PARIS ; FACULTE  DE  MEDECINE  DE  PARIS  ; 

Institut  Pasteur  ; — Museum  d’histoire  naturelle  ; — - 

Pharmacie  centrale  de  France  ; — Societe  botanique  de 
France; — Societe  chimique  de  Paris; — Societe  d’acclima- 
tation  ; — Societe  de  pharmacie  de  Paris  ; — Societe  de  pre- 
voyance  des  pharmaciens  de  la  Seine  ; — Societe  francaise1 
d’homceopatiiie  ; — Societe  medicale  d’emulation  de  Paris. 

Paris.  Botany.  Cornut  (J.  [P-]),  Oanadensium  plantarum  his- 
toria,  adjectum  est  Enchiridion  botanicum  Parisiense,  1635. 

Paris.  Exposition  universelle  de  1855.  Bombay  Presidency, 
Government,  Tabular  and  descriptive  lists  of  articles,  1855. 

Paris.  Exposition  universelle  de  1867.  Cape  of  Good  Hope,  Com- 
mittee for  the  Exhibition,  Catalogue,  1867. 

France,  Colonies,  Exposition  universelle,  catalogue  des  pro— 

duits,  1867.  * 

France,  Commission  imperiale  pour  l’exposition,  Catalogue 

general,  [1867]. 

— — Great  Britain  and  Ireland,  India  Office,  Paris  Universal 

Exhibition,  Indian  department,  Catalogue,  1867. 

New  South  Wales,  Boyal  Commission,  Exposition  universelle, 

[introduction,  liste  des  exposants  recompenses,  catalogue,]  1867. 

Queensland,  Commission  for  the  Paris  Exhibition,  Cata- 
logue of  products  and  exhibits,  1867. 
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Paris.  Exposition  universelle  de  1867 — continued. 

Societe  d’acclimatation,  La  production  aniraale  et  vegetale, 

etudes  faites  a l’exposition,  1867. 

Soubeiran  (J.  L.)  &•  A.  [A..]  Delondre,  La  mati&re  medicale 

a l’exposition  de  1867,  1868. 

South  Australia,  Commission  for  the  Paris  Exhibition, 

Catalogue  of  contributions,  1866. 

Sudda  (G.  della),  Colonel  Fayk  Bey,  Monographie  des  opiums 

de  l’empire  ottoman  envoyes  l’exposition,  1867. 

Trinidad,  Commission  for  the  Paris  Exhibition,  Catalogue 

of  articles  contributed,  1867. 

Victoria,  "Royal  Commission  for  the  Paris  Exhibition, 

Catalogue  of  products,  1867. 

Paris.  Exposition  universelle  de  1878.  Fluckiger  (F.  A.),  Pharma- 
cognostische  Umschau,  [1879], 

Pellieux  (J.)  & A.  Maze-Launay,  L’industrie  franQaise  de 

l’iode,  1878. 

[Pharmaceutical  Society  of  Great  Britain,]  Universal  Inter- 
national Exhibition,  report  on  exhibits  connected  with  materia 
medica,  pharmacy,  chemical  industry,  etc.,  by  B.  H.  Paul, 
E.  M.  Holmes,  and  F.  Passmore,  1878. 

Poehl  (A.),  Die  Pharmacie  auf  der  Pariser  Weltausstellung, 
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— Same.  Fifteenth  edition.  London,  1869.  8 + 352  p. 

— Same . Eighteenth  edition.  London,  1890.  12  + 364  p.  * 

[ Original  letters  to  N.  J.  B.  G.  Guibourt,  on  various  articles  of 
materia  medica,  etc.,  Nov.  2,  1830  to  Jan.  6,  1853.]  * 

Note. — These  letters  were  presented  to  the  Society  by  the  late  Prof. 
Guibourt  ; they  are  numbered  2,  and  4-48,  and  are  accompanied 
by  ms.  notes  of  Prof.  G.  The  letters  numbered  34-36  are  in 
French  ; no.  36  is  not  signed. 

[ — Elements  of  materia  medica  and  therapeutics.  London,  1839- 
40.]  Vol.  1,  p.  1-160  [?] ; vol.  2 ; t.-p.  w.  of  both. 

■ — Same.  Second  edition.  London,  1 842.  Vol.  l'. 

— Same.  Third  edition,  [partly  edited  by  A.  S.  Taylor  and  G.  O. 

Rees].  London,  1849-53.  2 vol.  in  3,  2 pi. 

— Same.  Another  copy.  J).  * 

Note. — See  Fleming  (A.).  Classification  of  mat.  med.,  a review,  1850. 

Same.  Fourth  edition,  [by  A.  S.  Taylor  and  G.  O.  Rees].  London, 
1854-57.  2 vol.  in  3,  2 pi.  Of  v.  1,  and  of  v.  2,  pt.  1,  2 copies. 

Manual  of  materia  medica  and  therapeutics  ; in  conformity  with 
the  British  pharmacopoeia,  by  F.  J.  Farre,  R.  Bentley,  and 
R.  Warington.  London,  1865.  28  + 616  p. 

— Same.  Another  copy.  IS.  * 

— Elements  of  materia  medica  and  therapeutics,  abridged ; by  R. 

Bentley  and  T.  Redwood.  Lond.,  1872.  26+1096  p.  3 copies. 

— Same.  Another  copy.  IS.  * 

— Same.  With  appendix.  London,  1874.  26  + 1094  + 32  p. 

[ — ] Lectures  on  polarized  light.  London,  1843.  8+110  p. 

— Treatise  on  food  and  diet.  London,  1843.  16  + 542  p. 

Peretti  (Paolo).  Dell’  azione  chimica  dell’  acqua  sopra  i sali  e 

sopra  gli  acidi.  Roma,  1861.  20  p.  (Pam.  11.) 
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P ereyra  (Emile  Ls.).  Des  bains  de  mer  d’Arcachon,  etc.  Bor- 
deaux,  1853.  40  p.  +1  map.  (Pam.  18.) 

Perfumery.  Parry  (E.  J.),  Chemistry  of  essential  oils  and  artificial 
perfumes,  1899. 

— Piesse  (G.  W.  S.),  Lecture  on  perfumes,  flower  farming,  etc.,  [1865]. 

Art  of  perfumery,  4th  ed.,  1879  ; 5th  ed.,  1891. 

— Platt  (H.),  Delights  for  ladies,  1651. 

— Sawer  (J.  C.),  Odorographia,  1892-94. 

— Toilet  of  Plora,  new  ed.,  1784. 

Periodicals.  See  the  first  word  of  the  title  of  the  periodical,  omitting 
the  article.  Publications  of  societies,  or  other  bodies,  will  be 
found  under  the  names  of  such  societies  or  bodies. 

Peritonaeum.  Mehu  (C.  [J.  M.]),  Etude  sur  les  liquides  patho- 
logiques  de  la  cavite  peritoneale,  1877. 

Perkin  jun.  (W.  H.)  &•  F.  S.  Kipping1.  Organic  chemistry.  London, 
1900.  12  p.+p.  9-560. 

Permanganate  of  potassium.  See  Potassium  (Permanganate  of). 

Permanganates  (Alkaline).  See  Disinfection. 

Perreau  (Pierre).  See  Nicolai  (N.  de). 

Perry  (John).  See  Urbanitzky  (A.  ft.  v.),  Electricity,  1886. 

Persea  lingue.  Arata  (P.  N.),  Estudio  quimico,  1880. 

Persia.  R^empfer  (E.),  Amoenitatum  exoticarum  fasciculi  5,  1712. 

Pharmacopoeia  Persica  ex  idiomate  Persico  in  Latinum  conversa 
[edidit  F.  Angelas].  Lutetiae  Parisiorum,  1681.  6 + 64  + 370 

+ [28]  p.  %.  * 

Persoon  (Christian  Hendrik).  See  Linne  (C.  v.),  Systema  vege- 
tabilium,  ed.  15,  1797. 

Perspiration.  Cruikshank  (W.),  Experiments  on  the  insensible 
perspiration  of  the  human  body,  [2nd  ed.,]  1795. 

Perthshire.  White  (F.  B.  W.),  Flora,  1898.  * 

Peru.  Feuillee  (L.),  Beschreibung  zur  Arzeney  dienlicher  Pflanzen, 
1756.  * 

— Markham  (C.  B.),  Travels  in  Peru  and  India,  1862. 

— Poeppig  (E.  [F.]),  Reise  in  Chile,  Peru,  etc.,  1827-32.  * 

Peschel  (C.  F.),  Elements  of  physics.  London,  1845-46.  3 vol. 

Pestilence.  See  Epidemics  ; — Plague. 

Peters  (Hermann).  Pictorial  history  of  ancient  pharmacy;  with 
sketches  of  early  medical  practice ; translated  from  the  German, 
with  additions,  by  W.  Netter.  Chicago,  1889.  14+184  p.  ’ 

Petherick  (Edward  Augustus).  See  Silver  (S.  W.),  Catalogue  of 
the  York  Gate  library,  2nd  ed.,  1886. 

Petit  (A[rthur]).  Conservation  et  dosage  de  l’acide  cyanhydrique ; 
Chlorhydrate  de  narceine ; Recherche  de  petites  quantites  d’al- 
bumine  dans  l’urine.  Paris,  1873.  24  p.  (Pam.  17.) 
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Petit  (A[rthur]) — continued. 

— De  la  trimethylamine  au  point  de  vue  chimique  et  pharmaceu- 

tique.  Paris,  1873.  12  p.  (Pam.  17.) 

— Etude  sur  les  proprietes  de  la  conicine.  Paris,  1877.  12  p. 

(Pam.  17.) 

— Recherches  sur  la  pepsi  ne.  Paris,  1881.  4 + 64  p.  (Pam.  14.) 

— See  also  Journal  de  pharmacie  et  de  chimie,  1883-1900. 

— See  also  Societe  de  pharmacie  de  Paris,  Rapport  sur  les  medica- 

ments nouveaux,  1877. 

Petrasch  (J.).  See  Sebotii  (J.),  Alpine  plants,  1879-80. 

Petrequin  (J.  E.).  De  l’emploi  therapeutique  des  lactates  alcalins 
dans  les  maladies  function nelles  de  l’appareil  digestif.  Deux- 
i6me  edition.  Paris,  1864.  4 + 24  p.  (Pam.  11.) 

Petroleum.  See  Oils  (Hydrocarbon). 

Petrology.  Rutley  (F.),  Study  of  rocks,  text-book  of  petrology,  1879. 
Pettigrew  (James  Bell).  Physiology  of  the  circulation  in  plants,  in 
the  lower  animals,  and  in  man.  London,  1874.  8 + 330  + 2 p. 

Pettigrew  (Thomas  Joseph).  See  Lettsom  (J.  C.),  Memoirs,  1817  ; — 
Selections  from  medical  papers  and  correspondence,  1817. 

Pettus  (Sir  John).  See  Erckern  (L.),  Fleta  minor,  the  laws  of 
metals,  1683. 

Peuvrier  (Aug.).  See  Societe  francaise  d’homceopathie,  Pharma- 
copee,  1898. 

Peyrilhe  (Bernard).  Tableau  methodique  d’un  cours  d’histoire 
naturelle  medicale.  Nouvelle  edition.  Paris,  1804.  2 tomes. 

%* 

Peyton  (Y.  J.).  Compendious  dictionary  of  the  French  language ; 

designed  to  teach  pronunciation.  London,  1764.  48  + [456]  p.  * 
Pfaff  (C.  IL).  System  der  Materia  medica  nach  chemischen  Prin- 
cipien.  Leipzig,  1808-17.  5 Bd.  I§.  * 

Pfalzische  Gesellschaft  fur  Pharmacie  und  Technik  und  deren 
Grundwissenschaften.  Reden  gehalten  am  14.  Nov.,  1841,  in 
der  Festsitzung  der  technischen  Lokalsektion.  Kaiserslautern, 
1842.  30  p. 

— See  also  Jahrbuch  fiir  practische  Pharmacie,  1841-50. 

— See  also  Pauli  (F.),  Die  ...  iiblichen  Volksheilmittel,  1842. 

Pfeffer  (W.).  Physiology  of  plants.  Second  edition,  translated  and 

edited  by  A.  J.  Ewart.  Oxford,  1900.  Yol.  1. 

Pfeiffer  (Ludwig).  Synonymia  botanica  locupletissima  generum, 
sectionum  vel  subgenerum  ad  finem  anni  1858  promulgatorum  ; 
in  forma  conspectus  regni  vegetabilis  ; [Vollstandige  Synonymik, 

. etc.}  Cassellis,  1870.  4 + 8 + 674  + 2 p.  * 

— Synonymke  botanic®  1870  edit®  supplementum  primum.  Cas- 

sellis, 1874.  8 + 46  p.  * 
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Pfeiffer  (Ludwig) — continued. 

— Nomenclator  botanicus ; nominum  ad  finem  anni  1858  publici 

juris  factoruru,  classes,  ordines,  tribus,  familias,  divisiones, 
genera,  subgenera  vel  sectiones  designantium  enumeratio  alpha- 
betica ; adjectis  auctoribus,  temporibus,  locis  systematicis  apud 
varios,  notis  literariis  atque  etymologicis  et  synonymis.  Cas- 
sellis,  1873-74.  2 vol.  in  4.  * 

Pfeil  (Theodor).  Chemische  Beitrage  zur  Pomologie ; Inaugural- 
Dissertation.  Dorpat,  1880.  48  p.  (Pam.  25.) 

Phsedrus  (August.  Libert.).  Fabulte  HSsopite,  recognovit  atque  de 
poet£e  vita  et  fabulis  pnefatus  est  C.  T.  Dressier.  Lipsite,  1860. 
8 + 84  p.  4 copies. 

Phanerogamia.  Baillon  (H.  [E.]),  Traite  de  botanique  medicale 
phanerogamique,  1883-84. 

— Bary  ([H.]  A.  de),  Comparative  anatomy  of  the  vegetative  organs 

of  the  phanerogams  and  ferns,  1884. 

— Candolle  (Alph.  [L.  P.  P.]  de)  & C.  [P.]  de  Candolle,  Mono- 

graphic plianerogamarum,  1878-96.  * 

— Durand  (T.),  Index  generum  phanerogamorum,  1888.  * 

— Kew  Royal  Gardens,  Index  Kewensis  plantarum  phanero- 

gamarum,  by  J.  D.  Hooker  and  B.  D.  Jackson,  1893-95.  * 
Pharmaceutical  journal.  See  Pharmaceutical  Soc.  of  Gt.  Britain. 
Pharmaceutical  record  • a journal  of  pharmacy,  chemistry,  materia 
medica,  etc.,  P.  W.  Bedford,  editor.  New  York,  1884-93. 
Yol.  4-15. 

Note. — Merged  in  the  American  druggist,  ichich  see  under  New 
remedies. 

Pharmaceutical  repertory,  1844-46.  See  Medical  times. 
Pharmaceutical  Society  of  Australasia,  formerly  Pharmaceutical 
Society  of  Victoria,  Melbourne.  Annual  report  of  the  council, 
with  list  of  members.  Melbourne,  1878-85.  Rep.  21-28. 

— Constitution  and  laws.  Melbourne,  1879.  8 p. 

— Same.  Melbourne,  1881.  12  p. 

— See  also  Australasian  journal  of  pharmacy,  1886-1900. 

— See  also  Chemist  and  druggist,  with  Australasian  supplement. 
[Pharmaceutical  Society  of  Great  Britain,  London  and  Edinburgh.'] 

Pharmaceutical  journal  and  transactions ; edited  by  Jacob  Bell 
[assisted  by  T.  Redwood].  London,  1841-59.  18  vol.,  pi., 

por.  2 copies. 

Note. — See  also  Bell  (J.),  Concise  historical  sketch  of  the  progress 
of  pharmacy,  introduction  to  Pharmaceutical  journal,  1843  ; — new 
ed.,  by  T.  Redwood,  1880. 

[ — ] Same.  Second  series,  [edited  by  T.  Redwood,  R.  Bentley,  and 
J.  Barnard],  London,  1859-70.  11  vol.,  pi.  2 copies. 
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[Pharmaceutical  Society  of  Great  Britain,  London  and  Edinburgh. 
— continued. 

[ — ] Pharmaceutical  journal — continued.  Third  series,-  [edited  b'  i 

B.  H.  Paul].  London,  1870-95.  25  vol.  2 copies. 

— Same.  Fourth  series.  London,  1895-1900.  Vol.  1-11.  (Who! 

series,  vol.  55-65.)  2 copies. 

[_]  Same.  Index  to  fifteen  volumes.  London,  1857.  2 copies. 

[ — ] Same.  Index  to  twelve  volumes.  London,  1869.  2 copies. 

[ — ] Same.  Index  to  ten  volumes.  London,  1880.  2 copies. 

— Catalogue  of  the  library  [in  London].  London,  1853.  4 + 72  p- 

— Same.  [Second  edition.]  London,  1873.  4+176  p. 

— Same.  Second  ed.,  [second  issue].  London,  1874.  4+176  p. 

— Same.  Third  edition,  by  J.  W.  Knapman  ; appended  is  Cata 

logue  of  library,  North  British  Branch.  London,  1880.  446  p> 

— Same.  Fourth  edition.  London,  1885.  518  p. 

— Same.  Fifth  edition.  London,  1888.  570  p. 

— Same.  Sixth  edition.  London,  1889.  580  p. 

— Same.  Seventh  edition.  London,  1894.  658  p. 

— Appendix  to  the  Catalogue  of  the  library.  [London,]  1863.  22  p 

— List  of  additions  to  the  library  from  1864  to  1878.  [London: 

1868-79.]  10  pam.,  n.  t.-p. 

■ — Charter,  act,  and  bye-laws.  London,  1858.  14  + [?]  p. 

Note. — The  bye-laws  are  wanting. 

— Bye-laws.  London,  1862.  2 + 18  p. 

— Extracts  from  the  charter,  pharmacy  act,  and  bye-laws,  witlh 

regulations  of  the  board  of  examiners,  school  of  pharmacy,  etc. 
London,  [1863-64].  2 pam. 

— Catalogue  of  the  library  [in  Edinburgh].  Edinburgh,  1859'. 

12  p. 

— Same.  [Second  edition.]  Edinburgh,  1865.  16  p. 

— Same.  [Third  edition.]  Edinburgh,  1876.  32  p. 

— Same.  Fourth  edition.  London,  1880.  ( With  their  Catalogue.1 

of  library  in  London,  3rd  ed.,  1880,  p.  409-46.) 

— Same.  Fifth  edition.  London,  1885.  (With  their  Catalogue- 

of  library  in  London,  4th  ed.,  1885,  p.  475-518.) 

— Same.  Sixth  edition.  London,  1888.  (With  their  Catalogue 

of  library  in  London,  5th  ed.,  1888,  p.  517-70.) 

— Same.  Seventh  edition.  London,  1889.  (With  their  Catalogue 

of  library  in  London,  6th  ed.,  1889,  p.  527-80.) 

— Same.  Eighth  edition.  London,  1894.  (With  their  Catalogue1 

of  library  in  London,  7th  ed.,  1894,  p.  597-658.) 

— Students’ laboratory  handbook.  [London,  1862.]  2 + 28p. 

— Calendar.  London,  1867,  1870-1900.  32  vol.  2 copies  of  1867", 

1871-1900. 
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[Pharmaceutical  Society  of  Great  Britain,  London  and  Edinburgh.] 
— continued. 

— Registers  of  pharmaceutical  chemists  and  chemists  and  druggists. 

London,  1869-1900.  32  vol.  2 copies  of  1869-74,  1876-1900. 

— List  of  specimens  in  the  museum  of  the  North  British  Branch. 

Edinburgh,  1870.  4 + 36  p. 

— Catalogue  of  the  collections  in  the  museum  [in  London] ; com 

piled  by  E.  M.  Holmes.  London,  1878.  8 + 302  p.  2 copies. 

— Catalogue  of  the  Hanbury  herbarium;  compiled  by  E.  M. 

Holmes.  London,  1892.  6 + 136  + 14  p.  8°.  2 copies . 

— Same.  [Another  edition.]  London,  1892.  6+136+14  p.  4°. 

— The  museum  report : donations  for  the  year  1893-4  ; compiled 

by  E.  M.  Holmes.  London,  1895.  2 + 4+106  p.  2 copies. 

Catalogue  of  the  medicinal  plants  in  the  museum ; compiled  by 
E.  M.  Holmes.  London,  1896.  6 + 160  + 58  p.  2 copies. 

[ ] Universal  International  Exhibition,  Paris,  1878  ; report  on  the 
exhibits  connected  with  materia  medica,  pharmacy,  chemical 
industry,  etc.  ; by  B.  H.  Paul,  E.  M.  Holmes,  and  F.  [R.  B.] 
Passmore.  London,  1878.  8+198  p.  2 copies. 

— Catalogue  of  chemical  & pharmaceutical  apparatus,  etc.,  exhibited. 

[London,  1880-81.]  2 pam. 

[ — ] Report  on  the  first  International  Pharmaceutical  Exhibition, 
Vienna,  1883,  by  B.  H.  Paul  and  F.  [R.  B.]  Passmore.  London 
1883.  46  p. 

— Chemical  papers  from  the  research  laboratory,  edited  by  W.  R. 

Dunstan.  London,  1892-95.  Vol.  1-2.  2 copies. 

— Minutes  of  proceedings  of  the  laboratory  pupils,  [Laboratory 

Students’  Society,]  1850[-56],  2 vol.,  ms.  * 

Papers  read  before  the  School  of  Pharmacy  Students’  Association, 
1875[— 99].  Vol.  1-11,  ms.;  vol.  12-23,  typewritten;  vol.  24- 
25,  ms.  * 

See  also  Dickinson  (W.),  Unconstitutional  and  illegal  proceedings. 

— See  also  Dodds  (W.),  Complete  guide  to  the  preliminary,  etc.,  1893. 
See  also  Fluckiger  (F.  A.),  Pharmacognostische  Umschau,  1879. 
See  also  International  Pharmaceutical  Congress,  Report,  1881. 

— See  also  Lescher  (F.  H.),  Introduction  to  ...  major  and  minor 

examinations,  1869;  4th  ed.,  1873;-The  modified  examina- 
tion, 1869. 

See  also  Smith  (J.  B.),  Pharmaceutical  guide  to  the  first  and 
second  examinations,  1870  ; 2nd  ed.,  1874. 

See  also  Steggall  (J.),  First  lines  for  chemists  and  druggists 
preparing  for  examination,  1844;  2nd  ed.,  1857  ; 3rd  ed.,  1869. 

— See  also  United  Society  of  Chemists  and  Druggists,  Deputation 

to  the  Pharmaceutical  Council,  1867. 
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Pharmaceutical  Society  of  Ireland,  Dublin.  Calendar.  Dublin/ 
1877-1900.  Vol.  1-24. 

Pharmaceutical  Society  of  New  Zealand,  Wellington.  Rules  and 
constitution.  Wellington,  N.  Z.,  1880.  2 + 6 p. 

— First  annual  report  of  the  council.  Wellington,  1880. 
Pharmaceutical  Society  of  Victoria,  Melbourne.  See  Pharmaceu- 
tical Society  of  Australasia. 

Pharmaceutical  times  : a journal  of  chemistry,  applied  to  the  arts, 
agriculture,  and  manufactures.  London,  184[6-]8.  Vol.  1-3. 
Note.—  Contains  a Conspectus  of  pharmacopoeias,  by  G.  M.  Mowbray. 
Pharmaceutische  Centralhalle  fiir  Deutschland.  Dresden,  1900.' 
Jahrgang  41. 

Pharmaceutische  Gesellschaft,  afterwards  Deutsche  Pharmaceutischee 
Gesellschaft,  Berlin.  Berichte.  Berlin,  1891-1900.  1.-10J. 

Jahrgang.  * 

Pharmaceutische  Gesellschaft  in  St.  Petersburg.  Bericht  iiber  die- 
Verhandlungen  der  General-Versammlung.  St.  Petersburg,' 
1864.  2 + 166  p.  +2  tab.  (Pam.  24.) 

Pharmaceutische  Gesellschaft  Rheinbayerns.  See  Jahrbuch  fiin 
practische  Pharmacie,  1838-40. 

Pharmaceutische  Monathsblatter ; herausgegeben  von  Th.  G.  Fr. 
Varnhagen.  Schmalkalden,  [1821].  Bd.  1-2. 

Note. — For  continuation,  see  Deutscher  Apotheker-Verein,  Arebiv. 
Pharmaceutische  Post.  Wien,  1900.  Jahrgang  33. 
Pharmaceutische  Zeitung.  Berlin,  1900.  Jahrgang  45. 

. — See  also  Pharmaceutisches  Repertorium. 

Pharmaceutischer  Verein  in  Baden.  See  Jahrbuch  fiir  practische- 
Pharmacie,  1843-50. 

Pharmaceutisches  Central-Blatt  fiir  1 833 [—44].  Leipzig.  Jahrg' 
4-15,  pi. ; Jahrg.  4,  8,  9,  10,  13,  imperfect. 

Note. — See  also  Chemisches  Central-Blatt,  the  continuation. 
Pharmaceutisches  Repertorium  : Sammlung  wissenschaftlicherr 

Mittheilungen  der  pharmaceutischen  Zeitung,  1879.  Bunzlaui. 
[1879-80].  Halbjahr.  1-2. 

Pharmaceutisk  Tidende,  redigeret  af  F.  Hofl’meyer  og  E.  Esmann.1 
Kjpbenhavn,  [1861-63].  Aai-g.  1,  pi.  * 

— Ny  pharmaceutisk  Tidende,  redigeret  af  C.  D.  A.  Hansen,  etc  . 

Kjpbenhavn,  [1875-94].  Aarg.  7-26.  * 

Note. — Merged  in  the  Archiv  for  Pharmaci  og  Chemi,  which  see. 
Pharmaceutists.  See  Pharmacy. 

[Pharmacie  centrale  de  France,  Paris.  L’Union  pharmaceutique . 
par  F.  L.  M.  Dorvault.  Paris,  1860]-80.  Annees  1-21,  t.-p 
w.  of  annce  1.  * 
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[Pharmacie  centrale  de  France,  Paris] — continued. 

— L’Union  pharmaceutique  et  le  Bulletin  commercial  reunis. 

Paris,  1881-95.  Annees  22-36.  * 

— Catalogue  pharmaceutique,  ou  Prix-courant  general ; [par  F.  L. 

M.]  Dorvault.  Paris,  1862.  446  p.  +14  pi. 

Pharmacist  and  chemical  record.  See  Chicago  College  of  Pharm. 
Pharmacists.  See  Pharmacy. 

Pharmacodynamics.  See  Materia  medica. 

Pharmacognosy.  See  Materia  medica. 

Pharmacographia.  See  Fluckiger  (F.  A.)  <&  D.  Hanbury,  1874  ; 
2nd  ed.,  1879. 

Pharmacographia  Indica.  See  Dymock  (W.),  C.  J.  H.  Warden  <6 
D.  Hooper,  1889-93. 

Pharmacology.  See  Materia  medica. 

Pharmacopea  portugueza.  See  Portugal,  1876. 

Pharmacopee  frangaise.  See  France,  Codex,  1819,  1827,  1839,  1866, 
1884  ; supplement,  1895. 

Pharmacopee  raisonnee.  See  Henry  (N.  E.)  <£N.  J.  B.  G.  Guibourt, 
3me  ed.,  1841. 

Pharmacopee  universelle.  See  Pharmacopoeia  (Universal). 
Pharmacopoea  or  Pharmacopoeia.  In  the  following  arrangement, 
the  slight  difference  in  the  spelling  of  this  word  is  ignored, 
and  the  initial  letter  of  the  word  immediately  following  it  is 
taken  for  the  alphabetical  order.  See  other  forms  of  the  word 
in  their  proper  places  in  the  catalogue  : Farmacopea,  Phar- 
macopea, Pharmacopee,  Pharmakopeia,  Pharmakopoe  ; see  also 
Pharmacopoeias. 

Pharmacopoeia  (American  homoeopathic).  See  Boericioe  & Tafel, 
3rd  ed.,  by  J.  T.  O’Connor,  1885.  * 

— See  Keene  (J.)  & L.  T.  Ashwell,  Companion,  3rd  ed.,  1884. 
Pharmacopoea  Amstelredamensis,  in  qua  meclicamenta,  quse  Am- 

stelodami  in  usu  sunt,  artificiose  prteparantur  ut  et  eorum  vires 
et  doses.  Lugduni  Batavorum,  1701.  6 + 208  p.  +engr.  t.-p. 

Pharmacopoeia  Argentoratensis.  See  Collegium  Medicum  Argen- 
toratense,  Strassburg , 1757.  * 

Pharmacopoeia  Augustana.  See  Collegium  Medicum,  Augsburg, 
1622,  1672,  1675.  * 

Pharmacopoea  Austriaca.  See  Austria,  1774,  1834,  1869,  1889.  * 
Pharmacopoea  Austriaco-provincialis.  See  Austria,  1774. 
Pharmacopoea  (Badische).  See  Baden,  1841,  etc. 

Pharmacopoea  Batava.  See  Netherlands,  1805,  1811. 
Pharmacopoeia  Bateana.  See  Bate  (G.),  1688,  1700,  etc. 
Pharmacopoeia  (Bavarian).  See  Bavaria,  Bayersche  Pharmakopoe, 
1822,  1859.  * 
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Pharmacopoea  Belgica.  See  Belgium,  1854  ; ed.  2a,  1885.  * 
Pharmacopoeia  (Bengal).  See  Bengal,  Government,  Bengal  dis- 
pensatory, 1842  ; — Bengal  pharmacopoeia,  1844. 

Pharmacopoea  Bergomensis.  See  Collegium  Medicorum  Bergo- 
MENSIUM,  15"80.  * 

Pharmacopoea  Borussica.  See  Prussia,  1801,  1813,  1829,  1846,  1862. 
Pharmacopoeia  (British).  (See  also  Pharmacopoeia  officinalis.) 

— See  General  Council  of  Medical  Education  and  Registration,. 

London , 1864,  1867,  1885,  1898,  etc. 

Pharmacopoeia  (British  homoeopathic).  See  British  Homoeopathic' 
Society,  London , 1870;  2nd  ed.,  1876;  3rd  ed.,  1882. 

— See  Keene  (J.)  & L.  T.  Ashwell,  Companion,  1882;  2nd  ed.,. 

1883  ; 3rd  ed.,  1884. 

Pharmacopoeia  (Castilian).  See  Farmacopea  en  Castellano,  1823. 
Pharmacopoeia  castrensis  Ruthenica.  See  Russia,  Pharmacopoeias 
castrensis  Ruthenica,  auctore  J.  Wylie,  ed.  3a,  1818  ; 1840. 
Pharmacopoeia  (Chilian).  See  Chile  or  Chili,  Farmacopea  chilenaa. 

por  A.  Murillo  i C.  Middleton,  1886.  * 

Pharmacopoea  chimica.  See  Charas  (M.),  1683.  * 

Pharmacopoeia  chirurgica  ; or,  Formulae  for  the  use  of  surgeons.-. 
Second  edition.  London,  1794.  6+130p.  2 copies. 

— Same.  Third  edition.  London,  1795.  8+164  p.  2 copies.  (Pam.  90.)} 

— Same.  Fourth  edition.  London,  1799.  8 + 204  p.  2 copies. 

— Same.  Fifth  edition.  London,  1802.  8 + 252  p. 

— Spanish.  Farmacopea  quirurgica  de  Londres  ; traducida  deli 

ingles  por  C.  Gomez  de  Ortega.  Madrid,  1797.  8 + 256  p. 

— See  also  New  medico-chirurgical  pharmacopoeia,  1822  ; 3rd  ed... 

1824;  4th  ed.,  1827. 

— See  also  Wilson  (J.),  Pharmacopoeia  chirurgica,  3rd  ed.,  1814. 
Pharmacopoea  chymica.  See  Faber  (P.  J.),  Myrothecium  spagy- 

ricum,  sive  Pharmacopoea  chymica,  1632. 

Pharmacopoea  Danica.  See  Denmark,  Pharm.  Danica,  1840,  18691 
1893.  * 

Pharmacopoeia  (Dental).  See  Stocken  (J.),  Elements  of  denta  l 
materia  medica,  etc.,  1877  ; 2nd  ed.,  1878  ; 3rd  ed.,  1882. 
Pharmacopoeia  domestica  nova.  Londini,  1750.  6 + 92  p. 

— See  also  Fuller  (T.),  Pharmacopoeia  domestica,  1723,  1739. 
Pharmacopoeia  (Dublin).  See  King  and  Queen’s  College  of  Phyi 

sicians  in  Ireland,  1807,  1826,  1850,  etc. 

Pharmacopoeia  (Dutch).  See  Netherlands,  Pharmacopoea  Batava 
1805,  1811  ; — Pharmacopoea  Neerlandica,  1871,  1889,  etc. 
Pharmacopoeia  Edinburgensis.  See  Royal  College  of  Physician,1- 
of  Edinburgh,  1722,  1792,1803,  1807,  1809,  1813,  1817, 1839! 
1841,  etc. 
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Pharmacopoeia  Edinburgensis  pauperum.  See  Royal  Hospital  or 
Infirmary,  Edinburgh,  1753,  etc. 

Pharmacopoeia  equina.  See  Clark  (B.),  3rd  ed.,  1833. 
Pharmacopoeia  extemporanea.  See  Fuller  (T.),  Pharm.  extem- 
poranea,  1705,  1714,  1731,  etc. 

— See  Quincy  (J.),  Pharm.  officinalis  et  extemporanea,  1718,  1719, 

[1720,]  1722,  1724,  1726,  1728,  1730,  1733,  1736,  1739,  1742, 
1769. 

Pharmacopoeia  (Extra).  See  Martindale  (W.)  & W.  W.  Westcott, 
1883;  2nd  ed.,  1884;  3rd  ed.,  1884;  4th  ed.,  1885;  5th  ed., 
1888 ; 6th  ed.,  1890  ; 7th  ed.,  1892  ; 8th  ed.,  1895  ; 9th  ed.,  1898. 
Pharmacopoeia  Eennica.  See  Finland,  1821,  1850,  1863,  etc.  * 
Pharmacopoeia  (French).  See  France,  Codex  medicamentarius, 
1758,  1818-19,  1827,  1839,  1866,  1884,  supplement,  1895. 
Pharmacopoea  galenica.  See  Charas  (M.),  Pharmacopoea  regia,  etc., 
1683.  * 

Pharmacopoea  Gallica.  See  France,  Codex,  1758,  etc. 

Pharmacopoeia  (General).  See  Brugnatelli  (L.  V.),  Farmacopea 
generate,  1807,  1814. 

■ — - See  Ruata  (C.),  Farmacopea  nazionale  e generale,  1883. 

— See  Spielmann  (J.  R.),  Pharmacopoea  generalis,  1785-86. 
Pharmacopoea  Germaniae.  j See  Germany,  1867,  1872,  1882,  1890, 
Pharmacopoea  Germanica.  j 1900. 

Pharmacopoea  Graeca.  See  Greece,  1837,  1868. 

Pharmacopoea  (Hamburg).  See  Collegium  Sanitatis,  Hamburg, 
Codex  medicamentarius  Hamburgensis,  1845,  1852.  * 
Pharmacopoeia  (Hanover).  See  Hanover,  Pharmakopoe,  1831,  1861. 
Pharmacopoea  Hassiae  Electoralis.  See  Hesse-Cassel,  1827,  1860. 
Pharmacopoea  Helvetica.  See  Schweizerischer  Apotheker-Verein, 
1865,  1872,  1876. 

— See  Switzerland,  Pharmacopoea  Helvetica,  ed.  3,  1893.  * 
Pharmacopoea  Hispanica.  See  Spain,  Codex  medicamentarius, 

1822. 

Pharmacopoeia  (Homoeopathic).  Boericke  <&  Tafel,  American 
homoeopathic  pharmacopoeia,  3rd  ed.,  by  J.  T.  O’Connor, 
1885.  * 

— British  Homoeopathic  Society,  British  homoeopathic  pharmaco- 

poeia, 1870;  2nd  eel,  1876;  3rd  ed.,  1882. 

Hager  (H.),  [Pharmacopoea  homceopathica  nova,]  1861. 

— Jahr  (G.  H.  G.),  New  homoeopathic  pharmacopoeia,  etc.,  tr.,  1842. 

— Keene  ([J.])  & [L.  T.]  Ashwell,  Companion,  1882;  2nd  ed., 

1883  ; 3rd  ed.,  1884. 

— Societe  francaise  d’homceofathie,  Pharmacopee  homoeopathique 

fran^aise,  par  H.  Ecalle,  etc.,  1898.  * 
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Pharmacopoeia  (Hospital).  Bradford  Infirmary  and  Dispensary, 
Pharmacopoeia,  1878. 

— British  Hospital  for  Diseases  of  the  Skin,  London , 1879; 

2nd  ed.,  1880  ; 3rd  ed.,  1884. 

— Central  London,  Throat,  Nose  and  Ear  Hospital,  Formulae, 

1890. 

— Charing  Cross  Hospital,  London , Pharm.  in  usum  Nosocomii, 

1843. 

— Edwards  (H.  M.)  & P.  Vavasseur,  Nouveau  formulaire  des 

hopitaux,  4me  ed.,  1841. 

Eng .,  Universal  pharmacopoeia,  or  Practical  formulary  of 

hospitals,  by  M.  Ryan,  3rd  ed.,  1839. 

— Evelina  Hospital  for  Sick  Children,  Southwark,  Pharmacopoeia, 

1894  ; 2nd  ed.,  1896. 

— Guy’s  Hospital,  London , Pharm.  in  usum  Nosocomii,  1826,  1837. 
Formulae  used  at  Guy’s  Hospital,  1868  ; 1879. 

- — Hospital  for  Consumption  and  Diseases  of  the  Chest,  London, 
Pharmacopoeia  ad  usum  Nosocomii  Phthisicorum,  etc.,  1848. 

— Hospital  for  Diseases  of  the  Throat  [and  Chest],  London , 

Pharm.,  1872;  2nd  ed.,  1873  ; 3rd  ed.,  1876;  4th  ed.,  1881. 

— London  Hospital,  Pharmacopoeia  of  the  L.  H.,  1868,  1882. 

- — Manchester  Royal  Infirmary,  Pharm.  Nosoc.  Mancunien.,  1840. 

— Middlesex  Hospital,  London,  Pharm.  Nosoc.  Middlesexens.,  1844. 

— Royal  Hosp.  or  Infirmary,  Edinburgh,  Pharm.,  1753,  1770,  1817. 

— Royal  Naval  Hospital,  Haslar,  Pharmacopoea,  1777,  ms.  * 

— St.  Bartholomew’s  Hosp.,  Lond.,  Pharm.,  1730, 1773, 1799, 1838. 

— St.  George’s  Hospital,  London,  Pharm.  Nosocomii,  1768,  1841. 

— St.  Thomas’s  Hospital,  London,  Pharm.  Nosocomii,  1867,  1890. 

— Squire  (P.),  Pharmacopoeias  of  London  hospitals,  1863  ; 2nd  ed., 

1869;  3rd  ed.,  1874  ; 4th  ed.,  [incl.  Dublin  hospitals,]  1879; 
5th  ed.,  1885  ; 6th  ed.,  1891 ; 7th  ed.,  1900. 

— University  College  Hospital,  Pharmacopoeia  Nosocomii 

Academise  Londinensis,  1828. 

Pharmacopoea  Hungarica.  See  Hungary,  Magyar  gyogyszerkonyv, 
Pharmacopoea  Hungarica,  1871;  ed.  2da,  1888; — Fiiggelek  a 
Magyar  gyogyszerkonyvhoz,  Additamentum  ad  Pharmakopoeam 
Hungaricam,  1883. 

Pharmacopoeia  (Indian).  See  Great  Britain  and  Ireland,  India 
Office,  Pharmacopoeia  of  India,  by  E.  J.  Waring,  1868  ; — 
Supplement,  by  Moodeen  Sheriff,  1869. 

Pharmacopoeia  (Italian).  Gallo  (G.),  Farmacopea  italiana  ossia 
Dizionario  di  farmacia  e di  terapeutica,  [1881-82]. 

— Italy,  Pharmacopoeia,  Farmacopea  ufficiale,  1892.  * 

— Orosi  (G.),  Farmacologia,  ovvero  Farm,  italiana,  4a  ed.,  1866  76. 
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Pharmacopoea  Japonica.  Japan,  Pharmacopoea  Japonica,  1886 ; 
ed.  2,  1891.  * 

Pharmacopoeia  Londinensis.  See  Royal  College  of  Physicians  of 
London,  1632  *;  1639, 1650,  1668,  1677, 1678,  1682, 1721, 1724, 
1746,  1763,  1788,  1809,  1815,  1817,  1821,  1824,  1836,  1851,  etc. 
Pharmacopoea  Lusitanica.  See  Portugal,  Codex  medicam.,  1822. 
Pharmacopoeia  (Madrid).  See  Farmacopea  en  Castellano,  1823. 
Pharmacopoeia  (Massachusetts).  See  Massachusetts  Medical 
Society,  1808. 

Pharmacopoeia  Meadiana.  See  Mead  (R.),  1756-58. 

Pharmacopoeia  medici.  See  Berkenhout  (J.),  1768. 

Pharmacopoeia  medici  practici  universalis.  See  Swediaur  (F.),  1803. 
Pharmacopoeia  (Medico-chirurgical).  See  New  medico-chirurgical 
pharmacopceia,  1822;  3rd  ed.,  1824  ; 4th  ed.,  1827. 
Pharmacopoeia  medico-chymica.  See  Schroder  (J.),  1669,  1672. 
Pharmacopoeia  (Mexican).  See  Sociedad  farmaceutica  de  Mexico, 
Nueva  farmacopea  mexicana,  2a  ed.,  1884;  3a  ed.,  1896.  * 
Pharmacopoea  militaris  Borussica.  See  Prussia,  1868. 
Pharmacopceia  (National).  Ruata  (C.),  Farmacopea  nazionale  e 
generale,  1883. 

Pharmacopoea  Nederlandica.  i 

Pharmacopoea  Neerlandica.  } See  n*™Bi.andS,  1871,  1889. 
Pharmacopoea  Norvegica.  See  Norway,  1854,  1870,  1895. 
Pharmacopoeia  officinalis  Britannica.  See  Royal  College  of  Phy- 
sicians of  London,  Pharm.  oftic.  Brit.,  by  R.  Stocker,  1810, 1816. 
Pharmacopoeia  officinalis  et  extemporanea.  See  Pharmacopceia 

EXTEMPORANEA. 

Pharmacopoea  Parisiensis.  See  France,  Codex  medic.,  1758,  etc. 
Pharmacopoeia  pauperum.  [See  also  Pharmacopceia,  Hospital.) 

— See  Lewis  (W.),  New  dispensatory,  1753,  etc. 

— See  Royal  Hospital  or  Infirmary,  Pharmacopoeia  Edinburgensis 

pauperum,  1753,  etc.  < 

Pharmacopoea  Persica.  See  Persia,  1681.  * 

Pharmacopoeia  (Physician’s).  Baily  (J.),  1885. 

Pharmacopoea  Polonica.  See  Poland,  Pharm.  regni  Poloniae,  1821. 
Pharmacopoeia  (Portuguese).  See  Portugal,  Codex  medicamen- 
tarius,  seu  Pharmacopoea  Lusitanica,  1822  ; — Pharmacopea 
portugueza,  1876. 

Pharmacopoeia  practica.  See  Radcliffe  (J.),  Practical  dispensatory, 
4th  ed.,  1721. 

Pharmacopoeia  (Prescriber’s).  See  Kemp  and  Co.,  2nd  ed.,  1891. 
Pharmacopceia  (Prussian).  See  Prussia,  Pharmacopoea  Borussica, 
1801,  1813,  1829,  1846,  1862; — Pharmacopoea  militaris  Borus- 
sica, 1868. 
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Pharmacopoeia  (Pupil’s).  See  Royal  College  of  Physicians  of 
London,  Pupil’s  pharmacopoeia,  3rd  ed.,  by  W.  Maugham,  1824. 
Pharmacopoeia  Radcliffeana.  See  Radcliffe  (J.),  1716. 
Pharmacopoeia  reformata.  See  Royal  College  of  Physicians  of 
London,  Pharmacopoeia  reformata,  by  M.  S.,  1744. 
Pharmacopoeia  regia.  See  Charas  (M.),  1683.  * 

— See  Zwelfer  (J.),  1672,  1675. 

Pharmacopoeia  (Royal).  See  Charas  (M.),  1678. 

Pharmacopoeia  (Russian).  See  Russia,  Pharmacopoeia  castrensis 

Ruthenica,  auctore  J.  Wylie,  1818,  1840  ; — Pharmacopoea 
Rossica,  1821 ; — Rossieskaia  pharmakopeia,  1871,  1880,  1891. 
Pharmacopoeia  (Saxon).  See  Saxony,  Sachsische  Pharmakopoe,  1837. 
Pharmacopoeia  (Schleswig-Holstein).  See  Schleswig-Holstein, 
Pharmakopoe,  1831. 

Pharmacopoeia  spagyrica  nova.  See  Y-Worth  (W.),  Compleat 
distiller,  2nd  ed.,  1705. 

Pharmacopoeia  (Spanish).  See  Farmacopea  en  Castellano,  6 Colec- 
cion  de  las  formulas,  1823. 

— See  Spain,  Codex  medicamentarius,  seu  Pharmacopoea  Hispanica, 

1822  : — Farmacopea  espahola,  5a  ed.,  1865;  6a  ed.,  1884. 
Pharmacopoea  Suecica.  See  Sweden,  1787,  1821,  1826, 1845,  1869, 
1888. 

Pharmacopoeia  (Swiss).  See  Schweizerischer  Apotheker-Verein, 
St.  Gall,  Pharmacopea  Helvetica,  1865,  1872,  1876. 

— See  Switzerland,  Pharmacopoea  Helvetica,  1893.  * 
Pharmacopoeia  syphilitica.  See  Swediaur  (F.),  Practical  observa- 
tions on  venereal  complaints,  etc.,  3rd  ed.,  1787. 

Pharmacopoeia  (United  States).  See  National  Convention  for 
Revising  the  Pharmacopoeia,  Washington,  1820,  1842,  1851, 
1855,  1864,  1873,  1883,  1893,  etc. 

Pharmacopoeia  (Universal).  Congres  medical,  Pharmacopee  uni- 
verselle  et  uniformite  en  medecine,  rapport  de  la  commission 
internationale,  1879. 

— Edwards  (H.  M.)  <£•  P.  Vavasseur,  Universal  pharmacopeia,  or 

Practical  formulary  of  hospitals,  3rd  ed.,  by  M.  Ryan,  1839. 

— Geiger  (P.  L.)  <Ss  C.  F.  Mohr,  Pharm.  universalis,  1835-45.  * 

— Hirsch  (B.),  Universal-Pharmakopoe,  eine  vergleichende  Zusam- 

menstellung  der  zur  Zeit  in  Europa  und  Nordamerika  giiltigen 
Pharmakopoen,  1887-90. 

— James  (R.),  Pharmacopeia  universalis,  1747,  1752,  1764. 

— Jourdan(A.  J.  L.),  Pharmacopee  universelle,  1828,  1840.  * 

Eng.,  Pharmacopeia  universalis,  ed.  by  J.  Rennie,  1831-33. 

— Lemery  (N.),  Pharmacopee  universelle,  1716,  1729,  1748. 

— Squibb  (E.  R.),  [On]  a universal  pharmacopeia,  1877. 
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Pharmacopoeia  (Unofficial).  Oldberg  (0.),  1881. 

Pharmacopoeia  (Valentian).  Collegium  Valentinorum  Piiarmaco- 
polarum,  Officina  medicamentorum,  1601.  * 

Pharmacopoeia  (Venezuelan).  Venezuela,  Farmacopea  venezolana, 
por  F.  A.  Risquez,  1898.  * 

Pharmacopoeia  (Veterinary).  Erdmann  (G.  G.  H.)  <L ; C.  H.  Hertwig, 
Thierarztliche  Receptirkunde  und  Pharmakopoe,  3.  Aufl.,  1875. 

— Gresswell  (G.,  C.  <k  A.),  Veterinary  pharmacopoeia,  [1886.] 

— Morton  (W.  J.  T.),  Manual  of  pharmacy,  2nd  ed.,  [1839?]; 

3rd  ed.,  [1843?] ; 6th  ed.,  1860;  7th  ed.,  1868;  8th  ed.,  1880. 

— Tuson  (R.  V.),  Pharmacopoeia,  1869  ; 2nd  ed.,  1874  ; 3rd  ed., 

1880;  4th  ed.,  1886. 

Pharmacopoea  Wirtenbergica.  See  Wurtemberg,  1786. 
Pharmacopoeae  recentiores  Anglica,  Gallica,  Germanise,  Helvetica, 
Russise  inter  se  collatse.  See  Hager  (H.),  1869. 

Pharmacopoeias.  {See  before,  for  individual  Pharmacopoeias.  See 
also  Dispensatories  ; — Formulae,  etc.  ; — Prescribing,  etc.  ; — 
Receipts.) 

— Beasley  (H.),  Pocket  formulary,  and  synopsis  of  pharmacopoeias, 

2nd  ed.,  1842;  5th  ed.,  1851  ; 8th  ed.,  1866;  9th  ed.,  1872; 
10th  ed.,  1877  ; 11th  ed.,  1886. 

— Braithwaite  (J.  O.),  Pharmaceutical  formulary,  1899. 

— Cooley  (A.  J.),  Cyclopaedia  of  practical  receipts,  supplement  to 

pharmacopoeia,  [2nd  ed.,]  1845  ; 3rd  ed.,  1856  ; 4th  ed.,  1864  ; 
5th  ed.,  1872  ; 6th  ed.,  18[78-]80;  7tli  ed.,  1892. 

— Dorvault  ([F.  L.  M.]),  L’Officine,  contenant  conspectus  des 

pharmacopees,  1844  ; 3me  ed.,  1850;  6me  ed.,  1866;  8me  ed., 
1872  ; lime  ed.,  1886.  * 

— Gray  (S.  F.),  Supplement  to  pharmacopoeias,  1818;  newed.,  1821  ; 

5th  ed.,  1831  ; 6th  ed.,  1836.  ( Continued  under  Redwood.) 

— Hager  (H.),  Pharmacopoese  recentiores  ...  inter  se  collatse,  1869. 

— Redwood  (T.),  Gray’s  suppl.  to  pharm.,  2.  ed.,  1848;  3.  ed.,  1857. 

— Rennie  (J.),  New  supplement  to  the  pharm.,  3rd  ed.,  1833. 

— Scherer  (A.  N.  a),  Literatura  pharmacopoearum,  1822. 
Pharmacy.  {See  also  Dispensatories  ;— Dispensing  ; — Formulae 

and  Formularies  ; — Pharmacopoeias  ; — Prescribing  and  Pre- 
scriptions ; — Receipts,  etc.  Works  on  pharmaceutical  botany 
may  be  found  under  Botany,  or  Materia  medica.) 

— Alessandri  (P.  E.),  Manuale  del  farmacista,  2a  ed.,  1898. 

— Allgemeiner  deutscher  Apotheker-Congress,  Bericht,  1848. 

— Allgemeiner  osterreiciiischer  Apotheker-Verein,  Vienna,  Zeit- 

schrift,  1871-1900.  * 

Bericht  iiber  die...  25.-29.  General- Versammlung,  1886-90.  * 

— American  druggist,  [continuation  of]  New  remedies,  1884-97. 
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— American  journal  of  pharmacy.  See  Philadelphia  College. 

— American  Pharmaceutical  Association,  Minutes  of  Convention 

of  Pharmaceutists  and  Druggists  [in]  1851,  [reprinted]  1865. 

Proceedings  of  National  Pharmaceutical  Convention  [in]  1852, 

2nd  ed.,  1865. 

Proceedings  of  A.  P.  A.,  1853-1900. 

Address  to  druggists  and  apothecaries,  1854. 

Syllabus  of  a course  of  study,  by  W.  Procter,  jr.,  1858. 

— Andouard  (A.),  Nouveaux  elements  de  pharmacie,  2me  ed., 

188[l-]2. 

— Annalen  der  Chemie  : Annalen  der  Pharmacie,  1838-39. 

Annalen  der  Chemie  und  Pharmacie,  1840,  1843-74.  * 

— Annales  de  chimie,  etc.,  1789-1815.  * 

— Annals  of  chymistry  and  practical  pharmacy,  1842-43. 

— Annals  of  pharmacy  and  practical  chemistry,  1852-54. 

— Annuaire  de  la  pharmacie,  par  C.  Mehu,  1876. 

— Annuaire  de  therapeutique,  etc.,  1845,  1850-4,  1857-9,  1867-78. 

— Annuaire  des  specialites  medicales  et  jiharmaceutiques,  1880, 

1882-84. 

— Annuaire  pharmaceutique,  par  O.  Reveil,  etc.,  1863-74. 

— Anthon  (E.  F.),  Handworterbuch  der  chemisch-pharmazeutischen 

...  und  pharmakognostischen  Nomenklaturen,  2.  Aufl.,  1861.  * 

— Archiv  for  Pharmaci  og  technisk  Chemi,  1859-93  ; Archiv  for 

Pharmaci  og  Chemi,  1894-1900.  * 

— Archives  beiges  de  medecine  militaire,  etc.,  1858-62.  * 

— Archives  de  pharmacie,  1886-88.  * 

— Associazione  chimico-farmaceutica  fiorentina,  L’Orosi,  1878-82. 

— Attfield  (J.),  Introduction  to  pharmaceutical  chemistry,  1867. 
Chemistry,  [2.  ed.  of  Introd.,]  1869  ; [3.  U.  S.  ed.,]  1871; 

4.  ed.,  1872;  5.  [U.  S.]  ed.,  1873  ; 6.  ed.,  1875  ; 7.  [U.  S.]  ed., 
1876  ; 8.  [U.  S.]  ed.,  1879 ; 9.  ed.,  1881  ; 10.  [U.  S.]  ed.,  1883  ; 
11.  ed.,  1885  ; 12.  [U.  S.]  ed.,  1889  ; 13.  ed.,  1889  ; 14.  [U.  S.j 
ed.,  1894  ; 15.  ed.,  1893  ; 16.  [U.  S.]  ed.,  1899  ; 17.  ed.,  1898. 

A pamphlet  on  the  relation  to  each  other  of  education  and 

examination,  especially  with  regard  to  pharmacy  in  Great 
Britain,  2nd  ed.,  1882. 

— Australasian  journal  of  pharmacy,  1886-1900. 

— Beckurts  (H.)  &•  B.  Hirsch,  Handbuch  der  praktischen  Phar- 

macie, 1887-89. 

— Bell  (J.),  Concise  historical  sketch  of  the  progress  of  pharmacy 

in  Great  Britain,  1843 ; [new  ed.,  with  continuation]  by  T. 
Redwood,  1880. 

Chemical  and  pharmaceutical  processes  and  products,  1852. 
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— Bellingham  (O’B.),  Elem.  of  materia  medica  and  pharm.,  1841. 

— Beral  (P.  J.),  Nomenclature  et  classification  pharmaceut.,  1830. 

— - [Berlinisches  Jahrbuch  fiir  die  Pharmacie,  Register,  1809-23.]  * 

— Bottger  (H.),  Die  reiclisgesetzlichen  Bestimmung  fiber  den 

Verkehr  mifc  Arzneimitteln,  unter  Benutzung  der  Entschei- 
dungen  der  deutscben  Gerichtshofe  erlautert,  1882. 

Geschickte  der  Apothekenreformbewegung  in  Deutschland 

von  1862-82. 

— Bouchardat  ([A.]),  Manuel  de  mature  medicale,  de  therapeutique 

comparee  et  de  pharmacie,  2me  ed.,  1846. 

— Bourgoin  (A.  E.),  Traite  de  pharmacie  galenique,  1880. 

— Brande  (W.  T.),  Dictionary  of  materia  medica  and  practical 

pharmacy,  1839. 

Manual  of  pharmacy,  1825  ; 2nd  ed.,  1829  ; 3rd  ed.,  1833. 

— British  and  colonial  druggist,  1886-1900. 

— British  and  colonial  druggists’  diary,  1890-1901. 

— British  annals  of  medicine,  pharmacy,  etc.,  1837. 

— British  Pharmaceutical  Conference,  Proceedings,  1864-69. 
Year-book  of  pharmacy,  with  proceedings,  [transactions,] 

1870-1900. 

— Brousse  (J.),  Syntheses  de  pharmacie  et  de  chimie,  1862. 

— Brunfels  (O.),  O.  B.,  Fragment  zur  Geschichte  der  Pharmacie, 

von  F.  A.  Flfickiger,  [1878], 

— California  College  of  Pharmacy,  Valedictory  address  by  E. 

Painter,  1878. 

— Canning  (W.),  Select  practical  notes  and  formulae,  [1877]. 

— Cape  of  Good  Hope,  Colonial  Medical  Council,  etc.,  The 

medical  and  pharmacy  register,  1893,  1899. 

— Caspari  jr.  (C.),  Treatise  on  pharmacy,  1895. 

— Cercle  pharmaceutique  du  Hainaut,  Tarif  de  medicaments,  1879. 

— Chemical  gazette,  chem.  in  applications  to  pharmacy,  1842-59. 

— Chemical  news,  chemistry  in  applications  to  pharm.,  1860-1900. 

— Chemist,  and  record  of  pharmacy,  1849-53. 

— Chemist  and  druggist,  1859-1900. 

Australasian  supplement,  1878-85. 

— Chemist  and  druggist  of  Australasia,  1898-1900. 

— Chemists  and  druggists’  almanack  [diary],  1870,  1872-1901. 

— Chemists  and  Druggists’  Trade  Association  of  Great  Britain, 

Annual  report,  1877-86. 

— Chemists’  Assistants’  Association,  London,  [Report,  etc.,  1878], 
Proceedings,  1884-1900. 

- — Chemists’  desk  companion,  Year-book  of  pharmacy,  by  C.  H.  Wood 
and  C.  Sharp,  1865-66. 
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— Chemists’  journal,  1880-83. 

— Chiarlone  (Q.)  <k  C.  Mallaina,  Historia  critico-literaria  de  la 

farmacia,  3a  ed.,  1 87 5[ — 7 7 ]. 

— Chicago  College  of  Pharmacy,  Pharmacist,  1868-71,  1873, 

1877-81. 

— Coblentz  (V.),  Handbook  of  pharmacy,  2nd  ed.,  1895. 

— College  of  Pharmacy  of  the  City  of  New  York,  [Historical 

notice,  laws,  lists,  1873]  ; etc. 

— Collins  (W.),  Statement  of  facts  on  ...  medical  reform,  [1841]. 

— Congres  des  societes  de  pharmacie  de  France,  Compte  rendu, 

[1867], 

— Cooley  (A.  J.),  Pharmaceutical  Latin  grammar,  1845. 

Cyclopaedia  of  practical  receipts,  [editions  2-7,]  1845-92. 

— Cottereau  (P.  L.),  Traite  elem.  de  ...  [pharmacotechnie],  1839. 

— Cripps  (R.  A.),  Galenic  pharmacy,  1893. 

— Debeaux  (J.  O.),  Essai  sur  la  pharmacie  et  la  mati&re  medicale 

des  chinois,  1865.  * 

— [Deutscher]  Apotheker- Yerein,  Archiv  ...  fur  die  Pharmazie, 

1822-31  ; — Archiv  der  Pharmacie,  1835-1900.  * 

Entwurf  des  Statuts,  1880.  * 

Zweiter  Bericht  iiber  . . . die  Reform  der  pharmaceutischen 

Ausbildung,  1880. 

Mitglieder-Verzeichniss,  1882.  * 

Festschrift  zur  25.  Haupt-Versammlung,  1896. 

Apotheker-Zeitung,  1899-1900. 

— Dieterich  (E.),  Neues  pharmaceutisches  Manual,  4.  Aufh,  1891  ; 

5.  Aufl,  1892. 

— Dorvault  ([F.  L.  M.]),  L’Officine,  repertoire  de  pharmacie  pra- 

tique, 1844;  3me  ed.,  1850;  6me  ed.,  1866;  8me  ed.,  1872; 
lime  ed.,  1886.  * 

He  l’organisation  de  la  pharmacie  en  France,  1851. 

— [Dossie  (R.),]  Elaboratory  laid  open,  the  secrets  of  modern 

chemistry  and  pharmacy  revealed,  1758. 

— Echo  medical  et  pharmaceutique  de  l’ouest,  1881. 

EcOLE  SUPER1EURE  DE  PHARMACIE  DE  PARIS  (see). 

— Edwards  (H.  M.)  <L-  P.  Yavasseur,  Manual  of  ...  pharmacy,  1829. 

— Elborne  (VV.),  Laboratory  course  of  pharmacy,  1890. 

— Elsner  (F.),  Grundriss  der  pliarmaceut.  Cliemie,  1876  \jo.  1875]. 

— Enciclopedia  medico-farmaceutica,  1881-84. 

— Ephemeris  of  materia  medica,  pharmacy,  etc.,  1882-1900. 

— Farmacia  moderna,  rivista,  1879-81. 

— Ferrand  (E.),  Aide-memoire  de  pharmacie,  1873  ; 2me  ed.,  1880; 

5me  ed.,  1891. 
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— Fluckiger  (F.  A.),  Die  Frankfurter  Liste,  1873. 

Inventaire  d’une  pharmacie  cle  Dijon  en  1439,  [1873]. 

Documente  zur  Geschichte  de  Pharmacie,  1876. 

Das  Nordlinger  Register,  [1877], 

Pharmaceutische  Chemie,  1879  ; 2.  Aufl.,  1888. 

— France,  Pharmacy,  Statuts  et  r&glements,  1576-1841.  * 

Statuts  et  reglements,  1605-1786.  * 

Pieces  sur  l’organisation  de  pharmacie,  1777-1845.  * 

— - Fumouze,  De  la  pharmacie  [en  France,  etc.],  1863. 

— Gallo  (G.),  Farmacopea  italiana,  ossia  Dizionario  di  farmacia  e 

di  terapeutica,  [1881-82], 

— Geiseler  (T.),  C.  Herzog,  <&  A.  Wilms,  Betrachtungen  liber  den 

Zustand  der  deutschen  Pharmacie,  1867. 

— Gerrard  (A.  W.),  Elements  of  materia  medica  and  pharmacy,  1886. 

— Goddard  (J.),  Chemist’s  counter  companion,  price  book,  1846. 

— Gourdin  (T.),  Syntheses  de  pharmacie  et  de  chemie,  1862. 

— Gray  (S.  F.),  Elements  of  pharmacy,  1823  ; etc. 

— Great  Britain  and  Ireland,  House  of  Commons,  Special  report 

on  Apothecaries’  licences  bill,  [pharmacy  in  Ireland,]  1874. 

— Griffiths  (W.  H.),  Materia  medica  and  pharmacy,  1879  ; 3rd 

ed.,  1887. 

— [Guy  de  Chauliac,]  Guidos  questions,  antidotary,  1579.  * 

— Guybert  (P.),  Toutes  les  oeuvres  charitables,  1640.  * 

— Hager  (H.),  Manuale  pharmaceuticum,  1860,  v.  2 ; [ed.  2,]  1866, 

v.  2 ; ed.  3,  1866-76  ; ed.  4,  1875,  v.  1 ; ed.  6,  1892,  v.  1. 

Handbuch  der  pharmaceutischen  Praxis,  187[5]-83. 

— Hamberg  (N.  P.),  Svensk  pharmaceutisk  bibliographi,  1862. 

— Hellin-Criquelion  (C.),  L’exercice  de  la  pharmacie  [en  Belgique] 

au  point  de  vue  constitutionnel  et  legal,  1882. 

— Henkel  (J.  B.),  Die  Elemente  der  Pharmacie,  187[0-]3-4. 

/ 

— Henry  (N.  E.)  <k  N.  J.  B.  G.  Guibourt,  Pharmacopee  raisonnee, 

ou  Traite  de  pharmacie  pratique  et  theorique,  3me  ed.,  1841. 

— Huguet  (R.),  Traite  de  chimie  medicale  et  pharmaceutique,  1894. 

— Illinois  Pharmaceutical  Association,  Proceedings,  1880-90. 

— Ince  (J.),  Latin  grammar  of  pharmacy,  1882;  3rd  ed.,  1885; 

5th  ed.,  1890;  6th  ed.,  1894. 

— International  Pharmaceutical  Congress,  Congr&s  a Paris,  aout 

1867,  compte  rendu  sommaire  ; — Compte  rendu. 

— Berichte  iiber  den  Congress,  August,  1874,  zu  St.  Petersburg. 

Report  of  proceedings  of  fifth  Congress,  London,  1881. 

Resocontodel  quinto  Congresso,  pel  Cav.  N.  Sinimberghi,  1882. 

Sixi^me  Congr^s,  Bruxelles,  1885,  Compte  rendu,  1886. 

Huiti^me  Congr&s,  Bruxelles,  1897,  Compte  rendu,  1897. 
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— Iowa  State  Pharmaceutical  Association,  Proceedings  of  the 

Iowa  Druggists’  Convention  and  the  first  annual  meeting  of 
the  I.  S.  P.  A.,  1880. 

Proceedings  of  the  second  annual  meeting,  [1881], 

— Jaiirbuch  fur  practische  Pharmacie,  1838-53. 

Neues  Jahrbuch  fiir  Pharmacie,  1854-73. 

— Jaiiresbericht  (Canstatt’s)  fiber  die  Fortschritte  der  Pharmacie 

im  Jahre  1851-65.  * 

Jahresbericht  fiber  die  Fortschritte  der  Pharmacognosie  [fiir] 

1866-89.  * 

Jahresbericht  der  Pharmacie  [ffir]  1890-99.  * 

— Jahresbericht  fiber  die  Fortschritte  der  reinen,  pharmaceutischen 

und  technischen  Chemie  ffir  1851-56.  * 

— — Eng .,  Annual  report  of  the  progress  of  chemistry,  including 

applications  to  pharmacy,  etc.,  [for  1847-50].  * 

— Johanson  (E.),  Aus  alter  Zeit,  [1881], 

— Journal  de  chimie  medicale,  de  pharmacie,  etc.,  1825-37, 1839-47, 

1857-70. 

— Journal  de  pharmacie  d’Alsace-Lorraine,  1874-84. 

— Journal  de  pharmacie  et  de  chimie  : Bulletin  de  pharmacie, 

1809-14.  * 

Journal  de  pharmacie  et  des  sciences  accessoires,  1815-41.  * 

Journal  de  pharmacie  et  de  chimie,  1842-1900.  * 

— Journal  of  materia  medica,  pharmacy,  &c.,  1859-62,  1867-76. 

— Kane  (R.  J.),  Elements  of  practical  pharmacy,  1831. 

— ' — Elem.  of  chemistry,  inch  applic.  to  pharm.,  1842  ; 2.  ed.,  1849. 

— Kilner  (W.  B.),  Compendium  of  modern  pharmacy,  4th  ed., 

1882  ; 5th  ed.,  1884. 

— Kobert  (R..),  Compendium  der  Arzneiverordnungslehre,  1888. 

— Labelonye  (C.),  De  l’organisation  de  la  pharmacie  dans  les  princi- 

paux  etats  de  l’Europe,  1863. 

— Lamotte-Bertin  (J.  A.  T.  de),  Syntheses  chim.  et  pharm.,  1846. 

— Le  Canu  (L.  R.),  Cours  complet  de  pharmacie,  1842. 

— Leicestershire  Assoc,  of  Chemists  & Druggists,  Rules,  [184-?]. 

— Lekarnicky  kalend&r  na  rok  1882. 

— Lescher  (F.  H.),  Introd.  to  elem.  of  pharm.,  1869;  4.  ed.,  1873. 

— [—  The  modified  examination  of  the  Pharmaceutical  Soc.,  1869.] 

— [Lewis  (W.),]  New  dispensatory,  containing  the  theory  and 

practice  of  pharmacy,  1753  ; 2nd  cd.,  1765  ; 3rd  ed.,  1770  ; 5th 
ed.,  1785. 

— Limousin  (S.),  Contributions  a la  pharmacie,  1878-79. 

— Liverpool  Chemists’  Association,  Report,  1852-53. 

Transactions,  laws,  bye-laws,  etc.,  1855,  1857-81. 
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— London  medical  repository,  1814-26  (see  Note). 

Lucas  (E.  W.),  Practical  pharmacy,  1898. 

Lyons  (A.  B.),  Manual  of  practical  pharmaceutical  assaying,  1886. 
* ' Handbook  of  practical  assaying  of  drugs  and  galenicals,  1899. 

— Mace  (M.),  Traite  de  pharmacie  galenique,  1879. 

— MacEwan  (P.),  Pharmaceutical  formulas,  2nd  ed.,  1898. 

— Marquart  (C.),  Lehrbuch  der  Pharmacie,  2.  Aufl.,  1865-66. 

— Marty  (A.  P.),  La  pharmacie  a Montpellier,  1889. 

— Massachusetts  College  of  Pharmacy  (see). 

— Massachusetts  [State]  Pharmaceutical  Association,  Proceed- 

ings, 1882-88. 

— Meade  (W.),  Compendium  of  pharmacy,  1834. 

Manual  for  students  preparing  for  examination,  2nd  ed.,  1846. 
- — Medical  and  physical  journal,  1799-1821. 

— [Medical  times,]  Pharmaceutical  repertory,  1844-46. 

— Mohr  ([C.]  F.),  Lehrbuch  der  pharm.  Tecbnik,  3.  Aufl.,  1866. 
Eng.,  Practical  pharmacy,  by  T.  Redwood,  1849. 

Moller  (H.  J.).  Nogle  Bemaarkninger  om  den  nuvserende  phar- 
maceutiske  Uddannelse,  1881. 

— Moore  (W.  D.),  Outline  of  history  of  pharmacy  in  Ireland,  1848. 

— Morfit  (C.),  Chemical  and  pharmaceutic  manipulations,  1850. 

— Morton  (W.  J.  T.),  Manual  of  [veterinary]  pharm.,  2.  ed.,  [1839] ; 

3rd  ed.,  [1843]  ; 6th  ed.,  1860;  7th  ed.,  1868  ; 8th  ed.,  1880. 

— Murray  (C.),  Tratado  de  farmacia  y f armacognosia , 1866. 

Apuntes  para  la  historia  de  la  farmacia  argentina,  [1867], 

Mlrray  (Dr.  J.),  Elements  of  materia  medica  and  pharmacy, 
1804. 

System  of  materia  med.  and  pharmacy,  1810;  2nd  ed.,  1813. 

— Muter  (J.),  Introd.  to  pharmaceutical  chem.,  1874  ; [2.  ed.,  1879]. 
Nederlandsche  Maatschappij  ter  eevordering  der  Pharmacie 

(see). 

— New  remedies,  1871-83  ;— American  druggist,  1884-97. 

— New  South  Wales,  Pharmacy  Board,  Register  of  chemists  and 

druggists,  1897. 

— New  York  State  Pharmaceutical  Association,  Proceedings 

1879-92,  1894. 

— New  Zealand,  Parliament,  Act  to  establish  Pharmacy  Board 

1880. 

— New  Zealand,  Pharmacy  Board,  Pharmaceutical  register,  etc 

1883,  1888,  1890. 

— Norway,  Medicinal-Taxt  for  Norge,  1855  ; 1861  ; 1864. 

V eterinair-Medicinal-Taxt,  1861;  1862;  1863;  1864. 

— Nysten  (P.  H.),  Dictionnaire  de  medecine,  etc.,  8me  ed.,  1840. 
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— Om  Materialisternes  Ret  til  Handel  med  visse  Medicinalvarer, 

1868. 

— Ontario  College  of  Pharmacy,  formerly  Canadian  Pharmaceuti- 

cal Society,  Canadian  pharmaceutical  journal,  1868-1900. 

Act  respecting  pharmacy  in  Ontario,  by-laws,  etc.,  1880. 

— Owen  (R.  J.),  Chemists’  and  druggists’  compendium  of  receipts- 

and  processes,  1871. 

— Page  (J.),  Receipts  for  preparing  and  compounding  medicines- 

made  use  of  by  Mr.  Ward,  1763. 

— Parrish  (E.),  Pharmaceutical  notes  of  travel,  1859.  * 

— - — Introduction  to  practical  pharmacy,  2nd  ed.,  1859. 

-Treatise  on  pharmacy,  3rd  ed.,  [of  Introduction,]  1864;  4th 

ed.,  1874;  5th  ed.,  [1883?]. 

— Pennsylvania  Pharmaceutical  Association,  Proceedings, 1878-87. 

— Peters  (H.),  Pictorial  history  of  ancient  pharmacy,  1889. 

— Pharmaceutical  record,  1884-93. 

— - Pharmaceutical  Society  of  Australasia  (see). 

— Pharmaceutical  Society  of  Great  Britain  (see). 

— Pharmaceutical  Society  of  Ireland,  Calendar,  1877-1900. 

- — Pharmaceutical  Society  of  New  Zealand,  Annual  report,  1880. 
Rules  and  constitution,  1880. 

— Pharmaceutical  times,  a journal  of  chemistry,  etc.,  1846-48. 

— Pharmaceutische  Centralhalle,  1900. 

— Pharmaceutische  Gesellschaft,  Berlin,  Berichte,  1891-1900.  * 

— Pharmaceutische  Gesellschaft  in  St.  Petersburg,  Bericht  iiberr 

die  Verhandlungen  der  General- Versammlung,  1864. 

— Pharmaceutische  Monathsblatter,  1821. 

— Pharmaceutische  Post,  1900. 

— Pharmaceutische  Zeitung,  1900. 

— Pharmaceutisches  Central-Blatt  fur  1833[-44], 

— Pharmaceutisches  Repertorium,  1879. 

— Pharmaceutisk  Tidende,  1861-62;  Ny  pharmaceutisk  Tidende, 

1875-94.  * 

— - [Pharmacie  centrale  de  France,  L’Union  pharmaceutique, . 
1 860]— 95.  * 

Catalogue  pharmaceutique,  ou  Prix  courant,  1862. 

— Pharmacy  and  poison  laws  of  the  United  Kingdom,  Australasia, 

Canada  and  Cape  Colony,  [1892]. 

— Philadelphia  College  of  Pharmacy  (see). 

— Poehl  (A.),  Die  Pharmacie  auf  der  Pariser  Weltausstellung,  1878. 

— Poleck  (T.),  Uber  das  pharmaceutische  Studium  und  sein  Institut 

an  der  Universitat  zu  Breslau,  [1881]. 

— Pritchett  (W.  E.),  Pharmaceutical  synonyms,  2nd  ed.,  [1888]. 
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— Proctor  (B.  S.),  Lectures  on  practical  pharmacy,  1873  ; 2nd  ed., 

1883  ; 3rd  ed.,  1892. 

Manual  of  pharmaceutical  testing,  1890  ; 2nd  ed.,  1899. 

— Prota-Giurleo  (N.),  Trattato  di  farmacia,  1888. 

— Queensland,  Pharmacy  Board,  Pharmaceutical  list,  1889. 

— Quincy  (JV),  Prselectiones  pharmaceuticse,  or  Course  of  lectures, 

1723. 

— Remington  (J.  P.),  The  practice  of  pharmacy,  1886;  2nd  ed., 

1889  ; 3rd  ed.,  1894.  * 

— Repertoire  de  pliarmacie,  1856-1900.  * 

— Repertorium  fiir  die  Pharmacie,  1815-51  ; — Neues  Repertorium, 

1852-76.  * 

Riche  (A.),  Manuel  de  chimie  medicale  et  pliarmaceutique,  3me 
ed.,  1881. 

Ruprecht  (R.),  Bibliotheca  chemica  et  pharmaceutics,  Verzeich- 
ness  der  ...  in  1858-70  erscheinenen  Schriften,  1872. 

— Sardinia,  Tarif  de  pharmacie  pour  les  etats  sardes,  1853. 

— Schlickum  (0.),  Die  wissenschaftliche  Ausbildung  des  Apotheker- 

lehrlings,  1878. 

Schmidt  (E.),  Ausfiihrliches  Lehrbuch  der  pharmaceutischen 
Chemie,  1879-82. 

— Schwanert  (H.),  Lehrbuch  der  pharmaceutischen  Chemie, 

1880-83. 

— Sciiweizerische  Wochenschrift  fiir  Chemie  und  Pharmacie,  1900. 

— Schweizerischer  Apotheker-Yerein,  St.  Gall  (see). 

— [Schwenkfeld  or]  Schvenckfelt  (C.),  Thesaurus  pharmaceu- 

ticus,  1587. 

— Seabury  (G.  J.),  Shall  pharmacists  become  tradesmen  ? 1899. 

— Silva  (P.  J.  da),  [Historia  da  pharmacia  portugueza,]  1866. 

— Smith  (J.  B.),  Pharmaceutical  guide  to  examinations,  1870; 

2nd  ed.,  1874. 

- Sociedad  de  farmacia  nacional  Argentina,  Buenos  Aires,  Revista 
farmaceutica,  1858-80  Reglamento,  1863  ;— Tarifa,  1873. 

— Societe  de  pharmacie  d’Anvers,  Journal  de  pharmacie,  1867-76, 

1878-1900. 

— Societe  de  pharmacie  de  Bordeaux,  Bulletin,  1873-90. 

— Societe  de  pharmacie  de  Paris  (see). 

— Societe  de  prevoyance  des  pharmaciens  de  la  Seine,  Assemblee 

generate  annuelle,  1865-66. 

— Societe  des  pharmaciens  de  l’Eure,  Bulletin,  1874-90. 

— Societe  royale  de  pharmacie  de  Bruxelles,  Bulletin,  1857-78. 

— Society  of  Apothecaries,  Oificina  chymica  Londinensis,  1685. 

— Soubeiran  (E.),  Nouveau  traite  de  pharmacie,  1840. 
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— Steggall  (J.),  First  lines  for  chemists  and  druggists  preparing 

for  examination,  1844;  2nd  ed.,  1857;  3rd  ed.,  1869. 

— Stoeder  (W.),  Geschiedenis  der  pharmacie  in  Nederland,  1891. 

— Swiezawski  (E.  S.)  <b  K.  Wenda,  Materyjaly  dodjiejow  farmncyi 

w dawnej  Polsce,  etc.,  1882-87. 

— Theory  and  practice  of  chirurgical  pharmacy,  1761. 

— Thompson  (C.  J.  S.),  Chemist’s  compendium,  1896  ; 2nd  ed.,  1898. 

— - — The  mystery  and  romance  of  alchemy  and  pharmacy,  1897. 

— Thomson  (Anth.  T.),  Conspectus  of  pharmacopoeias,  a compen- 

dium of  ...  pharmacy,  1810  ; 9th  ed.,  1828;  11th  ed.,  1838  ; new 
ed.,  1874. 

London  dispensatory,  a synopsis  of  ...pharmacy,  1814;  new 

ed.,  1824;  9th  ed.,  1837  ; 10th  ed.,  1844;  11th  ed.,  1852. 

— T[hrasher]  (W.),  Marrow  of  chymical  physick,  1669. 

— Tijdschrift  voor  wetenschappelijke  pharmacie,  1849-67. 

— — Nieuw  tijdschrift  voor  de  pharmacie  in  Nederland,  1873-88. 

— United  Society  of  Chemists  and  Druggists,  London , Deputation 

to  the  Pharmaceutical  Council,  1867. 

- — Victoria,  Pharmacy  Board,  Pharmaceutical  register  for  1877-84, 
1899. 

Pharmacy  act  and  regulations,  [1877  ?]. 

Report,  1880,  1883-85,  1889,  1892-96,  1899-1900. 

— Victorian  Chemists’  Assistants’  Association,  Sixth  annual 

report,  etc.,  1879. 

— Vierteljahresschrift  fur  praktische Pharmacie,  1854, 1856-73.* 

— Virey  (J.  J.),  Traite  de  pharmacie,  1811. 

— Vogler  (J.  P.),  Pharmaca  selecta,  denuo  ed.,  1788. 

— Western  Australia,  Pharmaceutical  Council,  Pharmaceutical 

register  and  report,  1897. 

— Western  druggist,  1889-1900. 

— Whitla  (W.),  Elements  of  pharmacy,  1882  ; 2nd  ed.,  1884  ; 3rd 

ed.,  1885  ; 4th  ed.,  1887  ; 5th  ed.,  1889  ; 7th  ed.,  1898. 

— Wills  (G.  S.  V.),  Elements  of  pharmacy,  6th  ed.,  [1886], 

— Willson  (A.  R.),  Chemical  notes  for  pharmaceutical  students, 

[1875]  ; 2nd  ed.,  1886. 

— Wilson  (J.),  Pharmacopoeia  chirurgica,  or  Manual  of  chirurgical 

pharmacy,  3rd  ed.,  1814. 

— Wittstein  (G.  C.),  Practical  pharmaceutical  chemistry,  1853. 

- — Wolff  (E.)  <£.•  B.  Hirsch,  Die  Priifung  der  Arzneimittel,  1866. 

— Year-book  of  therapeutics,  pharmacy,  etc.,  New  York,  1872. 

— Yvan  (Dr.),  Lettre  sur  la  pharmacie  en  Chine,  1847. 

— Yvon  (P.),  Traite  de  l’art  de  formuler,  comprenant  un  abregc  de 

pharmacie  chimique  et  galenique,  1879. 
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Pharmacy  and  poison  laws  of  the  United  Kingdom,  Australasia, 
Canada  and  Cape  Colony.  London,  [1892],  8+220  p.  2 copies. 
Pharmakopeia  (Rossieskaia).  See  Russia,  1871,  1880,  1891. 
Pharmakopoe.  See  Codex  der  Pharmakopoen. 

Pharmakopoe  fiii-  das  Konigreich  Bayern.  See  Bavaria,  1859. 
Pharmakopoe  fiir  das  Konigreich  Hannover.  . See  Hanover,  1861. 
Pharmakopoe  (Universal-).  See  Hirsch  (B.),  1887-88. 

Phenol.  See  Carbolic  acid. 

Philadelphia.  See  American  Pharmaceutical  Association. 

— See  National  Pharmaceutical  Convention. 

— See  Philadelphia  College  of  Pharmacy. 

Philadelphia  College  of  Pharmacy.  Journal ; edited  by  B.  Ellis 
[and  R.  E.  Griffith],  Philadelphia,  18[29-35],  6 vol..  pi.  * 

— American  journal  of  pharmacy  ; new  series  [of  the  Journal]  ; 

edited  by  R.  E.  Griffith,  [J.  Carson,  R.  Bridges,  and  W. 
Procter,  jr.].  Philadelphia,  [1835-]52.  18  vol.,  pi.  * 

— Same.  Third  series,  edited  by  W.  Procter,  jr.  Philadelphia 

1853-70.  18  vol.,  pi.  * 

— Same.  Fourth  series,  edited  by  J.  M.  Maisch,  etc.  Philadelphia, 

1871-1900.  Yol.  1-30  (whole  series,  v.  43-72),  pi.  * 

— Same . General  index,  1830-50;  [compiled  by  A.  B.  Taylor]. 

Philadelphia,  1850.  * 

— Same.  General  index,  1825-70;  comp,  by  H.  M.  Wilder;  [also, 

Historical  notice  by  the  publishing  committee],  Pliila.,  1873.  * 

— Same.  Another  copy.  %.  * 

— Same.  General  index,  1871-80;  compiled  by  J.  M.  Maisch. 

Philadelphia,  1880.  * 

— Same.  General  index,  1881-90;  compiled  by  H.  M.  Wilder. 

Philadelphia,  1891.  * 

— Report,  with  catalogue  of  members  and  graduates.  Phila- 

delphia, 1846.  16  p.  * 

— Charter  and  laws  ; list  of  officers  and  members.  Philadelphia 

1847.  12  p.  * 

— Valedictory  charge  to  the  graduates,  by  W.  Procter,  jr. ; with  a 

list  of  the  graduates.  Philadelphia,  1858.  16  p.  (Pam.  40.) 

— Prospectus  of  the  forty-fourth  annual  course  of  instruction  ; 

[with]  historical  sketch  of  the  school.  Philadelphia,  1864. 

16  p.  (Pam.  40.) 

— Fourth  annual  report  of  the  Alumni  Association  ; containing 

also,  valedictory  address  by  E.  Parrish.  Philadelphia,  1868° 

40  p.  (Pam.  40.) 

— Annual  Report[s  13-27]  of  the  Alumni  Association  ; with  exer- 

cises of  commencements  56-70]  of  the  College.  Philadelphia 
1877-91.  15  pam. 
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Philadelphia  College  of  Pharmacy — continued. 

— Constitution,  by-laws,  and  code  of  ethics  of  the  College ; with 

lists  of  officers,  members,  etc.  ; and  announcement  of  the  School 
of  Pharmacy.  Philadelphia,  1869.  50  p.  * 

Philaretus  \or  Theophilus  Protospatharius],  See  Medico  artis- 
principes,  1567,  tom.  3. 

Philip  (A.  P.  W.).  On  the  influence  of  minute  doses  of  mercury, 
combined  with  the  appropriate  treatment  of  various  diseases,, 
in  restoring  the  functions  of  health,  & the  principles  on  which 
it  depends.  Second  edition.  London,  1835.  2 + 8 + 2 + 116  p. 

Philippine  Islands.  Ray  (J.),  Historia  plantarum,  accessit  historia 
stirpium  ins.  Philippinarum  a G.  J.  Camello,  1704.  * 

Phillips  (Charles  D[ouglas]  F[ergusson]).  Materia  medica  and 
therapeutics;  vegetable  kingdom.  London,  1874.  8 + 584  p. 

— Materia  medica  and  therapeutics  ; inorganic  substances.  London, 

1882.  16  + 820  p. 

— Same.  Second  edition.  London,  1894.  14  + 898  p. 

— Materia  medica  and  therapeutics  ; vegetable  kingdom,  organic 

compounds,  animal  kingdom.  London,  1886.  12  + 1082  p. 

Phillips  (John  Arthur).  Manual  of  metallurgy ; practical  treatise 
on  the  chemistry  of  the  metals.  London,  1852.  20  + 606  p. 

— Elements  of  metallurgy ; practical  treatise  on  the  art  of  ex- 

tracting metals  from  their  ores.  London,  1874.  20  + 766  p. 

— Same.  New  edition,  by  the  author  and  H.  Bauerman.  London, 

1887.  24  + 848  p.  +2  pi. 

— Copper  smelting.  (In  Bevan,  G.  P.,  British  manufacturing  in- 

dustries, 2nd  ed.,  1876,  Iron,  etc.,  p.  77-125.) 

Phillips  (Richard).  Experimental  examination  of  the  Pharma-, 
copceia  Londinensis ; with  remarks  on  Powell’s  translation  anc  I 
annotations.  London,  1811.  8 + 152  p. 

— - Remarks  on  the  editio  altera  of  the  Pharm.  Londinensis,  and  orn 
Powell’s  translation  and  annotations.  Lond.,  1816.  14  + 66  p 

— See  also  Annals  of  philosophy,  1821-26. 

— See  also  Philosophical  magazine,  1827-51. 

— See  also  Royal  College  of  Physicians  of  London,  Translation 

of  the  Pharmacopoeia,  with  notes,  1824;  1831;  1837;  1838 
1841  ; 1848;  1851. 

Phillips  (William).  Manual  of  the  British  discomycetes.  London 
1887.  12  + 462  p.  +12  pi.  (International  scientific  series,  61. 
Philological  Society,  London.  See  Murray  (James  A.  H.). 
Philosopher’s  stone.  (See  also  Alchemy.) 

— D.  (H.  V.),  Tomb  of  Semiramis  hermetically  sealed,  1674. 

— Hermetical  triumph,  or  Victorious  philosophical  stone,  1723. 

— Valentinus  (B.),  Triumphant  chariot  of  antimony,  etc.,  1678. 
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Philosophical  instruments  and  processes.  See  Glaisher  (J.),  1852. 
Philosophical  magazine  and  journal : comprehending  the  various 
branches  of  science,  the  liberal  and  fine  arts,  geology,  agricul- 
ture, manufactures  and  commerce;  by  A.  Tilloch.  London, 
[1814-17].  Vol.  43-50,  pi.  * 

Note.  — Amalgamation  of  Phil.  mag.  with  Journal  of  natural  philo- 
sophy, etc.,  by  W.  Nicholson  ; for  the  latter  work,  see  Journal. 

Philosophical  magazine,  or  Annals  of  chemistry,  mathematics, 
astronomy,  natural  history,  and  general  science  ; by  R.  Taylor 
and  R.  Phillips ; [second]  series.  London,  [1827-32],  11  vol 

pi.  * 

Note.  Amalgamation  of  Phil.  mag.  and  journal  with  Annals  of 
philosophy,  byT.  Thomson,  etc.;  for  the  latter  work,  see  Annals. 

— Same.  General  index  to  [second]  series.  London,  1835.  * 

— London  and  Edinburgh  philosophical  magazine,  and  journal  of 

science  ; by  D.  Brewster,  R.  Taylor,  and  R.  Phillips ; [third] 
series.  London,  [1832-40],  Vol.  1-16,  pi.,  por.  * 

Note.— Amalgamation  of  Phil.  mag.  with  Edinburgh  journal  of  science. 

— London,  Edinburgh  and  Dublin  philosophical  magazine  and 

journal  of  science;  by  D.  Brewster,  R.  Taylor,  R.  Phillips, 
R.  [J.]  Kane,  [and  E.  W.  Brayley;  third]  series,  [continued], 
London,  [1840-50],  Vol.  17-37,  pi.  * 

— Same.  Fourth  series  ; [by  D.  Brewster,  R.  Taylor,  R.  Phillips, 

R.  J.  Kane,  W.  Francis,  J.  Tyndall,  A.  Matthiessen,  and 
W.  Thomson].  London,  [1851-75].  50  vol.,  pi.,  por.  * 

— Same.  Fifth  series ; [by  R.  J.  Kane,  W.  Thomson  afterwards 

Lord  Kelvin , W.  Francis,  etc.].  London,  1876-1900.  Vol.  1- 
50,  pi.  * 

Philosophical  Society  of  Glasgow.  Proceedings,  186[7-8;  1870-1900], 
Glasgow,  1868,  1871-1900.  Vol.  6,  no.  4;  vol.  7,  no.  3;  vol. 
8-31  ; pi.,  tab.  * 

— Same.  Index  to  vol.  1-20,  1841-89.  Glasgow,  1892.  * 

— Memorandum  and  articles  of  association.  Glasgow,  1879.  16  p. 

(In  their  Proceedings,  vol.  11.)  * 

— See  also  Graham  (T.),  Life  and  works,  by  R.  A.  Smith,  1884. 
Philosophical  transactions.  See  Royal  Society  of  London,  1 753— 

1889. 

Philosophy.  (See  also  headings  commencing  Philosophical.) 

— Bartholinus  (T.),  Acta  medica  et  philosophica  Hafniensia,  1673, 

1675,  1680.  * 

— Buchner  ([F.  C.  C.]  L.),  Science  et  nature,  essais  de  philosophic 

1866. 

— Euler  (L.),  Letters  to  a German  princess,  translated,  1795. 
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Philosophy — continued. 

— Franklin  (B.),  Experiments  & observations  on  electricity,  [also 

letters  and  papers  on  philosophical  subjects,  5th  ed.,  1774. 

— Literary  and  Philosophical  Society  of  Manchester  (see). 

— Pages  (J.  B.),  L’oeconomie  des  trois  families  du  monde,  1625. 
Philosophy  (Chemical).  See  Chemistry. 

Philosophy  (Experimental  and  Natural).  See  Physics. 

[Philotime,  pseud .]  Lettre  a M,  le  docteur  [J.  J.]  Virey  sur  ha 

saisie  de  la  seconde  edition  de  son  Traite  de  pharmacie.  [Pariss 
1819?]  lGp.  * 

Phlogiston.  Higgins  (W.),  Comparative  view  of  the  phlogistic  an* 
antiphlogistic  theories,  1789. 

— Priestley  (J.),  Experiments  and  observations  relating  to  ait 

[also]  Considerations  on  the  doctrine  of  phlogiston,  1796. 
Phoebus  [Phobus]  (Philipp).  Deutschlands  kryptogamische  Grift  t 
gewachse  in  Abbildungen  und  Beschreibungen.  Berlin,  1838' 
12  + 114  p.  +9  col.  pi.  (In  Brandt,  Phoebus  & Ratzeburc  < 
Abbildung  und  Beschreibung  der  Giftgewachse.)  1§.  * 

— Uber  die  Naturwissenschaften  als  Gegenstand  des  Studiums,  de 

Unterrichts  und  der  Prufung  angehender  Arzte.  Nord hausen 
1849.  8 + 90  p.  (Pam.  30.) 

— Uber  pharmakodynamische  Aquivalente  fur  die  Hauptbestand 

theile  der  Mineral  wasser  und  liber  einiges  Verwandte.  Giessen 
1858.  36  p.  (Pam.  5.) 

— Die  Delondre-Bouchardatschen  China-Rinden.  Giessen,  18641 

4+  76  p.  +1  tab. 

— Same.  2 other  copies.  1§.  * 

. — Kleine  cinchonologische  Notizen.  [Miinchen,  1865-67.]  2 pain 

(Pam.  30.) 

Phosphate  of  calcium.  See  Calcium  (Phosphate  of). 

Phosphates.  Dalton  (J.),  On  the  phosphates,  etc.,  1840-42. 
Phosphorescence.  Wilson  (B.),  Series  of  experiments  relating  t 
phosphori,  with  translation  of  two  memoirs  by  J.  B.  Beccar 
1775. 

Phosphorus.  [Mehu  (C.  J.  M.),]  Solubilite  de  l’acide  arsenieu:  ’ 
[Potion  phosphoree,  etc.,  1870?]. 

— Mehu  (C.  [J.  M.]),  Sur  les  differents  modes  d’administrer  11 

phospliore  en  nature,  1875. 

— Pearson  (J.  J.)  & W.  H.  Pollard,  Observations  on  opheli  i 

cliirata,  with  remarks  on  the  abuse  of  phosphorus  as  a remedii 
agent,  1880. 

— Thompson  (J.  A.),  Free  phosphorus  in  medicine,  with  speci: 

reference  to  its  use  in  neuralgia,  1874. 

Photogenic  oils.  See  Oils  (Hydrocarbon). 
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Photographic  (Royal)  Society  of  Great  Britain,  London.  [Photo- 
graphic] journal  [and]  transactions  ; edited  by  A.  Henfrey, 
[J.  R.  Major,  W.  Crookes,  H.  W.  Diamond,  J.  Spiller,  H.  B. 
Pritchard,  R.  J.  Friswell,  and  W.  de  W.  Abney].  London, 
185[3]-1900.  Vol.  1-16;  ser.  2,  vol.  1-24;  pi. 

Photography.  ( See  also  Daguerreotype  ; — Photographic  Society.) 
- Abney  (W.  de  W.),  Treatise  on  photography,  1878  ; 3rd  ed., 
1885  ; 5th  ed.,  1888. 

Instruction  in  photography,  10th  ed.,  1900. 

— Bousfield  (E.  C.),  Guide  to  photo-micrography,  2nd  ed.,  1892. 
Braemer  (L.)  <£•  A.  Suis,  Atlas  de  photomicrographie  des  plantes 

medicinales,  1900. 

Brothers  (A.),  Photography,  its  history,  processes,  etc.,  1892. 
Eder  (J.  M.),  The  chemical  effect  of  the  spectrum,  1883. 

— Foster  (P.  Le  N.),  Photography,  2nd  ed.,  1877. 

IIardwich  (T.  F.),  Manual  of  photographic  chemistry,  1855  ; 
9th  ed.,  1883. 

— Hunt  (R.),  Manual  of  photography,  3rd  ed.,  1853. 

— Mills  (F.  W.),  Photography  applied  to  the  microscope,  1891. 

— Price  (L.),  Manual  of  photographic  manipulation,  1858. 

— Pringle  (A.),  Practical  photo- micrography,  [1893]. 

- — Spitta  (E.  J.),  Photo-micrography,  1899. 

— Vogel  (H.),  Chemistry  of  light  and  photography,  5th  ed.,  1888. 

— Wall  (E.  J.),  Dictionary  of  photography,  1889;  7th  ed.,  1897. 
Photo-micrography.  See  Photography. 

Phrenology.  Donovan  (C.),  Reply  to  Sir  B.  Brodies  attack,  1857. 
Phthisis  or  Consumption.  Addison  (W.),  Dissertation  on  Malvern 
water,  consumption,  etc.,  2nd  ed.,  1831. 

— Fournier  (G.),  De  la  creosote  du  hetre  dans  le  traitement  de  la 

phthisie  pulmonaire,  [1878?]. 

— Gannal  ([J . N.]),  Two  memoirs  on  the  inhalation  of  diluted 

chlorine  in  pulmonary  consumption,  1830. 

— Hocken  (E.  O.),  Practical  enquiry  into  the  value  of  medicinal 

naphtha  in  tubercular  phthisis,  1844. 

— Hospital  for  Consumption,  etc.,  London,  Pharmacopoeia,  1848. 

— Kellie  (J.),  Hints  for  the  cure  of  consumption,  1860. 

— Simmons  (S.  F.),  Practical  observat.  on  treatment  of  cons.,  1780. 
Physic.  See  Materia  medica  ; — Medicine  ; — Pharmacy  ; etc. 
Physical  arithmetic.  See  Macfarlane  (A.),  1885. 

Physical  atlas  of  natural  phenomena.  See  Johnston  (A.  K.),  new 
ed.,  1856.  * 

Physical  geography  and  Physiography.  Ansted  (D.  T.).  Elementary 
course  of  geology  ...  and  physical  geography,  2nd  ed.,  1856. 

— Buff  (H.),  Familiar  letters  on  the  physics  of  the  earth,  1851. 
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Physical  geography  and  Physiography — continued. 

— Humboldt  ([F.  H.]  A.  v.),  Cosmos,  translated,  1868-71. 

— Huxley  (T.  H.),  Physiography,  introd.  to  study  of  nature,  1878. 

— Johnston  (A.  K.),  Physical  atlas,  new  ed.,  1856.  * 

— Skertchly  (S.  B.  J.),  Physical  system  of  the  universe,  an  outline 

of  physiography,  1878. 

— Society  for  the  Diffusion  of  Useful  Knowledge,  Library  of 

useful  knowledge,  natural  philosophy,  1829-38,  vol.  3 (see). 
Physical  optics.  See  Light. 

Physicians.  See  Medicine. 

Physician’s  pharmacopoeia.  See  Baily  (J.),  1885. 

Physics,  or  Natural  philosophy.  (See  also  separate  subjects.) 

— Aldous  (J.  C.  P.),  Elementary  course  of  physics,  1898. 

— Annalen  der  Physik  und  Chemie,  von  J.  C.  Poggendorff,  1858-59  ; 

1891-99  ; Annalen  der  Physik,  1900.  * 

— Annales  de  chimie,  ou  Recueil  de  memoires,  etc.,  1789-1815.  * 
Annales  de  chimie  et  de  physique,  1816-1900.  * 

— [Annals  of  philosophical  discovery,  by  W.  Sturgeon,  1843.] 

— Annals  of  philosophy,  by  T.  Thomson,  etc.,  1813-26. 

— Arnott  (N.),  Elements  of  physics,  5th  ed.,  1833  ; 6th  ed.,  1864-5  ; 

7th  ed.,  1876. 

. Becher  (J.  J.),  Actorum  laboratorii  chymici  Monacensis  seu 

Physicie  subterranse  libri  duo,  1681. 

— Bergman[n]  (T.  [0.]),  Physical  and  chemical  essays,  1784; 

1788;  1791. 

— Biot  (J.  B.),  Traite  de  physique  experim.  et  mathematique,  1816. 

— Bird  (G.)  & C.  Brooke,  Elements  of  natural  philosophy,  4th  ed., 

1854  ; 6th  ed.,  1867. 

— Boussingault  (J.  B.  [J.  D.]),  Rural  economy,  2nd  ed.,  1845. 

— Boyle  (R.),  Works,  epitomiz’d,  by  R.  Boulton,  1699,  vol.  1. 

— Brisson  (M.  J.),  Traite  elementaire  de  physique,  3e  ed.,  1800. 
Elemens,  ou  principes  physico-chymiques,  2e  ed.,  1803. 

— Buff  (H.),  Familiar  letters  on  the  physics  of  the  earth,  1851. 

— Carnelley  (T.),  Physico-chemical  constants,  1885-87.  * 

— Cavallo  (T.),  Elements  of  natural  or  experimental  philosophy, 

1803. 

— Chemical  news,  [and  journal  of  physical  science,]  1860-1900. 

— Chemist,  a monthly  journal  of  ...  physical  science,  1854-58. 

— Cooke  (J.  P.),  Elements  of  chemical  physics,  4th  ed.,  1886. 

— Daniell  (A.),  Text-book  of  the  principles  of  physics,  1884. 

— Davy  (H.),  [Collected  works,  edited  by  J.  Davy,  1839-40]. 

— Deschanel  (A.  P.),  Elementary  treatise  on  natural  philosophy, 

transl.  by  J.  D.  Everett,  1871-72  ; 4th  ed.,  1877  ; 9th  ed.,  1886. 

— Draper  (J.  C.),  Text-book  of  medical  physics,  1885. 
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Physics,  or  Natural  philosophy — continued. 

— * Edinburgh  philosophical  journal,  1819-26. 

Edinburgh  new  philosophical  journal,  1854-56. 

— Euler  ([L.]),  Letters  to  a German  princess,  translated,  1795. 

— Everett  (J.  D.),  Elem.  text-hook  of  physics,  1877  ; 2nded.,  1883. 
Outlines  of  natural  philosophy,  1885. 

Units  and  physical  constants,  2nd  ed.,  1886. 

— Faraday  (M.),  Experimental  researches  in  ...  physics,  1859. 

— Fownes  (G.),  Physical  ...  chemistry.  [See  his  Manual  of  chem.) 

— Frankland  (E.),  Expei’im.  researches  in  ...  physical  chem.,  1877. 

— Ganot  ([A.]),  Elementary  treatise  on  physics,  2nd  ed.,  1866; 

5th  ed.,  1872;  8th  ed.,  1877  ; 9th  ed.,  1879;  12th  ed.,  1886. 

Natural  philosophy  for  general  readers,  1872  ; 3rd  ed.,  1878; 

5th  ed.,  1884  ; 6th  ed.,  1887  ; 7th  ed.,  1890. 

— Glazebrook  (R.  T.)  & W.  N.  Shaw,  Practical  physics,  1885. 

— Gore  (G.),  Art  of  scientific  discovery,  1878. 

— Grove  (W.  R.),  Correlation  of  physical  forces,  2nd  ed.,  1850;  3rd 

ed.,  1855;  5th  ed.,  1867. 

— Hunt  (R.),  Elementary  physics,  1851. 

— Jahresbericht  fiber  die  Fortschritte  der  reinen  ...  Chemie, 

Physik,  Mineralogie  und  Geologie,  ffir  1851[-56].  * 

Eng.,  Annual  report  of  progress  of  ...  physics,  [for  1847-50],  * 

Jahresbericht  fiber  die  Fortschritte  der  Physik  ffir  1857.  * 

— Journal  of  natural  philosophy,  etc.,  by  W.  Nicholson,  1802-13. 

— Kohlrausch  (F.),  Introduction  to  physical  measurements,  2nd 

ed.,  1883. 

— Kruss  (G.),  Spezielle  Methoden  der  Analyse,  1892. 

— Laboratory  (The),  a weekly  record,  by  J.  C.  Brough,  1867. 

— Landolt  (H.)  & R.  Bornstein,  Physikalisch-chemische  Tabellen, 

1883.  * 

— Liebig  (J.  v.),  Chemistry  and  physics  in  relation  to  physiology 

and  pathology,  1846. 

— Lockyer  (J.  N.),  Contributions  to  solar  physics,  1874. 

— Marcet  (J.),  Conversations  on  natural  philos.,  14th  ed.,  1872. 

— Mayow  (J.),  Tractatus  quinque  medico-physici,  1674. 

— Miller  (W.  A.),  Chemical  physics.  ( See  his  Elements  of  chem.) 

— Muller  (J.),  Principles  of  physics  and  meteorology,  1847. 

• — Newton  ([I.]),  Excerpta  e Principiis  philosophiie  naturalis,  1765. 

— Ostwald  (W.),  Manual  of  physico-chemical  measurements,  1894. 

— Pesciiel  (C.  F.),  Elements  of  physics,  1845-46. 

— Philosophical  magazine,  1814-17,  1827-1900.  * 

— Powell  (B.),  History  of  natural  philosophy,  1834. 

— Priestley  (J.),  Experiments  and  observations,  1779-86  ; 1790. 
Heads  of  lectures  on  experimental  philosophy,  1794. 
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Physics,  or  Natural  philosophy — continued. 

— Quincy  (J.),  Lexicon  physico-medicum,  New  physical  dictionary,, 

etc.,  2nd  ed.,  1722  ; 4th  ed.,  1730;  6th  ed.,  1743  ; 7th  ed.,  1757  ; 
11th  ed.,  1794. 

— Readings  in  science,  explanations  in  natural  philosophy,  1833. 

— Robertson  (J.  M ‘Gregor-),  Elem.  of  physiological  physics,  1884. 

— SchOdler  (F.),  Book  of  nature,  edited  by  H.  Medlock,  1851. 

— Society  for  the  Diffusion  of  Useful  Knowledge,  Library  of 

useful  knowledge,  natural  philosophy,  1829-38. 

— Somerville  (M.),  On  the  connexion  of  the  physical  sciences,  8thi 

ed.,  1849. 

— Stadel  (W.),  Lehrbuch  der  Chemie,  der  Physik,  etc.,  1 87[0— ]3. 

— — Stallo  (J.  B.),  The  concepts  and  theories  of  modern  physics,-. 
[3rd]  ed.,  1885. 

— Stewart  (B.),  Lessons  in  elem.  physics,  1871  ; [new  ed.,]  1886.1 

— Stewart  (B.)  & W.  VY.  H.  Gee,  Lessons  in  elementary  practical' 

jihysics,  1885-87. 

— Tait  (P.  G.),  Lectures  on  recent  advances  in  physical  science,1 

2nd  ed.,  1876. 

— Thomson  (J.  J.),  Applications  of  dynamics  to  physics,  1888. 

— Thomson  (R.  D.),  Sketch  of  the  recent  progress  of  physical 

science,  [1862],  * 

— Thomson  (T.),  Sketch  of  the  progress  of  physical  science,  [1862],  * 

— Thomson  (W.)  dk  P.  G.  Tait,  Elements  of  natural  philos.,  1873. 

— Thresh  (J.  C.),  Physics,  experimental  and  mathematical,  [1881], 

— Todhunter  (I.),  Natural  philosophy  for  beginners,  1877. 

— Tyndall  (J.),  On  the  importance  of  the  study  of  physics,  1855. 
Contributions  to  molecular  physics  in  radiant  heat,  1872. 

— Van ’t  Hoff  (J.  H.),  Lectures  on  . . . physical  chemistry,  [1898-99] 

— Walker  (J.),  Introduction  to  physical  chemistry,  1899. 

— Watson  (W.),  Text-book  of  physics,  1899. 

— Webster  (J.),  Elements  of  natural  philosophy,  1804. 

— Weinhold  (A.  F.),  Introduction  to  experimental  physics,  1875. 

— Whewell  (W.),  Astronomy  and  general  physics  considered  withh 

reference  to  natural  theology,  [2nd  ed.,]  1833. 

— Woodward  (C.  J.),  Arithmetical  physics,  1885-86. 

— Worthington  (A.  M.),  Elem.  course  of  practical  physics,  1881. 

— Young  (T.),  Course  of  lectures  on  nat.  philosophy,  new  ed.,  1845 1 
Physiography.  See  Physical  geography  and  Physiography. 
Physiology  (Animal  and  Human),  including  Physiological  chemistryv 

— Beale  (L.  S.),  Bioplasm,  introd.  to  study  of  physiology,  1872. 
Protoplasm,  or  Matter  and  life,  3rd  ed.,  1874. 

— Brown  (A.  C.)  <k  T.  R.  Fraser,  On  the  connection  between 

chemical  constitution  and  physiological  action,  1868-69. 
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Physiology  (Animal  and  Human),  including  Physiological  chemistry 

— continued. 

— Carpenter  (W.  B.),  Principles  of  physiology,  3rd  ed.,  1851. 

Principles  of  human  physiology,  4th  ed.,  1853  ; 6th  ed.,  1864  ; 

8th  ed.,  1876. 

Manual  of  physiology,  including  phys.  anatomy,  4th  ed.,  1865. 

— Charles  (T.  C.),  Elements  of  physiological  and  pathological 

chemistry,  1884. 

— Davy  (J.),  Researches,  physiological  and  anatomical,  1839. 

— Dumas  (J.  [B.  A.])  & J.  B.  [J.  D.]  Boussingault,  Chemical  and 

physiological  balance  of  organic  nature,  3rd  ed.,  1844. 

— Fordyce  (G.),  Lectures  on  physiology,  etc.,  [1764-1802  ?]  ms.  * 

— Foster  (M.),  Text  book  of  physiology,  3rd  ed.,  1879;  4th  ed., 

1883;  5th  ed.,  pts.  1,  2,  4,  1891 ; 6tli  ed.,  pt.  3,  1892. 

— Funke  (0.),  Atlas  of  physiological  chemistry,  1853.  * 

— Gamgee  (A.),  Text-book  of  physiological  chemistry  of  the  animal 

body,  1880-93. 

— Gordon  (J.),  Outlines  of  lectures  on  human  physiology,  1817. 

— Halliburton  (W.  D.),  Text-book  of  chemical  physiology,  1891. 

— Hermann  (L.),  Elements  of  human  physiology,  2nd  ed.,  1878. 

— ILoppe-Seyler  (F.),  Physiologische  Chemie,  18[77-]81. 

— Huxley7  (T.  H.),  Lectures  in  elementary  physiology,  4th  ed., 

1870  ; new  ed.,  1879. 

— Keill  (J.),  Essays  on  several  parts  of  the  animal  oeconomy,  2nd 

ed.,  1717. 

— Kingzett  (C.  T.),  Animal  chemistry,  1878. 

— Kirkes  RW.  S.)  & J.  Paget],  Hand-book  of  physiology,  by 

W.  M.  Baker,  10th  ed.,  1880. 

— Lancet  (The),  [journal  of  medicine,  physiology,  etc.,]  1823-1900. 

— Lea  (A.  S.),  The  chemical  basis  of  the  animal  body,  1892. 

— Lehmann  (C.  G.),  Lehrbuch  der  physiologischen  Chemie,  1850-52. 
Eng.,  Physiological  chemistry,  tr.  by  G.  E.  Day,  1851-54. 

— Liebig  (J.  v.),  Animal  chemistry,  1842  ; 3rd  ed.,  1846. 

— ■ — Familiar  letters  on  chemistry,  3rd  ed.,  1851  ; 4th  ed.,  1859. 

Chemistry  and  physics  in  relation  to  physiology,  1846. 

Researches  on  the  chemistry  of  food,  1847. 

Researches  on  the  motion  of  juices  in  the  animal  body,  1848. 

— Lowig  (C.),  Principles  of  organic  and  physiological  chemistry,  1853. 

— Mialhe  ([L.]),  Chimie  appliquee  a la  physiologie,  1856.  * 

— - Mulder  (G.  J.),  Chemistry  of  vegetable  and  animal  physiology, 
1849. 

— Paget  (J.),  On  the  importance  of  the  study  of  physiology,  1855. 

— Pettigrew  (J.  B.),  Physiology  of  the  circulation  in  plants,  in  the 

lower  animals,  and  in  man,  1874. 
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Physiology  (Animal  and  Human),  including  Physiological  chemistry 

— continued. 

— Ralfe  (C.  H.),  Demonstrations  in  physiological  and  pathological 

chemistry,  1880. 

— Robertson  (J.  M ‘Gregor-),  Elements  of  physiological  physics, 

1884. 

— Roget  (P.  M.),  Animal  and  vegetable  physiology,  considered 

with  reference  to  natural  theology,  [2nd  ed. ,]  1834. 

— Schodler  (F.),  Book  of  nature,  edited  by  H.  Medlock,  1851. 

— Society  for  the  Diffusion  of  Useful  Knowledge,  Library  of 

useful  knowledge,  natural  philosophy,  1829-38,  vol.  4 (see). 

— Tiiudichum  (J.  L.  W.),  Manual  of  chemical  physiology,  1872. 

— Zeitschrift  fur  physiologisc-he  Chemie,  1877-1900.  * 

Physiology  (Vegetable).  See  Agriculture  ; — Botany. 

Physostigma  and  Physostigmin.  Balfour  (.J.  H.),  Description  of 

the  plant  which  produces  the  ordeal  bean  of  Calabar,  1860. 

— Fraser  (T.  R.),  Experimental  research  on  the  antagonism 

between  the  actions  of  physostigma  and  atropia,  1872. 

— Masing  (E.),  Zur  quantitativen  Bestimmung  des  Veratrins  und 

Physostigmins,  [1876]. 

— Poehl  (A.),  Uber  die  Alkaloide  der  Calabarbohne,  1878. 

— Tison  (E.),  Histoire  de  la  f6ve  de  Calabar,  1873.  * 

— Vee  (A.),  Recherches  sur  la  feve  du  Calabar,  1865. 

Phytologist  (The) : a popular  botanical  miscellany,  conducted  by 

E.  Newman.  London,  1852-54.  Vol.  4,  p.  393-1160;  vol.  5. 

— [Second  series  ;]  edited  by  A.  Irvine.  London,  1855-63.  6 vol.,  pi. 

Note. — A supplement,  on  British  botany,  consisting  of  224  p.,  with- 
out separate  t.-p.,  appeared  in  v.  2 ; also,  a general  index  of  the 
work  from  1842-54. 

Picard  (H.).  New  pocket  dictionary  of  the  English-Dutch  and 
Dutch-English  languages,  by  H.  P.  ; [afterwards]  by  A.  B. 
Maatjes  and  H.  J.  Vogin.  Fifth  edition,  [by  F.  N.].  Gouda, 
1877.  16  + 1186  p.  * 

Picric  acid.  Bastelaer  (A.  D.  [or  D.  A.]  van),  Recherche  d’un 
reactif  special  propre  k constater  la  purete  de  la  farine  de  riz, 
1867. 

— Rymsza  (A.),  Ein  Beitrag  zur  Toxikologie  der  Pikrinsaure,  1889. 
Picrotoxin.  Gaabe  (J.),  Untersuchungen  iiber  einige  Derivate  des 

Pikrotoxins,  1872. 

Pictet  (Raoul).  Memoire  sur  la  liquefaction  de  l’oxygene,  la  lique- 
faction et  la  solidification  de  l’hydrogene  et  sur  les  theories  des 
changements  des  corps.  Geneve,  1878.  110  p.  +3  pi.  (Pam.  8.) 
Piddington  (H.).  English  index  to  the  plants  of  India.  Calcutta, 
1832.  8 + 236  p.  ©.  * 
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Pidoux  (H.).  See  Trousseau  (A.)  it-  H.  P.,  Traite  de  therapeutique 
et  de  matiere  medicale,  1837-39  ; 3e  ed.,  1847  * ; 7e  ed.,  18G2. 
Pierre  (L.).  Flore  forestiere  de  la  Cochinchine.  Paris,  [1881-99], 
Fascicules  1-25,  pi.  * 

Piers  (M.).  See  Societe  royale  de  pharmacie  de  Bruxelles, 
Falsifications,  rapport  par  Hauchamps  et  P.,  1853. 

Piesse  (G.  W.  Septimus).  Lecture  on  perfumes,  flower  farming, 
and  the  method  of  obtaining  the  odours  of  plants.  [London, 
1865.]  9 If.  2 copies.  (Pam.  5,  6.) 

— Art  of  perfumery,  and  methods  of  obtaining  the  odours  of  plants ; 

the  flower  farm  system ; artificial  fruit-essences,  etc.  Fourth 
edition.  London,  1879.  20  + 506  p.  2 copies. 

— Same.  Fifth  edition.  London,  1891.  16  + 498  p.  2 copies. 

Pifferi  (Giuseppe).  Breve  cenno  e preparazione  di  un  nuovo 

composto  [solfo-arsenio-fenato]  di  chinina.  Roma,  1879.  12  p. 

2 copies.  (Pam.  9.) 

Pig.  Fleming  (A.),  On  the  measle  of  the  pig,  and  measly  pork,  1857. 
Pijl  (Roelof  van  der).  Practical  grammar  of  the  Dutch  language. 

Fourth  edition,  by  L.  A.  Laurey.  Rotterdam,  1876.  4 + 358p. 
Pilcher  (George).  On  some  points  in  the  physiology  of  the  tym- 
panum. London,  1854.  2 + 32  p.  (Pam.  35.) 

Pill  (Triplex).  See  Squibb  (E.  R.),  Notes  on  a percolator,  etc.,  1873. 
Pillet  (L.).  See  Charabot  (E.),  J.  Dupont  <&  L.  P.,  Les  huiles. 
Pilocarpin.  Christensen  (A.),  Beitrage  zur  Untersuchung  des 
Pilocarpins  und  seiner  Salze,  [1881]. 

Pilocarpus.  See  Jaborandi. 

Pim  ( Capt . Bedford).  Ship-building.  ( In  Bevan,  G.  P.,  British 
manufact.  industries,  2nd  ed.,  1877,  Ship-building,  etc.,  p.  1-64.) 
Pine.  See  Pinus. 

Pins.  , Aitken  (W.  C.),  Guns,  ...  Pins,  etc.,  2nd  ed.,  1878. 

Pinus.  Dive  (P.),  Essai  sur  un  arbre  du  genre  pinus  qui  croit 
spontanement  dans  les  Landes  de  Gascogne,  1872. 

— Kingzett  (C.  T.),  Nature’s  hygiene,  chemistry  and  hygiene  of 

the  eucalyptus  and  the  pine,  1880. 

- — Russow  (E.  [A.  F.]),  Uber  die  Entwickelung  des  Hoftiipfels,  der 
Membran  der  Holzzellen  und  des  Jahresringes  bei  den  Abieti- 
neen,  in  erster  Linie  von  Pinus  silvestris,  [1881]. 

— Schuppe  (N.  C.),  Chemische  Untersuchung  der  Samen  von 

Pinus  Cembra,  [1880?]. 

Piperaceae.  Cros  (T.),  Etude  micrographique  du  poivre  noir,  1889. 

— Miquel  (F.  A.  W.),  Illustrationes  piperacearum,  [1846].  * 
Piranesi  (P.).  See  Vercani  (A.),  Ital.  and  Eng.  grammar,  1820. 
Pires  (Thome).  See  Silva  (P.  J.  da),  Historia  da  pharmacia 

portugueza,  Elogio  historico  e noticia  completa  de  T.  P.,  1866. 
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Piso  (Gulielmus  [or  Willem]).  G.  P.  De  medicina  Brasiliensi 
libri  4,  et  Georgii  Marcgravii  Historise  rerum  naturalium 
Brasilia  libri  8 ; J.  de  Laet  in  ordinem  digessit  et  annotationes 
addidit.  Lugduni  Batavorum,  1648.  12+  132  + 300  p. 

— Same.  Another  copy.  3§.  * 

— De  Indue  utriusque  re  naturali  et  medica  libri  14.  Amstelse- 

dami,  1658.  24  + 332  + 40  + 228  p.  J§.  * 

1-5.  Piso,  Historise  naturalis  et  medicse  Indiae  occidentalis  libri  5. 
6-7.  MARCGRAV,Tractatustopographicus  et  meteorologicus  Brasilise; 

Commentarii  de  Brasiliensiuru  et  Chilensium  indole  et  lingua. 

8-13.  Bontius,  Historiae  naturalis  et  medicae  Indiae  orientalis 
libri  6. 

14.  Piso,  Mantissa  aromatica. 

— See  also  Martius  (C.  F.  P.  v.),  Versuch  eines  Commentars  liber 

die  Pflanzen  in  den  Werken  von  Marcgrav  und  P.,  1853. 
Pitcaime  or  Pitcarnius  (Archibald).  See  Boeriiaave  (H.),  Praxis 
medica,  with  Methodus  praescribendi  formulas  secundum  A. 
Pitcarnium,  1716. 

Pith.  See  Medulla  or  Pith. 

Pithecusa.  Iasolino  (G.),  Da  rimedi  naturali,  1588. 

Pitton  de  Tournefort  (Joseph).  See  Tournefort  (J.  P.  de). 

Placitus  (Sextus)  Papyriensis , or  Sextus  Platonicus.  See  Medico 
artis  principes,  1567,  tom.  1. 

Plague  or  Pestilence.  ( See  also  Cattle  ; — Epidemics.) 

— [Defoe  (D.),]  History  of.  Great  Plague  in  London  in  1665,  1819. 

— Forster  (T.),  Facts  and  enquiries  respecting  epidemia,  with 

catalogue  of  visitations  of  plague,  pestilence,  and  famine,  3rd 
ed.,  1832. 

— Hancock  (J.),  Observations  on  the  origin  and  treatment  of  pesti- 

lential diseases,  1831. 

— Thucydides,  Account  of  the  Plague  of  Athens,  1734. 

Planche  (Louis  Antoine).  See  Journal  de  pharmacie  et  de  chimie, 
1809-40. 

Planchon  (Gustave).  Des  quinquinas.  Paris,  1864.  150  p.  '2  copies. 
(Pam.  38.) 

— Same.  Another  copy.  iB.  * 

Eng.  Peruvian  barks  ; translated  from  the  French,  [by  order 
of  the  India  Office],  London,  1866.  6+104  p.  (Pam.  32.) 

— Same.  Another  copy.  B.  * 

- — Le  kermis  du  chene,  aux  points  de  vue  zoologique,  commercial  k 
pbarmaceutique.  Paris,  1864.  48  p.  2 copies.  (Pam.  17,  39.) 

- Note  sur  quelques  produits  [vegetaux]  de  la  legion  mediter- 
raneenne  rarement  observes  dans  le  midi  de  la  France.  [Mont- 
. pellier,  1866.]  6 p.,  n.  t.-p.  (Pam.  17.) 
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Planchon  (Gustave) — continued. 

— Materiaux  poui-  la  flore  medicale  cle  Montpellier  et  des  Cevennes 

d’apr^s  Lobel.  Montpellier,  1868.  44  p.  (Pam.  17.) 

— Note  sur  l’origine  de  l’elemi  en  pains.  [Paris,  1868.]  4 p.,  n.  t.-p. 

(Pam.  12.) 

— Considerations  generales  sur  la  mature  medicale.  [Paris,  1870.] 

10  p.,  n.  t.-p.  (Pam.  17.) 

— Matiere  medicale  ; notes  et  renseignements.  [Paris,  1875.]  12  p., 

n.  t.-p.  (Pam.  17.) 

Contains  “ Des  diverses  sortes  de  pareira  brava.” 

— Sur  les  caracteres  et  l’origine  botanique  du  jaborandi.  [Paris, 

1875.]  12  p.,  n.  t.-p.  (Pam.  17.) 

— Traite  pratique  de  la  determination  des  drogues  simples  d’origine 

vegetale.  Paris,  1875.  2 tomes. 

— Same.  Another  copy.  %.  '* 

— Considerations  generales  sur  la  distribution  geographique  des 

medicaments  simples.  [Paris,]  1876.  12  p.,  n.  t.-p.  (Pam. 

17.) 

— Notes  sur  les  styrax.  [Paris,]  1876.  8 p.,  n.  t.-p.  (Pam.  17.) 

[ — Quinquina ; botanique.]  ( Extrait  du  Dictionnaire  encyclo- 

pedique  des  sciences  medicales,  1874,  3e  ser.,  tome  1,  p.  272- 
316.)  (Pam.  12.) 

— See  also  Guibourt  (N.  J.  B.  G.),  Histoire  naturelle  des  drogues 

simples,  6me  ed.,  1869-70  ; 7me  ed.,  1876. 

— See  also  Journal  de  pharmacie  et  de  ckimie,  1875-99. 

Planchon  (Gustav)  & E.  Collin.  Les  drogues  simples  d’origine 

vegetale.  Paris,  1895-96.  2 tomes.  * 

Planchon  (J.  E.)  J J.  Triana.  Memoire  sur  la  famille  des  gutti- 
feres.  Paris,  1862.  4 4-336  p.  4-6  pi.  ©.  * 

Planchon  (Louis),  l^tude  sur  les  produits  de  la  famille  des  sapotees. 
Montpellier,  1888.  122  p.  2 copies.  (Pam.  16.) 

— Les  aristolockes  : etude  de  matiere  medicale.  Montpellier,  1891. 

266  p. 

— Produits  fournis  a la  matiere  medicale  par  la  iamille  des 

apocynees.  Montpellier,  1894.  364  p.  4-1  pi. 

Planis  Campi  (David  de).  La  petite  chirurgie  chimique  medicale, 
ou  est  traicte  amplement  de  l’origine  des  maladies  et  curation 
d’ieelles.  Paris,  1621.  144-326  p.  4-  1 pi.  8§.  * 

Plant.  See  Botany. 

Platt  ( Sir  Hugh).  Delights  for  ladies  to  adorn  their  persons, 
tables,  closets,  and  distillatories  : with  beauties,  banquets,  per- 
fumes and  waters  ; [art  of  preserving,  conserving,  candying, 
etc.\  London,  1651.  [190]  p. 

Note. — Bound  with  Closet  for  ladies  and  gentlewomen,  which  see. 
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Plattner  ([Carl  Friedrich]).  Use  of  the  blowpipe,  in  the  qualita- 
tive and  quantitative  examination  of  minerals,  ores,  furnace 
products,  etc. ; edited  by  [J.]  S.  Muspratt.  Second  edition. 
London,  1850.  20  + 402  p. 

— Manual  of  qualitative  and  quantitative  analysis  with  the  blow- 

pipe, from  the  last  German  edition ; revised  by  T.  Richter  ; 
edited  by  T.  H.  Cookesley.  London,  1875.  18  + 516  p. 

Playfair  (George).  The  .Taleef  Shereef,  or  Indian  matei'ia  medica, 
translated  from  the  original,  by  G.  P.  Calcutta,  1833.  8 + 

190  p.  m.  * 

Playfair  (Lyon).  Chemical  principles  involved  in  the  manufactures 
of  the  Exhibition  as  indicating  the  necessity  of  industrial 
education.  (In  Society  for  the  Encouragement  of  Arts, 
Lectures  on  the  results  of  the  Great  Exhibition,  1st  ser.,  1852, 
p.  157-208.) 

— See  also  Liebig  (J.  v.),  Organic  chemistry,  1840  ; 4th  ed.,  1847. 
Plenck  (Joseph  Jacob  von).  Toxicologia,  seu  Doctrina  de  venenis 

et  antidotis.  Yiennse,  1785.  354  p. 

— leones  plantarum  medicinalium,  cum  enumeratione  virum  et 

usus.  Yiennse,  1788-1812.  Centurise  1-8,  758  col.  pi.  * 

— Same.  Another  copy  of  Centurise  1-4.  * 

— Pharmacologia  medico-chirurgica  specialis,  sive  Doctrina  de 

viribus  medicamentorum.  Yiennse,  1804.  2 pts. 

Pleura  and  Pleurisy.  [Mjbhu  (C.  J.  M.),]  Solubilite  de  l’acide 
arsenieux  ; [Un  cas  de  pleuresie  aigue,  analyse,  1870  ?] 

— Mehu  (C.  [J.  M.]),  Etude  sur  les  liquides  epanches  dans  la 

plevre,  [1872]. 

— — Nouvelles  reclierches  sur  les  liquides  pathologiques  de  la  cavite 

pleurale,  [1875], 

[Plinius  secundus  (Caius).  Historie  of  the  world,  commonly  called 
the  Naturall  historie  of  C.  P.  ; translated  from  the  Latin  by 
P.  Holland.  London,  1601.]  2 vol.  in  1 ; of  v.  1,  t.-p.  io. 

— See  also  Fee  (A.  L.  A.),  Commentaires  sur  Pliue,  1833. 

Plowright  (Charles  B[agge]).  Monograph  of  the  British  uredinese 

and  ustilaginese.  London,  1889.  10  + 348  p.  +8  pi. 

Pluchon  (Rene).  De  l’opium  des  fumeurs.  Montpellier,  1887.  68  p. 
(Pam.  15.) 

Plugge  (P.  C.).  Overzicht  van  der  wisselende  chemische  samen- 
stelling  en  pharmacodynamische  waarde  van  eenige  belangrijke 
geneesmiddelen.  Amsterdam,  1885.  8+ 116 + [42  folded]  p. 

— Ger.  Die  wichtigsten  Heilmittel  in  ihrer  wechselnden  chemischen 

Zusammensetzung  und  pharmakodynamischen  Wirkung  ueber- 
sichtlich  dargestellt ; aus  dem  hollaendisclien  uebersetzt  von. 
E.  Schar.  Jena,  1886.  12  + 120  + [74]  p. 
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Pneumatics.  ( See  also  Air  or  Atmosphere.) 

Beddoes  (T.),  Notes  on  some  observations  made  at  the  Medical 
Pneumatic  Institution,  1799. 

Hutchinson  (J.),  Contributions  to  vital  statistics,  obtained  by 
means  of  a pneumatic  apparatus,  1844. 

— Society  for  the  Diffusion  of  Useful  Knowledge,  Library  of 

useful  knowledge,  natural  philosophy,  1829-38,  vol.  1 (see). 
Podwissotzky.  See  Dragendorff  (G.)  & P.,  Uber  die  wirksamen 
und  einige  andere  Bestandtheile  des  Mutterkornes,  1876. 

Poehl  (Alexander]).  Klassefekatsiia  predmetof  pharmakognoziee, 
ossnovannaia  na  chemetsheskeech  svoeestvach  djayeectvujush- 
tsneech  sostavneech  tshasteje.  S.  Peterburg,  1877.  24  p. 

(Pam.  58.) 

— Mittheilungen  aus  dem  analytisch-chemischen  Laboratorium. 

St.  Petersburg,  1877.  26  p.  (Pam.  58.) 

— Uber  die  Alkaloide  der  Calabarbohne.  St.  Petersburg,  ] 878. 

2+  10  p.  (Pam.  46.) 

Die  pharmacie  auf  der  Pariser  Weltausstellung,  1878.  St. 
Petersburg,  1879.  50  p.  (Pam.  58.) 

Ein  Beitrag  zur  Quebrachofrage.  St.  Petersburg,  1880  4 + 8 n 

(Pam.  58.)  F' 

Untersuchung  der  Blatter  von  Pilocarpus  officinalis,  Jaborandi : 

' Abhandlung.  St.  Petersburg,  1880.  2 + 66  p.  (Pam.  58.) 

— Russ.  Pharmacognostetskeskoe  e chemetsheskoe  egslyadovanie 

leestef  Pilocarpus  officinalis.  S.  Peterburg,  1880.  2 + 56  p. 

(Pam.  58.) 

— Beitrag  zu  der  von  mir  in  Vorschlag  gebrachten  Desinfections- 

methode  vermittelst  terpenhaltiger  atherischer  Ole.  St.  Peters- 
burg, 1879.  12  p.  (Pam.  46.) 

Russ.  Y afeerniia  masla  kak  desinfecteerujushtsheje  sredstvo. 
[Sanktpeterburg,  1879.]  8 p.,  n.  t.-p.  (Pam.  46.) 

— Uber  das  Vorkommen  und  die  Bildung  des  Peptons  ausserhalb 

des  Verdauungsapparates  und  uber  die  Ruckverwandlung  des 
Peptons  in  Eiweiss.  St.  Petersburg,  1882.  2+108  p. 

Mittheilungen  iiber  neue  Arzneimittel.  [St.  Petersburg,  1883.] 
12  p.  (Pam.  14.) 

Poeppig  (Eduard  [Friedrich]).  Reise  in  Chile,  Peru  und  auf  die 
Amazonenstrome  wiihrend  der  Jahre  1827-32.  Leipzig.  1835- 
36.  2 Bd.  B.  * 

Note. — Atlas  wanting,  to  complete. 

Poetry.  See  Ambition’s  dream  Garth  (S.) Homer  Lucre- 
tius Carus  (T.)  • — Ph/edrus  (A.  L.) Pope  (A.). 

Poggendorff  (Johann  Christian).  See  Annalen  der  Physik  und 
Chemie. 
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[Poggiale  (Antoine  Baudoin).]  Reduction  du  chlorure  d’argent- 
par  D.  Tommasi ; [note  par  P.,  avec  note  par  D.  T.  Florence, 
1879  ?].  6 p.  (Pam.  12.) 

See  also  Journal  de  pharmacie  et  de  chimie,  1859-79. 

Pohl  (Otomar).  See  Lekarnicky  kalend&r  na  rok  1882. 

Pohl  (Otto).  Three  years’  experimenting  in  evaporating  brine  : a 
treatise  on  saltmaking,  showing  the  development  and  advan- 
tages of  combined  surface  and  bottom  evaporation.  Liverpool.! 
1875.  44  p.  (Pam.  47.) 

Poisons.  See  Toxicology,  and  individual  poisons. 

Poisson  (J.).  See  Baillon  (H.  E.),  Dictionnaire  de  botanique. 
Poiteau  (A.).  See  Risso  (A.)  & A.  P.,  Histoire  naturelle  de. 
orangers,  1818-22. 

Poland.  Pharmacopoeia  regni  Poloniie ; auctoritate  minister!: 
administrationis  rerum  internarum  et  discipline  publics;  ; edits 
a consilium  supremo  sanitatis.  Lipsiae,  1821.  8 + 200  p.  (/ 

Codex  medicamentarius  Europteus,  sect.  5,  tom.  2.) 

— See  also  Swiezawski  (E.  S.)  & K.  Wenda,  Materyjaly  do  dziejo^v 

farmacyi  w dawnej  Polsce,  etc.,  1882-87. 

Polariscope.  ( See  also  Light.) 

— Landolt  (H.),  Practical  handbook  of  the  polariscope,  1882. 
Poleck  (Th.).  Tiber  das  pharmaceutische  Studium  und  sein  Institi ; 

an  der  Universitat  zu  Breslau.  [Halle,  1881.]  24  p.,  n.  t.-: 

(Pam.  45.) 

— See  also  Biefel  (R.)  & T.  P.,  Tiber  Kolilendunst-  und  Leuch.i 

gasvergiftung. 

Political  economy.  Hodgson  (W.  B.),  On  the  importance  of  til 
study  of  economic  science,  1855. 

_ Liebig  (J.  v.),  Familiar  letters  on  chemistry,  in  its  relations 
...  political  economy,  3rd  ed.,  1851  ; 4t.h  ed.,  1859. 

Popular  encyclopedia,  or  Conversations  lexicon,  new  e* 

[1862?].  * 

Pollard  (William  Henry).  See  Pearson  (J.  J.)  & W.  H.  P.,  Obsw 
vations  on  ophelia  chirata,  etc.,  1880. 
p0llen  (j.  H.).  Furniture  and  woodwork.  (In  Bevan,  CL  .1 
British  manufacturing  industries,  2nd  ed.,  1877,  Pottery,  ed 

p.  161-216.) 

Pollissard  (C.  ?).  See  Husson  (N.),  Collection  de  faits  et  reooi 
d’experiences  sur  les  effets  de  l’eau  medicinale,  [180-  ?]. 
Polygala  senega.  Patrouillard  (C.),  Sur  le  gnigembre  ...  , Fals>i 
cation  de  la  racine  de  polygala  de  Yirginie  par  la  racine  d’ase' 
piade  dompte-venin,  1875. 

Polytechnischer  Verein  fur  das  Konigreich  Bayern,  Munich. 
Fuchs  (J.  N.  v.),  Gesammelte  Schriften,  1856. 
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Polytechuisches  Journal ; herausgegeben  von  E.  M.  Dingier.  Stutt- 
gart und  Augsburg,  [1858-59],  Bd.  149,  Heft  6 ; Bd.  150-54  ; 

(■ oder  3.  Reihe,  Bd.  49,  Heft  6 ; Bd.  50  ; 4.  Reihe,  Bd.  1-4) ; pi.  * 
Pomet  ([Pierre]).  Histoire  generate  des  drogues.  Paris,  1694. 
12  + 304  + 108+ 1 16  + [38]  p.  + por.  B.  * 

— Eng.  Compleat  history  of  druggs,  [from  the]  French  ; to  which 

is  added,  what  is  further  observable  on  the  same  subject, 
from  Lemery  and  Tournefort.  Third  edition.  London,  1737. 
24  + 428  p.  +86  pi. 

Note.— Page  225  is  the  commencement  of  vol.  2,  but  there  is  no 
separate  title-page.  PI.  37,  70,  72,  74-76,  80,  ancl  83  are  wanting. 

— Same.  Fourth  edition.  London,  1748.  2 vol.  in  1,  86  pi. 

2 copies. 

Note. — Each  vol.  is  paged  separately,  but  vol.  2 has  no  separate 
title-page.  PI.  37,  77,  and  78  are  wanting  in  one  copy. 

Pomology.  See  Fruits. 

Pomona.  Evelyn  (J.),  Sylva  ...  , Pomona,  1679  ; 1706. 

Pompa  (Geronimo).  Coleccion  de  medicamentos  indigenas  [de 
Venezuela]  y sus  aplicaciones.  Tercera  edicion.  Caracas, 
1860.  2 + 6+148  p.  1§.  * 

— Same.  Cuarta  edicion,  con  un  suplemento  sobra  las  enferme- 

dades  del  caballo  y su  manera  de  curarlas.  Caracas,  1868. 
8+176  p.,  with  ms.  notes  by  G.  A.  Ernst,  1871. 

Pompey.  Caesar  (C.  J.),  Commentarii  [de  ...  bello  civili  Pompei- 
ano],  1578  ; ed.  nova,  1840. 

[Ponta  Delgada.  Junta  geral.]  Les  eaux  thermales  de  l’ile  de 
San-Miguel,  Atjores,  Portugal ; [Rapport  relatif  a l’analyse,  par 
F.  Fouque  ; Rapports  des  observations  faites  par  P.  da  Camara 
Mello  Cabral,  durant  les  annees  1870—72  ; traduit  du  portugais, 
avec  avant-propos  par  le  gouverneur  civil,  le  comte  da  Praia  da 
Victoria],  Lisbonne,  [1873].  152  p.  (Pam.  38.) 

Pooley  (T.  A.).  Brewing ; Distilling.  ( In  Bevan,  G.  P.,  British 
manufacturing  industries,  2nd  ed.,  1878,  Salt,  Preservation  of 
food,  etc.,  p.  157-222.) 

[Pope  (Alexander).]  The  Dunciad ; [satirical  poem,]  with  notes 
variorum,  and  the  prolegomena  of  Scriblerus.  London,  [1729  ?]. 
264  p.  + 1 pi. 

Popular  encyclopedia  ; or,  Conversations  lexicon  : general  dictionary 
of  arts,  sciences,  literature,  biography,  history,  and  political 
economy ; with  dissertations  [on  physical  science,  by  T.  and 
R.  D.  Thomson ; on  literature,  by  D.  K.  Sandford  ; on  fine 
arts,  by  A.  Cunningham  and  R.  N.  Wornum].  New  edition. 
London,  [1862  ?].  7 vol.,  pi.,  maps,  suppl.  * 
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Popular  science  review  ; a quarterly  miscellany,  edited  by  H. 
Lawson  [and  W.  S.  Dallas],  London,  1866-81.  Vol.  5-20  (or 
ser.  1,  vol.  5-15  ; ser.  2,  vol.  1-5);  pi. 

Porcelain.  See  Pottery,  Porcelain,  and  Ceramics. 

Pork  (Measly).  Fleming  (A.),  On  the  measle  of  the  pig,  etc.,  1857. 
Porter  (H.  C.).  See  Strasburger  (E.),  F.  Noll,  H.  Schenck,  etc. 
Porter  (Rev.  John  Scott).  On  the  metrical  system  of  weights  and 
measures.  Third  thousand.  London,  1859.  24  p.  (Pam.  36.) 
Porter  (Noah).  Tables  of  Scripture  names,  Greek  and  Latin  i 
proper  names,  and  modern  geographical  names.  (In  W ebster,  . 
N.,  Dictionary  of  the  English  language,  1858,  p.  1283-1367.)  * 
Portraits.  Great  Britain  and  Ireland,  Committee  of  Council  on 
Education,  Catalogue  of  Exhib.  of  National  Portraits,  1868. 
Portugal.  (See  also  Portuguese  language.) 

Codex  medicamentarius,  seu  Pharmacopoea  Lusitanica.  Lipsise, . 

1822.  6 + 208  p.  (In  Codex  medicamentarius  Europseus,. 

sect.  6,  tom.  2.)  2 copies. 

Note. — Translated  from  Portuguese  into  Latin ; edited  by  C.  Sprengel. 

— Pharmacopea  portugueza.  Ediqao  official.  Lisboa,  1876.  54  + 

548  p. 

— See  also  Silva  (P.  J.  da),  Historia  da  pharmacia  portugueza, 

Ensino  da  pharmacia,  1866. 

— See  also  Soubeiran  (J.  L.)  & A.  [A.]  Delondre,  Produits  vege- 

taux  du  Portugal,  1867. 

Portuguese  language.  Vieyra  (A.),  Grammar  of  the  Portuguese 
language,  14th  ed.,  1878. 

Vieyra  (A.),  Novo  diccionario,  portugueza  e ingleza,  ingleza  e 

portugueza,  nova  ed.,  1878.  * 

Posology.  (See  also  Materia  medica  and  Therapeutics;  Pre- 
scribing and  Prescriptions.) 

Alexander  (W.),  Experim.  essays  on  doses  of  medicines,  1768. 

— Rice  (C.),  Posological  table,  1879. 

Postal  Microscopical  Society.  International  journal  of  microscopy 
and  natural  science.  London,  1892—97.  Vol.  11—16. 

Potassium  (Chlorate  of).  Tommasi  (D.),  Sur  la  non  existence  dt* 
l’hydrogbne  naissant,  1879,  pt.  1,  Reduction  du  chi.  de  potasse. 
Potassium  (Iodide  of).  Dorvault  ([F.  L.  M.]),  Iodognosie,  mono- 
graphic des  iodiques,  et  en  particulier  . . . de  1 iodure  de  potas- 
sium, 1850. 

Potassium  (Perchlorate  of).  Tommasi  (D.),  Sulla  non  esistenzaa 
dell’  idrogeno  nascente,  1879,  pt.  5,  Riduzione  del  percloratc 
potassico. 

— Tommasi  (D.),  Sur  la  non  existence  de  l’hydrog&ne  naissant,  1879. 

pt.  5,  Reduction  du  perchlorate  de  potasse. 
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Potassium  (Permanganate  of).  Merletta  (Y.  F.),  Cenno  sopra  un 
nuovo  rimed io  [permanganato  di  potassa]  contro  il  cholera- 
morbus,  1866. 

— Merletta  (V.  F.),  Appendice  al  Cenno,  1866. 

Potato  murrain.  Solly  (E.),  Chemical  observations  on  the  cause  of 
the  potato  murrain,  1846. 

Potter  (M.  C.).  See  Warming  (E.),  Handbook  of  botany,  1895. 
Potter  (William  Horatio).  See  Gannal  (J.  N.),  Two  memoirs  on 
the  inhalation  of  diluted  chlorine,  1830. 

Pottery,  Porcelain,  and  Ceramics.  Arnoux  (L.),  Ceramic  manufac- 
tures, porcelain  and  pottery,  1853. 

— Arnoux  (L.),  Pottery,  2nd  ed.,  1877. 

— Bevan  (G.  P.),  Industrial  classes  and  statistics,  1876,  Ceramics. 
Pouch-Lafarge,  nee  Cappelle  (Marie  Fortunee).  Proc&s  de  Mine. 

L.  ; empoisonnement  [de  son  mari],  Paris,  1840.  464  p. 

Poulsen  (Y.  A.).  Botanical  micro-chemistry;  vegetable  histology; 

translated  by  W.  Trelease.  Boston  [U.  S.],  1886.  18  + 118  p. 

Pow  (J[ames]  Brough).  New  patent  in  aid  of  sanitary  science 
relating  to  the  sewage  of  towns,  purification  of  rivers,  etc. 
London,  [1872],  28  p.  +1  pi.  (Pam.  32.) 

Powders.  Collin  (E.),  Guide  pratique  pour  la  determination  des 
poudres  officinales,  1893. 

— Herlant  ([A.]),  Micrographie  des  poudres  officinales,  1885. 
Powell  {Rev.  Baden).  History  of  natural  philosophy.  London, 

1834.  16  + 398  p.  +engr.  t.-p.  (Lardner,  Cabinet  cyclopaedia.) 
Powell  (Baden  Henry  Baden).  See  Punjab,  Government,  Hand- 
book of  economic  products,  1868. 

Powell  (Richard).  See  Royal  College  of  Physicians  of  London, 
Pharmacopoeia,  translated,  e£c.,  1809  ; 2nded.,  1809  ; 3rded.,  1815. 
Power  (Frederick  B.).  On  the  constituents  of  the  rhizome  of 
asarum  canadense ; inaugural-dissertation.  Strasbourg,  1880. 
42  p.  +2  pi.  (Pam.  13.) 

— See  also  Fluckiger  (F.  A.),  The  cinchona  barks,  1884  ; — 

Principles  of  pharmacognosy,  1887, 

— See  also  Fritzsciie  Brothers,  Descriptive  catalogue  of  essential 

oils  and  organic  chemical  preparations,  1894. 

— See  also  Hoffmann  (Fred.)  <£  F.  B.  P.,  Manual  of  chemical 

analysis,  3rd  ed.,  1883. 

Power  (Henry).  See  Carpenter  (W.  B.),  Principles  of  human 
physiology,  6th  ed.,  by  H.  P.,  1864  ; 8th  ed.,  1876. 

Power  (John).  Handy-book  about  books.  Lond.,  1870.  18  + 236  p 
Praag  (I.  Leonides  van).  See  Werber  (A.),  Leerboek  voor  prac- 
tische  giftleer,  1871. 

Practical  methods  of  urine  analysis.  London,  1899.  4 + 58  p. 
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Practical  observations  on  the  use  of  the  Indian  bael  or  bela,  in 
dysentery,  diarrhoea,  Ac.,  by  a late  member  of  the  profession, 
Bengal  Presidency,  [and  others;  edited  by  J.  G.  Gould?]. 
London,  [185-?].  12  p.  (Pam.  37.) 

Practical  trade  receipts.  Fourth  edition.  London,  1886.  4 + 84  p. 

Practitioner  (The);  a journal  of  therapeutics  [public  health  and 
practical  medicine]  ; edited  by  F.  E.  Anstie,  H.  Lawson,  [T.  L. 
Brunton,  D.  Macalister,  J.  M.  Bruce,  etc.\  London,  1868-1900. 
Vol.  1-65,  por.,  pi.  * 

— General  index  to  vol.  1-12.  London,  1876.  * 

Index  to  the  first  fifty  volumes.  London,  1894.  4 + 308  p. 

Pradel  (Paul).  Le  gelsemium  sempervirens  au  point  de  vue5 
botanique,  chimique,  physiologique  et  therapeutique.  Mont- 
pellier, 1884.  40  p.  (Pam.  8.) 

Prague.  See  Handels-  und  Gewerbekammer  in  Prag. 

Praia  da  Victoria  (le  comte  da).  See  Ponta  Delgada,  Junta  geral, 
Les  eaux  thermales  de  l’ile  de  San-Miguel,  Acores,  1873. 

Prantl  (K).  Lehrbuch  der  Botanik.  Fiinfte  Auflage.  Leipzig, 
1883.  8 + 336  p. 

— Same.  Achte  Auflage.  Leipzig,  1891.  8 + 356  p. 

— Eng.  Elementary  text-book  of  botany  ; translated  from  thee 

German  ; revised  by  S.  H.  Vines.  London,  1880.  8 + 332  p. 

— Same.  Second  edition.  London,  1881.  8 + 344  p. 

— Same.  Fourth  edition.  London,  1885.  8 + 344  p. 

Preceptors.  See  College  of  Preceptors,  London. 

Preece  (William  Henry).  See  Noad  (H.  M.),  Student’s  text-book, 
of  electricity,  new  ed.,  1879. 

Preece  (W[illiam]  H[enry])  & J.  Sivewright.  Telegraphy.  Secondl 
edition.  Lond.,  1876.  2 + 10  + 312  p.  (Text-books  of  science.)) 

Prescott  (Albert  B.).  Chemical  examination  of  alcoholic  liquors.. 
New  York,  1875.  2 + 108  p. 

— Outlines  of  proximate  organic  analysis.  New  York,  18 10.  192  p 

— Poisons,  their  effects  and  antidotes.  [New  York,  1881  ?]  [36]  p 

(Pam.  7.) 

— Organic  analysis.  New  York,  1887.  534  p. 

— See  also  Douglas  (S.  H.)  <L-  A.  B.  P.,  Qualitative  analysis,  1873. 
Prescriber’s  pharmacopceia.  Kemp  and  Co.,  2nd  edition,  1891. 
Prescribing  and  Prescriptions.  (See  also  Dispensatories  ; For 

mu  las  and  Formularies  ; — Piiarmacopceias  ; — Receipts,  etc.) 

— Alibert  ( J.  L.),  Nouveaux  elemens  de  therapeutique,  suivi  d ur  i 

essai  sur  l’art  de  formuler,  [1804-5] ; 4me  ed.,  1817  * ; 5me  ed. 
1826. 

— Alston  (C.),  Lectures  on  mat.  med.,  appendix  on  prescribing,  1 1 70 

— Beasley  (H.),  Book  of  prescriptions,  3rd  ed.,  1865  ; 7th  ed.,  18922. 
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Prescribing  and  Prescriptions — continued. 

— Boerhaave  (H.),  Praxis  medica,  a body  of  prescriptions,  [with] 

Methodus  prsescribendi  formulas  secundum  A.  Pitcarnium,  1716. 

— Britten  (J.),  Dispenser’s  vade-mecum,  3rd  ed.,  1863. 

— Camboulives  (M.),  Manuel  pratique  de  therapeutique  et  de  l’art 

de  formuler,  1880. 

— Conspectus  of  prescriptions  in  medicine,  etc.,  1825. 

— Cooley  (A.  J.),  Pharmaceutical  Latin  grammar,  1845. 

— Griffiths  (W.  H.),  Lessons  on  prescriptions  and  the  art  of 

prescribing,  new  ed.,  1885. 

— Ince  (J.),  Latin  grammar  of  pharmacy,  1882;  3rd  ed.,  1885; 

5tli  ed.,  1890  ; 6th  ed.,  1894. 

— Leach  (S.  F.),  Grammatical  introduction,  and  key,  3rd  ed.,  1839. 

— Martindale  (W.),  Analysis  of  12,000  prescriptions,  1894. 

— Morellus  (P.),  Methodus  priescribendi  formulas,  1659. 

— Opwijrda  (R.  J.),  Algemeene  en  bijzondere  recepteerkunst,  2e 

druk,  1874. 

— Paris  (J.  A.),  Pharmacologia,  2nd  ed.,  1812;  5th  ed.,  1822; 

6th  ed.,  1825  ; 7th  ed.,  1829  ; 8th  ed.,  1833;  9th  ed.,  1843. 

— [Pearson  (R.),]  Thesaurus  meclicaminum,  2nd  ed.,  1794;  4th 

ed.,  1810. 

— Pereira  (J.),  Selection  of  prescriptions,  1824. 

Selecta  e praescriptis,  14th  ed.  [of  Selection],  1864;  15th  ed., 

1869  ; 18th  ed.,  1890.  * 

— Proctor  (B.  S.),  Lectures  on  practical  pharmacy,  1873  ; 2nd  ed., 

1883  ; 3rd  ed.,  1892. 

- — Will  (W.  W.),  Prescription  reading,  1898. 

— Yvon  (P.),  Traite  de  l’art  de  formuler,  1879. 

Present  for  an  apprentice.  Second  edition.  London,  1740.  4 + 

76  p.  (Pam.  56.) 

Preserving,  Conserving,  Candying,  etc.  Closet  for  ladies  and  gentle- 
women, art  of  preserving,  etc.,  [1651  ?]. 

— Platt  (H.),  Delights  for  ladies,  [art  of  preserving,  etc.,]  1651. 

- — Wolley  (H.),  The  queen-like  closet,  3rd  ed.,  1675. 

Prestwich  (Joseph).  Geology : chemical,  physical,  and  strati- 

graphical.  Oxford,  1886-88.  2 vol.,  pi. 

Prestwich  (Joseph),  D.  Campbell,  cfr  Easton,  Amos  and  Sons.  Re- 
port on  the  Grays  Thurrock  water.  [London,  I860.]  2 + 8 + 8 p., 
lithographed.  (Pam.  36.) 

Preterre  (A.).  Les  dents : traite  pratique  des  maladies  de  ces 
organes,  etc.  7e  edition.  Paris,  1872.  4 + 256  p. 

Price  (Lake).  Manual  of  photographic  manipulation  ; treating  of 
the  practice  of  the  art,  and  its  various  applications  to  nature. 
London,  1858.  10  + 256  p. 
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Prices  of  medicines,  etc.  Cercle  pharmaceutique  du  Hainaut, 
Tarif  de  medicaments,  3me  ed.,  1879. 

— Collegium  Medicum,  Augsburg,  Pharmacopoeia  Augustana,  [Taxa 

seu  pretium  medicamentorum,]  1622. 

— Doiivault  ([F.  L.  M.]),  L’olficine,  1844;  3me  ed.,  1850;  6me 

ed.,  1866;  8me  ed.,  1872;  llmeed.,  1886. 

— Goddard  (J.),  Chemist’s  counter  companion,  or  complete  retail 

price  book,  1846. 

— Handels-  und  Gewerbekammer  in  Prag,  Collectiv-Ausstellung 

von  Beitr'agen  zur  Geschichte  der  Preise,  Katalog  redigirt  von 
E.  Schebek,  1873.  * 

— London  price  current,  1819-20.  * 

— Martius  (T.  W.  C.),  Entwurf  einer  Arznei-Taxe,  1839.  * 

— Menier  et  Cie,  Prix  courant  general,  1854.  * 

— Norway,  Medicinal-Taxt  for  Norge,  1855  ; 1861  ; 1864. 

Veterinair-Medicinal-Taxt,  1861  ; 1862;  1863;  1864. 

— Registered  Chemists’  Association  of  Liverpool,  Dispensing  and 

retail  price  list,  1875. 

— Sardinia,  Tarif  de  pharmacie  pour  les  etats  sardes,  1853. 

— Sociedad  DE  farmacia  nacional  Argentina,  Tarifa  farmaceutica, 

1873. 

Priestley  (Rev.  Joseph).  History  and  present  state  of  electricity, 
with  original  experiments.  Second  edition.  London,  1769. 
6 + 32-f712-(-12  p.  +8  pi.,  wanting  pi.  8. 

— Philosophical  empiricism  : containing  remarks  on  a charge  of 

plagiarism  respecting  Dr.  H s [Bryan  Higgins?],  with 

observations  relating  to  different  kinds  of  air.  [London,] 
1775.  4 + 84  p. 

— Experiments  and  observations  on  different  kinds  of  air.  London, 

17[77-]81.  3 vol. , 6 pi. 

— Experiments  and  observations  relating  to  various  branches  of 

natural  philosophy ; with  a continuation  of  the  observations  on 
ah’.  London,  1779-86.  3 vol.,  2 pi. 

— Experiments  and  observations  on  different  kinds  of  air,  and 

other  branches  of  natural  philosophy  connected  with  the  sub- 
ject ; being  the  former  six  volumes  abridged,  with  additions. 
London,  1790.  3 vol.,  9 pi.,  por. 

— ■ Heads  of  lectures  on  experimental  philosophy,  particularly  in- 
cluding chemistry.  London,  1794.  28  + 180  p.  (Pam.  42.) 

— Present  state  of  Europe,  compared  with  antient  prophecies  ; a 

sermon  ; with  reasons  for  the  author’s  leaving  England. 
London,  1794.  20  + 44  p.  (Pam.  42.) 

— Use  of  Christianity,  especially  in  difficult  times ; farewell  dis- 

course. London,  1794.  8 + 54  p.  (Pam.  42.) 
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Priestley  (Rev.  Joseph) — continued. 

— Experiments  and  observations  relating  to  the  analysis  of  atmo- 

spherical air ; also,  farther  experiments  relating  to  the  genera- 
tion of  air  from  water ; to  which  are  added  Considerations  on 
the  doctrine  of  phlogiston,  and  the  decomposition  of  water. 
London,  1796.  2 + 60  p.  (Pam.  48.) 

— See  also  Scheele  (C.  W.),  Chemical  observations  on  air  and  fire, 

1780. 

Prieur  (C.  A.).  See  Annales  de  chimie. 

Pringle  (Andrew).  Practical  photo-micrography.  London,  [1893], 

160  p. 

Printing.  Hatton  (J.),  Printing,  2nd  ed.,  1877. 

Prior  (R[i chard]  C[handler]  Alexander]).  On  the  popular  names  of 
British  plants.  Second  edition.  London,  1870.  28  + 290  p. 

— Same.  Third  edition.  London,  1879.  28  + 294  p. 

Prior  (Thomas).  See  Berkeley  (G.),  Letter  to  T P . . . . 

Pritchard  (Andrew).  History  of  infusoria,  including  desmidiacete 
and  diatomacese.  Fourth  edition,  by  J.  T.  Arlidge,  W.  Archer, 
J.  Ralfs,  W.  C.  Williamson,  and  the  author.  London,  1861. 
12  + 968  p.  +40  pi. 

Pritchard  (H.  Baden).  See  Photographic  Society  of  Great  Britain, 
Photographic  journal,  1873-76. 

Pritchett  (W[illiam]  E[dward]).  Dictionary  of  pharmaceutical 
synonyms.  Second  edition.  West  Cowes,  [1888],  44  p. 

Pritzel  (G[eorg]  A[ugust]).  Thesaurus  literaturse  botanicse.  Editio 
nova.  Lipsiae,  187 2[— 77].  6 + 578  p.  * 

Note. — Commenced  by  Pritzel,  and  finished  by  K.  F.  W.  Jessen. 

Procter  (Henry  Richardson).  See  Kohlrausch  (F.),  Introduction 
to  physical  measurements,  2nd  ed.,  1883. 

Procter  jun.  (William).  See  American  Pharmaceutical  Association, 
Syllabus  of  a course  of  study,  report  by  W.  P.  jr.,  1858. 

— See  Philadelphia  College  of  Pharmacy,  American  journal  of 

pharmacy,  1850-71  ; — Valedictory  address  to  graduates,  1858. 
Proctor  (Barnard  S[impson]).  Lectures  on  practical  pharmacy. 
London,  1873.  16  + 400  p.  +32  pi.  of  prescriptions.  2 copies. 

— Same.  Second  edition.  London,  1883.  16  + 494  p.  +32  pi. 

of  prescriptions.  3 copies. 

— Same.  Third  edition.  London,  1892.  16  + 540  p.  +32  pi. 

2 copies. 

— Manual  of  pharmaceutical  testing  of  the  chemicals  of  the  British 

pharmacopoeia,  etc.  London,  1890.  8 + 176  p. 

— Same.  Second  edition.  London,  1899.  8 + 192  p. 

Proportionals  (Definite).  Brande  (W.  T.),  Tables  in  illustration 

of  the  theory  of  definite  proportionals,  1828. 
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Propylamine.  Kaleniczenko  (J.  de),  Notes  sur  la  propylamine,  1870. 
Prota-Giurleo  (Nestore).  Trattato  di  farmacia  e nozioni  di  medicina 
pratica.  Napoli,  1888.  8 + 1510  p. 

Proteus,  or  Law  [or  Unity]  of  nature.  See  Radcliffe  (C.  B.),  1850. 
Protoplasm,  or  Matter  and  life.  See  Beale  (L.  S.),  3rd  ed.,  1874. 
Prout  (William).  Chemistry,  meteorology,  and  the  function  of 
digestion,  considered  with  reference  to  natural  theology. 
[Second  edition.]  London,  1834.  26  + 572  p.  + 1 col.  map. 

(Bridgewater  treatises,  8.) 

Provincial  medical  journal.  See  Midland  medical  miscellany. 
Provisions.  See  Food,  Drink,  and  Diet. 

Provot  (Henri).  Des  antipyretiques  de  la  serie  aromatique. 

Montpellier,  1888.  96  p.  (Pam.  16.) 

Prunus  lauro-cerasus.  Langrish  (B.),  Physical  experiments  upon 
brutes,  Experiments  with  the  lauro-cerasus,  1746. 

— Lepage  (P.  H.),  Experiences  pour  servir  a l’histoire  chimico- 

pha[r]maceutique  des  feuilles  de  laurier-cerise,  1848. 

Prunus  Virginiana.  Espt  (van  der),  Monographie  du  prunier  de 
Yirginie,  1880. 

Prussia.  Pharmacopcea  Borussica.  Editio  [secun]da.  Francofurti, 
sumptibus  Collegii  Medici  et  Sanitatis,  1801.  8 + 216  p. 

— Same.  Editio  tertia  emendata.  Berolini,  1813.  8 + 208  p. 

— Same.  Editio  quinta.  Berolini,  1829.  16  + 418  p. 

— Same.  Editio  septima.  Berolini,  1862.  16  + 260  p. 

— Ger.  Preussische  Pharmakopoe,  1846.  Leipzig,  1847.  14  + 

132  p.  (In  Codex  der  Pharmakopoen,  1.  Section,  5.  Biind- 
chen.) 

— Ger.  Commentar  zur  preussischen  Pharmacopoe  nebst  Uber- 

setzung  des  Textes.  Dritte  Auflage,  bearbeitet  von  [C.]  F. 
Mohr.  Braunschweig,  1863.  2 + 22  + 704  p.  +1  tab. 

— Pharmacopcea  Borussica ; Badische  Pharmacopoea  in  Y ergleich- 

ung  mit  der  preussischen,  nebst  Reductionstabelle.  [Mann- 
heim, 186-  ?]  4 p.,  n.  t.-p. 

— See  also  the  following  works  relating  to  the  Pharmacopoeia  : — 

Berg  (O.  C.)  Sf  C.  F.  Schmidt,  Darstellung  und  Beschreibung  siimmt- 
licher  in  der  Pharmacopcea  borussica  aufgefiihrten  officinelien 
Gewachse,  1858-63. 

Nees  v.  Esenbeck  (T.  F.  L.),  Plantae  medicinales,  1828-33. 

— Pharmacopcea  militaris  Borussica.  Editio  quarta.  Berolini, 

1868.  60  p. 

Prussic  acid.  See  Hydrocyanic  acid. 

Pryde  (James).  Mathematical  tables : consisting  of  logarithms 
of  numbers  1 to  108,000,  trigonometrical,  nautical  and  other 
tables.  New  edition.  London,  1894.  42  + 454  p. 
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Pryor  (Alfred  Reginald).  Flora  of  Hertfordshire ; edited  for  the 
Hertfordshire  Natural  History  Society  by  B.  D.  Jackson  ; with 
an  introduction  on  the  geology,  climate,  botanical  history,  etc., 
of  the  county,  by  J.  Hopkinson  and  the  editor.  London,  1887. 
58  + 588  p.  + 3 maps.  * 

Ptomaines.  See  Alkaloids  (Animal). 

Public  health.  See  Health  and  Hygiene. 

Public  school  Latin  primer.  London,  1871.  4+164p. 

Pughe  (John).  See  Society  for  the  Publication  of  Ancient 
Welsh  Mss.,  Physicians  of  Myddvai,  Meddygon  Myddfai,  1861. 
Pulmonary  disease.  See  Lungs  ; — Phthisis. 

Pulteney  (Richard).  Historical  and  biographical  sketches  of  the 
progress  of  botany  in  England,  from  its  origin  to  the  introduc- 
tion of  the  Linntean  system.  London,  1790.  2 vol. 

Punjab.  Aitchison  (J.  E.  T.),  Catalogue  of  plants,  1869.  * 

— Brown  (T.  E.  B.),  Description  of  the  symptoms  and  treatment 

of  poisons  used  in  the  Punjab,  1863. 

— Cleghorn  (H.  [F.  C.]),  Report  upon  the  forests  of  the  Punjab, 

1864. 

— Honiberger  (J.  M.),  Thirty-five  years  in  the  east,  adventures, 

discoveries,  experiments,  historical  sketches,  medicine,  botany, 
pharmacy,  materia  medica,  etc.,  1852.  * 

— Stewart  (J.  L.),  Punjab  plants,  1869.  * 

Punjab.  Government.  Handbook  of  the  economic  products  of 
the  Punjab,  index  and  glossary  of  technical  vernacular  words  ; 
vol.  1,  raw  produce  ; by  B.  H.  [B.]  Powell.  Roorkee,  1868. 
2 + 6 + 36  + 610  + 90  p.  +10  pi.  if* 

Purchas  (Rev.  William  Henry)  <£•  Rev.  A.  Ley.  Flora  of  Hereford- 
shire. Hereford,  [1889],  12  + 38  + 550  p.  +3  pi.  + map.  * 

Purdy  (Charles  W.).  Practical  uranalysis  and  urinary  diagnosis. 

Fifth  edition.  Philadelphia,  1900.  18  + 392  p.  + 7 col.  pi. 

Purgatives.  Allen  (B.),  Natural  history  of  the  chalybeate  and 
purging  waters  of  England,  1699. 

— Pechlin  (J.  N.),  De  purgantium  medicamentorum  facultatibus 

exei’citatio  nova,  ed.  ultima,  1702. 

Purs[c]h  (Fr[iedrich  Traugott]).  Flora  America  septentrionalis  ; 

the  plants  of  North  America.  London,  1814.  2 vol.,  24  pi.  * 

Purton  saline  water.  Sadler  (S.  C.),  Analysis,  etc.,  1860. 

Pusch  (Theodor).  See  Deutscher  Apotheker-Verein,  Zweiter 
Bericht  fiber  ...  die  Reform  der  pharm.  Ausbildung,  1880. 
Putrefaction.  Higgins  (B.),  Experiments  and  observations,  1786. 

— Tyndall  (J.),  Essays  on  the  floating-matter  of  the  air,  1881. 
Putrid  fever.  Penrose  (F.),  Dissertation,  2nded.,  1768. 

Pyl  (Roelof  van  der).  See  Pijl. 


476  P YE— QCJA 

Pyrenees.  Soubeiran  (J.  L.),  Les  Pyrenees -orientates  et  leur 
hydrologie,  [1881  ?]. 

Pyrmont.  [Russel  (R.),  Dissertation  on  the  use  of  sea-water,  4th 
ed.,  with  Treatise  on  the  waters  of  Pyrmont,  Spa,  Seltzers, 
etc.,  1760-62  ?] 

Pyrocatechin.  Schomacker  (J.),  Beitrag  zum  foi’ensisch-chemischen 
Nachweise  des  Resorcin  und  Brenzcatechin  im  Thierkorper, 
1886. 

Pyrometer.  Society  for  the  Diffusion  of  Useful  Knowledge, 
Library  of  useful  knowledge,  natural  philosophy,  1829-38,  vol.  2 
(see). 

Pyrophosphates.  Paquelin  (C.)  <&  L.  Jolly,  Des  pyrophosphates 
en  therapeutique,  1877. 

Quackery.  Sharp,  West,  and  Co.,  Letter  to  C.  Cowan,  in  answer 
to  his  Observations  on  quackery,  1839. 

Quain  ([Jones]).  Elements  of  anatomy;  edited  by  W.  Sharpey, 
A.  Thomson,  and  E.  A.  Schafer.  Eighth  edition.  London, , 
1878.  2 vol. 

Quain  (Sir  Richard),  M.D.  Dictionary  of  medicine ; by  various 
writers;  edited  by  R.  Q.  London,  1882.  18  + 1816  p.  +3  pi., 

in  2 vol. 

— Same.  New  edition.  London,  1894.  2 vol.  * 

Quarantine.  Forster  (T.),  Facts  and  enquiries  respecting  epidemia, 
with  observations  on  quarantine,  3rd  ed.,  1832. 

Quaritch  (Bernard),  bookseller.  General  catalogue  of  books.  Lon- 
don, 1868.  8 + 1130  p.  * 

— Same.  Supplement,  1875-77.  London,  1877.  4 + 8 + 1672  p.  * 

Quarries  and  Quarrying.  De  la  Beche  (H.  T.),  Mining,  quarry- 
ing, and  metallurgical  processes  and  products,  1852. 

— Hull  ([E.]),  [Quarries  and]  Building  stones,  2nd  ed.,  1878. 

Quarterly  journal  of  microscopical  science  ; edited  by  E.  Lankester, . 

G.  Busk,  [E.  R.  Lankester,  J.  F.  Payne,  W.  T.  T.  Dyer, . 
W.  Archer,  E.  E.  Klein,  F.  M.  Balfour,  A.  Sedgwick,  H.  N. 
Moseley,  etc.\  London,  1853-1900.  Ser.  1,  vol.  1-8;  ser.  2,, 
vol.  1-43  ; pi.  * 

JYott1. — The  Transactions  of  the  Royal  Microscopical  Society  of  Lon- 
don, 1853-63,  new  series,  v.  1-16,  are  contained  in  the  above  work, 
but  each  volume  has  a distinct  t.-p.,  pagination,  index,  and  plates. 

— Index,  1853-88.  London,  1889.  8 + 88  p.  * 

Quarterly  journal  of  science,  edited  by  J.  Samuelson  and  W. 
Crookes,  1864.  See  Journal  of  science. 

[Quarterly]  journal  of  science,  [literature,]  and  the  arts,  1816-30. 
See  Royal  Institution  of  Great  Britain. 
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Quebracho.  Czerniewski  (E.),  Der  forensisch-chemische  Nachweis 
der  Quebracho-  und  Pereiroalcaloide  in  tliierischen  Fliissigkeiten 
und  Geweben,  1882. 

— Hansen  (A.),  Die  Quebracho-Rinde,  1880. ' 

— [ — ] En9->  On  quebracho  bark,  aspidosperma  quebracho,  [1880]. 

— Poehl  (A.),  Ein  Beitrag  zur  Quebrachofrage,  1880. 

— Schar  (E.),  Uber  Cortex  Quebracho,  [1881], 

Queen  s College,  Cork.  Introductory  address  on  medical  education, 
by  A.  Fleming.  Dublin,  1850.  32  p.  (Pam.  40.) 

— Calendar,  session  1883-84.  Cork,  1883. 

Queen’s  Hospital,  Birmingham.  Introductory  address,  by  A. 

Fleming.  London,  Birmingham,  1870.  24  p.  (Pam.  31.) 

Queensland.  Commission  for  the  Paris  Exhibition  of  1867.  Cata- 
logue of  the  natural  and  industrial  products  of  [and  exhibits 
from]  Queensland.  London,  1867.  2 + 44  p. 

Queensland.  Pharmacy  Board.  Pharmaceutical  list  for  Queensland. 
Brisbane,  1889. 

Quekett  (John  [Thomas]).  Practical  treatise  on  the  use  of  the 
microscope,  including  methods  of  preparing  and  examining 
structures.  London,  1848.  24  + 464  p.  +9  pi. 

— Same.  Second  edition.  London,  1852.  24  + 516  p.  +12  pi. 

— Lectures  on  histology.  London,  1852-54.  2 vol.  in  1. 

Quesneville  (Gustave  Augustin).  See  MoNiTEURscientifique,  1873-89. 
Quicklime.  See  Calcium  (Oxide  of). 

Quin  (Frederic  Foster).  Du  traitement  homcepathique  du  cholera. 
Paris,  1832.  64  p.  (Pam.  18.) 

Quincy  (John).  Pharmacopoeia  officinalis  et  extemporanea ; or. 
Com  pleat  English  dispensatory.  London,  1718.  16  + 672  p. 

— Same.  Second  edition.  London,  1719.  14  + 672  p. 

[ — Same.  Third  edition.  London,  1720.]  14  + 674  p.,  t.-p.  w. 

— Same.  Fourth  edition.  London,  1722.  16  + 734  p. 

— Same.  Fifth  edition.  London,  1724.  16  + 736  p. 

— Same.  Sixth  edition.  London,  1726.  16  + 736  p. 

— Same.  Seventh  edition.  London,  1728.  16  + 736  p. 

— Same.  Eighth  edition.  London,  1730.  16  + 736  p. 

— Same.  Ninth  edition.  London,  1733.  16  + 700  + 60  p. 

— Same.  Tenth  edition.  London,  1736.  16  + 700  + 60  p.,  wanting 

p.  3-12  of  prefatory  portion. 

— Same.  Eleventh  edition.  London,  1739.  16  + 700+60  p. 

— Same.  Twelfth  edition.  London,  1742.  16  + 700+60  p. 

— Same.  Fourteenth  edition.  London,  1769.  16  + 760  p. 

Note. — The  London  Pharmacopoeia  is  included  in  all  the  editions ; 
the  Edinburgh  pharmacopoeia  in  the  14th  edition.  See  also  Lewis 
(W.),  New  dispensatory,  improvement  of  Quincy,  1753,  etc. 


478 


QUI 


Quincy  (John) — continued. 

— Prielectiones  pharmaceuticse  ; or,  Course  of  lectures  in  pharmacy, 

chymical  and  galenical ; published  from  original  ms.,  with  pre- 
face, by  P.  Shaw.  London,  1723.  4 + 16  + 212  p.  3 copies. 

— Medico-physical  essays.  (In  Sanctorius,  S.,  Medicina  statica, 

etc. , 4th  ed.,  by  J.  Q.,  1728,  p.  345-463.) 

— Lexicon  physico-medicum  ; or,  New  physical  dictionary.  Second 

edition.  London,  1722.  16  + 464  p. 

— Same.  Fourth  edition.  London,  1730.  16  + 480  p. 

— - Same . Sixth  edition.  London,  1743.  16  + 480  p. 

— Same.  Seventh  edition.  London,  1757.  16  + 480  p. 

— Same.  Eleventh  edition.  London,  1794.  12  + 828  p. 

— See  also  Royal  College  of  Physicians  of  London,  Dispensatory, 

translated  by  J.  Q.,  1721. 

Quinidine  and  Quinine.  See  Quinology. 

Quinology,  including  the  alkaloids  and  medicinal  preparations. 

— Battley  (R.),  Observations  on  the  preparation  of  yellow  bark 

and  other  medicines,  1838. 

Belanger  (Ch.),  Essais  du  culture  du  quinquina  a la  Martinique, 

[1870]. 

. Berg  (O.  [C.]),  Die  Chinarinden  der  pharmakognostischen 

Sammlung  zu  Berlin,  1865.  * 

. — Binz  (C.),  Das  Chinin,  1875. 

Bouchardat  (G.),  De  la  mannite,  [Du  pouvoir  rotatoire  de  la 

quinine  et  de  la  cinchonine,]  1873. 

— C'hinchon  ( Lady  Ana  de  Osorio,  Countess  of),  Memoir,  with  plea 

for  correct  spelling  of  chinchona,  by  C.  R.  Markham,  1874.  * 

Christensen  (A.),  XJber  die  quantitative  Bestimmung  des- 

Chinins  als  Herapatliit,  [1881]. 

Cohausen  (J.  H.),  Archeus  febrium  faber,  1731.  * 

— Delondre  (Auguste)  & A.  Bouchardat,  Quinologie,  1854.  * 

- Flcckiger  (F.  A.),  Die  Chinarinden,  1883  [pub.  1882]. 

Eng.,  Cinchona  barks  pharmacognostically  considered,  1884. 

Gorkom  (K.  W.  van),  Cultivation  of  chinchonas  in  Java,  1870. 

Handbook  of  cinchona  culture,  1883. 

Great  Britain  and  Ireland,  House  of  Commons,  East  India, 

chinchona  plant,  return,  correspondence  from  1852-70. 

Great  Britain  and  Ireland,  India  Office,  Report  on  specimens- 

of  chinchonse  in  the  herbaria  at  Madrid,  by  C.  R.  Markham, 
1866. 

Chinchona  species  of  New  Granada,  containing  descrip- 
tions by  Mutis  and  Karsten,  etc.,  by  C.  R.  Markham,  1867. 

Guibourt  ([N.  J.  B.  G.]),  Sur  la  quinquina  rouge,  1857. 

Hardy  ([A.]),  Note  sur  la  culture  du  quinquina  en  Algerie,  1868. 
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Quinology — continued. 

— IIartge  (A.),  Beitrage  zur  Kenntniss  der  Chinidin-,  Conchinin-, 

Resorption  nebst  Beriicksichtigung  seines  forensisch-chem- 
isclien  Nachweises,  [1884], 

— Hielbig  (C.),  Kritische  Beurtheilung  der  Methoden,  welche  zur 

Trennung  und  quantitativen  Bestimmung  der  verschiedenen 
Chinaalkaloide  benutzt  werden,  1880. 

— Howard  (J.  E.),  Examination  of  Pavon’s  collection  of  Peruvian 

barks  contained  in  the  British  Museum,  1853-55.  * 

Illustrations  of  the  Nueva  quinologia  of  Pavon,  18[59-62].  * 

Quinology  of  the  East  Indian  plantations,  1869-76.  * 

— Irving  (R.),  Experiments  on  red  and  quill  Peruvian  bark,  with 

observations  on  its  history,  mode  of  operation,  and  uses,  1785. 

— Johannson  (C.),  Beitrage  zur  Kenntniss  der  Cinchoninresorp- 

tion,  1870. 

— Johanson  (E.),  Bestimmung  der  Alkaloide  in  den  Chinai'inden, 

[1877], 

— Karsten  (H.),  Die  medicinischen  Chinarinden  Neu -Granada’s, 

1858  ; — Eng.,  1867. 

- — King  (G.),  Manual  of  cinchona  cultivation  in  India,  1876. 

— Ivuntze  (0.),  Cinchona,  Arten,  Hybriden  und  Cultur,  1878. 

— Lambert  (A.  B.),  Description  of  the  genus  cinchona,  [with  M.] 

Yahl’s  Dissertation,  1797. 

An  illustration  of  the  genus  cinchona,  Humboldt’s  account 

of  the  cinchona  forests  of  South  America,  Laubert  on  different 
species  of  quinquina,  1821.  * 

— Mandelin  (K.  E.),  Chinincitrater,  undersokningar,  1879. 

— Markham  (C.  R.),  Travels  in  Peru  and  India,  1862, 

Peruvian  bark,  introduction  into  British  India,  1880. 

— Martius  (C.  F.  P.  v.),  Vermischte  Schriften  botanischen  Inhalts, 

[1,  zur  Kritik  des  Gattungs-Charakters  von  Cinchona,]  1860. 

— - Parfenow  (I.),  Chemisch-pharmacognostische  Untersuchung  der 
braunen  amerikaniscken  Chinarinden  aus  der  Sammlung  des 
pharmaceutischen  Institutes  der  Universitat  Dorpat,  1885. 

— Phoebus  (P.),  Die  Delondre-Bouchardatschen  China-Rinden,  1864. 
Kleine  cinchonologische  Notizen,  [1865-67]. 

— Pifferi  (G.),  Breve  cenno  di  un  nuovo  coinposto  [solfo-arsenio- 

fenato]  di  chinina,  1879. 

— Planchon  (G.),  Des  quinquinas,  1864  ; — Eng.,  Peruv.  barks,  1866. 

— [ — Quinquina,  botanique,  1874.] 

— Relph  (J.),  Inquiry  into  the  efficacy  of  yellow  bark,  including 

observations  respecting  the  choice  of  bark,  1794. 

— Skeete  (T.),  Experiments  and  observations  on  quilled  and  red 

Peruvian  bark,  [with]  appendix  on  cinchona  Caribbsea,  1786. 
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Quinology — continued. 

— [Societe  d’acclimatation,  Paris,]  De  l’introduction  et  de  l’aceli- 

matation  des  cinchonas  dans  les  Indes  neerlandaises  et  britan- 
niques,  [rapport]  par  J.  L.  Soubeiran  et  A.  [A.]  Delondre,  1868. 

— Soubeiran  (J.  L.)  & A.  [A.]  Delondre,  De  l’acclimatation  des 

cinchonas  dans  les  Indes  neerlandaises  et  britanniques,  1867. 

— Tiiielick  (P.),  Beitrage  zum  gerichtlich-chemischen  Nachweise 

des  Cinchonidin,  1884. 

— Vogl  (A.  E.),  Die  Chinarinden  des  Wiener  Grosshandels  und  der 

Wiener  Sammlungen,  1867. 

— — Beitrage  zur  Kenntniss  der  sogenannten  falschen  Chinarinden, 

1876. 

— Weddell  (H.  A.),  Histoire  naturelle  des  quinquinas,  1849.  * 
Remarks  on  the  generic  name  cascarilla,  [1869]. 

Notes  sur  les  quinquinas,  1870. 

— — Eng.,  Notes  on  the  quinquinas,  tr.  [by  C.  R.  Markham],  1871. 

Ger.,  Ubersicht  der  Cinchonen,  von  F.  A.  Fliickiger,  1871. 

Sur  l’avantage  qu’il  y aurait  a remplacer  la  quinine  par  la 

cinchonidine  dans  le  traitement  des  fievres  intermittentes, 
[1877], 

— Wilbuschewicz  (E.),  Histiologische  und  chemische  Untersuch- 

ungen  der  gelben  und  rothen  amerikanischen  und  einiger 
cultivirter  Java-Chinarinden  der  Sammlung  des  Dorpater 
pharmaceutiscken  Institutes,  1889. 

— Wood  (C.  H.),  Description  of  the  process  for  manufacturing 

“cinchona  febrifuge  ” at  the  Sikkim  plantations,  [1876  ?]. 

R.  (F.).  See  East  India  Company,  Short  history,  2nd  ed.,  1793. 

R.  (W.),  [William  Rowland?].  ( See  also  Rowland.) 

— See  Royal  College  of  Physicians  of  London,  Pharmacopoeia  Lon- 

dinensis,  transl.  by  N.  Culpeper,  with  additions  by  W.  R.,  1661. 
Raab  (Wilhelm).  See  Repertorium  fur  die  Pharmacie,  Note. 
Rackstrow.  Descriptive  catalogue  of  Rackstrow’s  museum  of 
anatomical  figures.  London,  1780.  Pages  1-24.  (Pam.  43.) 
Radcliffe  (Charles  Bland).  Proteus,  or  the  Law  [or  Unity]  of 
nature.  London,  1850.  10  + 150  p. 

— A new  departure  in  science ; being  a second  edition  of  A new 

chapter  in  the  story  of  nature.  London,  1886.  12  + 122  p. 

— See  also  Half-yearly  abstract  of  the  medical  sciences,  1860-65. 

Radcliffe  ([John]).  Pharmacopoeia  Radcliffeana  : or,  Dr.  R.’s  pre- 
scriptions. London,  1716.  12+166  p. 

— Practical  dispensatory  ; containing  prescriptions  for  all  diseases. 

Fourth  edition,  [by  E.  Strother],  London,  1721.  6 + 474  p. 

+ por. 
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Radcliffe  Library,  Oxford.  Catalogue  of  books  on  natural  science 
in  the  Radcliffe  Library,  to  Dec.,  1872  ; with  a list  of  works 
on  India,  having  reference  to  comparative  national  health. 
Oxford,  1877.  4 + 566  p. 

Radiation.  Hyndman  (H.  H.  F.),  Radiation,  electro-magnetic,  and 
on  Rontgen  and  cathode  rays,  1898. 

Radix  corniolae  and  Radix  salep.  Dragendorff  ([G.]),  Chemische 
Untersuchung  der  Rad.  Corniolae  und  Rad.  Salep,  [1866]. 

Radot  (Valery).  See  Pasteur  (L.),  L.  P.  : his  life  and  labours,  1885. 
Raffles  Library  and  Museum,  Singapore.  Occasional  papers  ; no.  1, 
Museums,  their  commercial  and  scientific  uses,  by  J.  Collins ; a 
lecture.  [Singapore,]  1874.  18  p.  (Pam.  7.) 

Railways  and  Tramways.  (See  also  Steam-engine.) 

— Aitken  (W.  C.),  Guns,  ...  Railway  bolts  and  spikes,  2nd  ed.,  1878. 

— Barry'  (J.  W.),  Railway  appliances,  1876. 

— Beesley  (T.),  On  the  geology  of  the  eastern  portion  of  the 

Banbury  and  Cheltenham  Direct  Railway,  1877. 

— Clark  (D.  K.),  Railways,  Tramways,  2nd  ed.,  1877. 

Rain.  Smith  (R.  A.),  Air  and  rain,  chemical  climatology,  1872. 
Raius  (Joannes).  See  Ray  (J.). 

Ralfe  (Charles  Henry).  Demonstrations  in  physiological  and  patho- 
logical chemistry,  with  a concise  account  of  the  clinical  exami- 
nation of  urine.  London,  1880.  8+156  p. 

Ralfs  (John).  British  phsenogamons  plants  and  ferns.  London, 
1839.  16  + 208  p. 

— The  British  desmidiese ; drawings  by  E.  Jenner.  London,  1848. 

24  + 226  p.  +35  pi.  * 

— See  also  Pritchard  (A.),  History  of  infusoria,  4th  ed.,  1861. 
Ralph  (Thomas  Shearman).  Observations  and  experiments  with 

the  microscope  on  the  effects  of  prussic  acid  on  the  animal 
economy.  [Melbourne,  1865?]  12  p.,  n.  t.-p.  (Pam.  35.) 

Ramos  (Accurcio  Garcia).  Noticia  do  archipelago  dos  A 90 res  e do 
que  ha  mais  importante  na  sua  historia  natural.  Segunda  edigao. 
Lisboa,  1871.  230  p. 

Ramsay  (William).  Experimental  proofs  of  chemical  theory  for 
beginners.  London,  1884.  14+134  p. 

— System  of  inorganic  chemistry.  London,  1891.  16  + 700  p. 

— Elementary  systematic  chemistry.  London,  1891.  12  + 360  p. 

— The  gases  of  the  atmosphere.  London,  1896.  8 + 240  p.  +8  por. 

Rand  (Isaac).  See  Society  of  Apothecaries,  Index  plantarum  in 

horto  Chelseiano,  1730. 

Ranking  (William  H.).  See  Half-yearly  abstract,  1860-65. 
Ranunculus  oil.  Basiner  (A.),  Die  Yergiftung  mit  Ranunkelol, 
Anemonin  und  Cardol,  etc.,  1881. 
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Raspail  (F[ran50is]  V[incent]).  New  system  of  organic  chemistry  ; 
translated  from  the  French,  with  additions,  by  W.  Henderson. 
London,  1834.  604  p.  +6  tab.  +12  pi. 

Raspe  (Friedrich).  Heilquellen-Analysen  fur  normale  Verhaltnisse 
und  zur  Mineralwasserfabrikation  berechnet  auf  zehntausend 
Theile.  Dresden,  1885  [pub.  1884].  4 + 36  + 512  p. 

Ratier  (F.  S.).  Formulaire  pratique  des  hopitaux  civils  de  Paris ; 
ou  Recueil  des  prescriptions  meclicamenteuses  employees,  avec 
des  notes  sur  les  doses,  le  mode  d’administration,  les  applications 
particulieres,  etc.  Paris,  1823.  106  + 376  p. 

— Traite  elementaire  de  mati&re  medicale.  Paris,  1829.  2 tomes. 

* 

— See  also  France,  Codex  medicamentarius,  Pharmacopee,  tr.,  1827. 
Ratzeburg  (Julius  Theodor  Christian).  See  Brandt  (J.  F.)  & 

J.  T.  C.  R.,  Medizinische  Zoologie,  1829-33. 

— See  Brandt  (J.  F.),  P.  Phoebus  J-  J.  T.  C.  R.,  Abbildung  und 

Beschreibung  der  Giftgewachse,  1834-38. 

— See  Hayne  (F.  G.),  Getreue  Darstellung  und  Beschreibung  der 

in  der  Arzneykunde  gebrauchlichen  Gewachse,  1833-37,  Note. 
Raue  (Bruno).  Untersuchungen  iiber  ein  aus  Afrika  stammendes- 
Fischgift.  Dorpat,  1889.  74  p.  (Pam.  49.) 

Raumer  (Fr[iedrich  Ludwig  Georg]  von).  England  in  1835 : a 
series  of  letters  ; translated  from  the  German,  [with  memoir,]’ 
by  S.  Austin  [and  H.  E.  Lloyd],  London,  1836.  3 vol. 

Rautenfeld  (Peter  von).  Leber  die  Aussclieidung  des  Strychnins;: 
Dissertation.  Dorpat,  1884.  46  p.  (Pam.  27.) 

Raveret-Wattel  ([Casimir  ?]).  L’eucalyptus  : rapport  sur  son  in- 
troduction, sa  culture,  ses  proprietes,  usages,  etc.  Paris,  1872. 
4 + 98  p.  (Pam.  38.) 

Rawley  (William).  See  Bacon  (F.,  Lord),  Sylva  sylvarum,  3rd  ed. 
1631  ; — -New  Atlantis. 

Ray  (John).  Historia  plantarum  generalis ; accessit  Historic 
stirpium  ins.  Luzonis  et  reliquarum  Philippinarum  a G.  J 
Camello  ; item  J.  P.  Tournefort  Corollarium  institutionem  re 
herbariae.  Londini,  1693-1704.  3 tomi.  35.  * 

— Synopsis  methodica  stirpium  Britannicarum.  Editio  tertia 

Londini,  1724.  16  + 512  p.  +24  pi.  ©.  * 

Ray  Society,  London.  Report  of  first  annual  meeting,  1844;  witl 

— laws,  list,  &c.  London.  24  p. 

— Reports  on  the  progress  of  zoology  and  botany.  Edinburgh 

1845.  2 + 8 + 516  p. 

State  of  zoology  in  Europe,  by  C.  [J.  L.]  L.  Bonaparte  ; Progress  of 
zoology  in  1842,  translated  from  the  German,  by  W.  B.  Macdonald  ; 
Progress  of  physiological  botany  in  1841,  by  H.  F.  Link. 
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Ray  Society — continued. 

— Reports  and  papers  on  botany.  Lond.,  1846.  8 + 494  p.  +6  pi.  * 

On  the  morphology  of  the  conifer®,  by  J.  G.  Zuccarini ; On  botanical 
geography  during  1842-43,  by  H.  R.  A.  Grisebach  ; On  vegetable 
cells,  by  C.  Niigeli;  Progress  of  physiological  botany,  1842-43, 
by  H.  F.  Link. 

— See  also  Masters  (M.  T.),  Vegetable  teratology,  1869. 

Rays.  See  Radiation. 

Read  (John).  Vindication  of  Read’s  patent  syringe.  London, 
[1826].  32  p.  (Pam.  36.) 

Reade  (Oswald  A[lan]).  Plants  of  the  Bermudas,  or  Somers’ 
Islands.  Hamilton,  1883.  112  + 8 p.  +1  pi. 

Readings  in  science ; being  explanations  of  some  appearances  and 
principles  in  natural  philosophy.  London,  S.  P.  C.  K.,  1833. 
8 + 404  p.  +1  pi. 

Reale  societa  toscana  di  orticultura,  Flovence.  Atti  del  Congresso 
internazionale  botanico,  tenuto  in  Firenze,  maggio,  1874. 
Firenze,  1876.  12  + 372  p.  +23  pi.  +ltab. 

Note. — See  also  International  Botanical  Congress. 

Recchus  (Nardus  Antonius).  See  Hernandez  (F.). 

Receipts.  [See  also  Dispensatories  ; — Formulae  and  Formularies  ; — 
Pharmacopoeias  ; — Prescribing  and  Prescriptions.) 

— Atlas  Chemical  Co.,  Sunderland , Chemical  recipes,  1896. 

— Beasley  (H.),  Druggist’s  general  receipt  book,  2nd  ed.,  1852  ; 

9th  ed.,  1886;  10th  ed.,  1895. 

— Bloxam  {Dr.),  Collection  of  receipts  in  physic,  etc.,  2nd  ed.,  1754. 

— Cooley  (A.  J.),  Cyclopaedia  of  practical  receipts,  [2nd  ed.,]  1845  ; 

3rd  ed.,  1856  ; 4th  ed.,  1864  5th  ed.,  1872 ; 6th  ed.,  18[78-]80 ; 
7th  ed.,  1892. 

— Haldane  (R.),  Workshop  receipts,  2nd  ser.,  1883. 

— Lock  (C.  G.  W.),  Workshop  receipts,  3rd  ser.,  1884  ; 4th  ser.,  1885. 

— Manuscripts,  1 An  excellent  oyntment  for  ye  itch,  or  any  ill 

breaking  out,  etc.,  [16 18 — ].  * 

A remedy  against  the  falling  evill,  etc.,  [16 — ?].  * 

—Preserves  and  conserves,  etc.,  [16 ?].  * 

— Owen  (R.  J.),  Chemists  and  druggists’  compendium,  1871. 

— Page  (J.),  Receipts  for  preparing  and  compounding  the  principal 

medicines  made  use  of  by  Mr.  Ward,  1763. 

— Practical  trade  receipts,  4th  ed.,  1886. 

— Spon  (E.),  Workshop  receipts,  [1st  series,]  1879. 

— Workshop  receipts,  5th  series,  1892. 

Recreations  in  agriculture,  natural-history,  arts,  and  miscellaneous 
literature;  by  J.  Anderson.  Lond.,  1799-1802.  6 vol.,pl.,  por. 
Rectification,  See  Distillation  or  Distilling. 
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Redwood  (Theophilus).  Gray’s  supplement  to  the  pharmacopoeia : 
a dispensatory,  and  manual  of  facts  and  formulae.  Second 
edition.  London,  1848.  10  + 1070  p. 

Same.  Third  edition.  London,  1857.  6+1162  p.  3 copies. 

Note. Gray’s  name  is  omitted  from  the  title-page  of  the  third  edition.  . 

See  also  Gkay  (8.  F.). 

See  also  Bell  (J.),  Historical  sketch  of  pharmacy,  1880. 

— See  also  Mohr  (C.  F.),  Practical  pharmacy,  translation,  1849. 

See  also  Pereira  (J.),  Elements  of  materia  medica,  1872  ; 1874. 

See  also  Pharmaceutical  Society  of  Great  Britain,  Pharma- 
ceutical journal  and  transactions,  1841-70. 

Reece  (Richard).  Medical  guide,  for  tropical  climates.  London, 
1814.  72  + 238  p. 

— See  also  Monthly  gazette  of  health,  1816-20. 

Reece  and  Co.  Popular  catalogue  of  drugs,  specifying  their  proper- 
ties, etc.  Fifteenth  edition.  London,  1836.  12+128  p. 

Rees  (George  Owen).  On  the  analysis  of  blood  and  urine,  in  health 
and  disease ; with  directions  for  the  analysis  of  urinary  calculi. 
London,  [1836  ?].  8 + 148  p. 

See  also  Berzelius  (J.  J.),  Analysis  of  organic  bodies,  tr.,  1833. 

See  also  Pereira  (J.),  Elements  of  materia  medica  and  thera- 
peutics, 3rd  ed.,  1849-53  ; 4th  eel.,  1854-5  7. 

Registered  Chemists’  Association  of  Liverpool.  Dispensing  and 
retail  price  list,  1875.  London,  [1875  ?].  32  p. 

Note.— Sec  also  Liverpool  Chemists’  Association. 

Regium  Collegium  Medicum,  Stockholm.  See  Sweden,  Pharmacopoea 
Suecica,  1787,  Note. 

Regium  Collegium  Sanitatis,  Stockholm.  See  Sweden,  Pharmacopoea 
Suecica,  1869,  1888,  Note. 

Regnaud  (Charles).  Histoire  naturelle,  hygienique  et  economique 
du  cocotier,  cocos  nucifera,  L.  Paris,  1856.  140  p.  +12  litli.  p. 

Regnauld.  See  Journal  de  pharmacie  et  de  chimie,  1866-95. 

Regnault  ([Henri]  V[ictor]).  On  the  latent  heat  of  steam  at 
different  pressures.  (In  Graham,  T.,  Chemical  reports  and 
memoirs,  1848,  p.  239-96,  pi.  1.) 

Elements  of  chemistry  ; translated  from  the  French  by  T.  R. 

Betton,  and  edited,  with  notes,  by  J.  C.  Booth  and  W.  L. 
Faber.  Philadelphia,  1852.  2 vol. 

— See  also  Ann  ales  de  chimie  et  de  physique,  2-5me  ser. 

Reichard  (Johann  Jakob).  See  Linne  (C.  v.),  Species  plantarum. 

Reichardt  (E.).  Grundlagen  zur  Beurtheilung  des  Trinkwassers. 
Dritte  Auflage.  Jena,  1875.  8+108  p.  +1  pi.  +1  tab. 

Fr.  Guide  pour  l’analyse  de  l’eau  ; traduit  de  l’allemand  par 

G.  E.  Strohl.  Paris,  1876.  8+104  p. 
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Reichardt  (E.) — continued. 

— Desinfection  und  desinficirende  Mittel  zur  Bekampfung  gesund- 

heitsschadlicher  Einfliisse,  wie  Erhaltung  der  Nahrungsstoffe. 
Zweite  Auflage.  Stuttgart,  1881.  6 + 126  p.  +2  pi. 

— See  also  Deutscher  Apotheker-Yerein,  Archiv  der  Pharmacie, 

1873-89. 

Reichenbach  ([Heinrich  Gottlieb  Ludwig  or]  H.  Theophil.  L.). 
Monographia  generis  aconiti  iconibus  omnium  specierum  colo- 
ratis  illustrata  Latine  et  Germanice  elaborata.  Lipsise,  1820. 
4 + 100  p.  + 1 pi.  + 18  col.  pi.  * 

Reid  (Andrew).  See  Macquer  (P.  J.),  Elements  of  the  theory  and 
practice  of  chymistry,  translated,  1758. 

Reid  (D.  B.).  Elements  of  chemistry,  theoretical  and  practical. 

Third  edition.  Edinburgh,  1839.  48  + 910  p. 

Reid  (Hugh  G.).  See  McCulloch  (J.  R.),  Dictionary  of  commerce 
and  commercial  navigation,  new  ed.,  1871  ; suppl.,  1875-77. 
Reid  (Hugo).  Outlines  of  medical  botany.  Second  edition.  Edin- 
burgh, 1839.  12  + 426  + 6 p.  +1  pi. 

— Chemistry  of  science  and  art.  Edinburgh,  1840.  4 + 8+312  p. 

Reid  (John).  Description  of  a revolving  washer,  for  removing 

certain  impurities  from  gas  in  the  process  of  its  manufacture, 
and  applicable  to  the  purification  of  air,  etc.  Edinburgh,  1867. 
16  p.  (Pam.  41.) 

Reidemeister  (Adolf  Weyher  v.).  Ein  Beitrag  zur  Kenntniss  des 
Levulins,  Triticins  und  Sinistrins  ; Inaugural-Dissertation. 
Dorpat,  1880.  64  p.  (Pam.  26.) 

Reigate.  See  Holmesdale  Natural  History  Club. 

Relph  (John).  Inquiry  into  the  medical  efficacy  of  a species  of 
Peruvian  bark,  imported  under  the  name  of  yellow  bark  : 
including  observations  respecting  the  choice  of  bark.  London, 
1794.  8+178  p. 

Remembrancia.  See  London,  Corporation,  Analytical  index,  1878. 
Remilly  (Dr.).  See  Thibierge  (A.)  R.,  De  l’amidon,  2me  ed.,  1857. 

Remington  (Joseph  P[rice]).  The  practice  of  pharmacy.  Philadel- 
phia, 1886.  1080  p.  4 copies. 

— Same.  Second  edition.  Philadelphia,  1889.  28  p. + p.  25-1300. 

2 copies. 

— Same.  Third  edition.  Philadelphia,  1894.  28  p.  + p.  25-1448. 

— See  also  Wood  (G.  B.)  <£•  F.  Bache,  Dispensatory  of  the  United 

States,  15th  ed.,  1883,  etc. 

Remsen  (Ira).  Principles  of  theoretical  chemistry,  with  special 
reference  to  the  constitution  of  chemical  compounds.  London, 
1877.  232  p. 

— Same.  Second  edition.  Philadelphia,  1883.  242  p. 


486 


REM— REP 


Remsen  (Ira) — continued. 

— Introduction  to  the  study  of  the  compounds  of  carbon ; or, 

Organic  chemistry.  London,  1885.  10  + 364  p. 

— Same.  [Revised  edition.]  London,  1899.  10  + 364  p. 

— Introduction  to  the  study  of  chemistry  [inorganic].  London,  1886. 

12  + 388  p. 

— Inorganic  chemistry.  London,  1889.  22  + 828  p. 

Rennard  (Eduard).  Das  wirksame  Princip  im  wasserigen  Destil- 
late  der  Oanthariden ; [Dissertation].  Dorpat,  1871.  32  p. 

(Pam.  24.) 

Rennie  (James).  New  supplement  to  the  pharmacopoeias  of  London, 
Edinburgh,  Dublin,  and  Paris;  forming  a complete  dispensatory 
and  conspectus.  Third  edition.  London,  1833.  24  + 488  p. 

— See  also  Jourdan  (A.  J.  L.),  Pharmacopoeia  universalis,  1831-33. 
[Renou  (Jean  de)  or]  Joannes  Renodseus.  Medicinal  dispensatory, 

containing  the  whole  body  of  physick  ; discovering  the  natures, 
properties,  and  vertues  of  vegetables,  minerals,  and  animals  ; 
the  manner  of  compounding  medicaments,  and  the  way  to 
administer  them  ; Englished  [from  the  French],  and  revised  by 
R.  Tomlinson.  London,  1657.  [852]  p. 

Note. — Parts  2 and  3 have  each  a separate  title-page  and  preface  ; 
the  title  of  the  former  reads  : Three  books  of  medicinal  materials, 
etc.  ; that  of  the  latter  : The  pharmaceutrical  [sic]  shop,  etc.  The 
pagination  is  irregular. 

Renteln  (Carlotto  von).  Beitrage  zur  forensischen  Chemie  des  So- 
lanin  ; Inaugural- Dissertation.  Dorpat,  1881.  76  p.  (Pam.  26.) 
Repertoire  de  pharmacie;  recueil  pratique  par  [A.]  Bouchardat. 
Paris,  1856-72.  Tome  12,  no.  10  ; t.  13,  nos.  1,  3 ; t.  15,  nos. 
3-4,  6-12  ; t,  16-19  ; t.  21  ; t.  22,  nos.  1-8,  12  ; t.  23,  nos.  2-7, 
9-12  ; t.  24,  nos.  5-12  ; t.  25,  nos.  2-4,  8,  10,  12  ; t.  26,  nos. 
6-11  ; t.  27  ; t.  28,  nos.  1-4,  6.  * 

— Same ; redige  par  E.  Lebaigue,  etc.  ; nouvelle  serie.  Paris, 

1873-75.  Tomes  1-3.  * 

— Same;  et  Journal  de  chimie  medicale  reunis,  rediges  par  E. 

Lebaigue,  [0.  Thomas,  etc.].  Paris,  1876-88.  Tomes  4-16.  * 

— Same  ; Archives  de  pharmacie  et  J ournal  de  chimie  medicale 

reunis,  dirige  par  0.  Crinon;  troisieme  serie.  Paris,  1889-1900. 
Tomes  1-12.  * 

Repertorium  fur  die  Pharmacie  ; angefangen  von  A.  F.  Gehlen,  fort- 
gesetzt  von  J.  A.  Buchner  [und  0.  W.  G.  Kastner].  Niirnberg, 
1815-51.  Ill  Bd.  (1.  Reihe,  50;  2.  Reihe,  50  ; 3.  Reihe,  10; 
Erganzungsband)  ; pi.,  por.  * 

Note.— Every  tenth  volume  contains  a “ Register”  of  itself  and  nine 
preceding  volumes;  the  compilers  were,  1-30,  W.  Raab;  51-60, 

A.  Marx  ; 61-80,  L.  A.  Buchner;  71-110,  G.  C.  Wittstein. 
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Repertorium  f Ur  die  Pharmacie — continued. 

— Same.  Autoren-  und  Sach-Register  zu  den  ersten  und  zweiten 

Reihe  ; von  G.  0.  Wittstein.  Miinchen,  1848.  3 Bd.  * 

— Neues  Repertorium  fiir  die  Pharmacie  ; angefangen  von  [J.]  A. 

Buchner,  fortgesetzt  von  L.  A.  Buchner.  Miinchen,  1852-76. 
25  Bd.,  pi.  * 

Repertory  of  arts  and  manufactures  : consisting  of  original  communi- 
cations, specifications  of  patent  inventions,  etc.  London,  1794- 
[1802],  Yol.  1-15  ; vol.  16,  p.  1-360  ; pi.  ; of  v.  16,  t.-p.  w. 
Report  of  proceedings  at  an  inquest  concluded  at  Emborough,  Mar.  1, 
1865.  \N.p.,n.cl. j 2+10  p.  (Pam.  70.) 

Repp  (Tliorleifr).  See  Ferrall  (J.  S.)  & T.  R. 

Reptiles.  Ortus  sanitatis,  de  ...  reptilibus,  1517.  * 

Reptiles  (British).  Cooke  (M.  C.),  Our  reptiles,  1865. 

Resins.  ( See  also  Agaric  resin; — Gums  and  Gum  Resins.) 

— Dragendorff  ([G.]),  Uber  Mannit  ...  , [2,  Ein  Beitrag  zur  Ent- 

stehungsgeschichte  der  Harze,  etc.,  1879]. 

— Great  Britain  and  Ireland,  India  Office,  Report  by  M.  C. 

Cooke,  on  the  gums,  resins,  oleo-resins,  and  resinous  products 
in  the  India  Museum,  or  produced  in  India,  1874. 

— - Herlant  (A.),  Etude  sur  les  principaux  produits  resineux  de  la 
famille  des  coniferes,  1876. 

— Hirschsohn  (E.),  Beitriige  zur  Chemie  der  wichtigeren  Harze, 

Gummiharze,  und  Balsame,  1877. 

Beitrage  zur  Chemie  der  wichtigeren  Gummiharze,  Harze, 

und  Balsame,  [1877-78]. 

— Keith  (B.)  and  Co.,  Positive  medical  agents,  treatise  on  alkaloid, 

resinoid,  and  concentrated  preparations,  [by  G.  Coe  1 ] by 
authority  of  the  American  Chemical  Institute,  1855. 

— Morel  (J.),  Turpentines  and  resinous  products  of  the  conifers;, 

[1877-79], 

— Wiesner  (J.),  Die  technisch  verwendeten  Gummiarten,  Harze 

und  Balsame,  1869.  * 

Resorcin.  Schomacker  (J.),  Beitrag  zum  forensisch-chemischen 
Nachweise  des  Resorcin  im  Thierkorper,  1886. 

Respiration.  Cruikshank  (W.),  Experiments  on  the  insensible 
perspiration  of  the  human  body,  shewing  its  affinity  to  res- 
piration, 1795. 

— Guillaumet  (A.),  De  la  respiration  vegetale,  1872. 

— Higgins  (B.),  Experiments  and  observations,  1786. 

— Hutchinson  (J.),  Contributions  to  vital  statistics,  by  means  of  a 

pneumatic  apparatus  for  valuing  the  respiratory  powers,  1844. 
Reunion  (lie  de  la).  Delteil  (A.),  La  vanille  ii  la  Reunion, 
[avec  ...  Resume  des  observations  meteorologiques,]  1878. 
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Reusner  (Hieronymus).  See  Willich  (J.),  Urinarum  prob.,  1582. 
Reuss  (Friedericus  Antonins  de).  See  Hildegardis,  Opera,  1855, 
Reveil  (0[scar]).  Formulaire  raisonn^  des  medicaments  nouveaux, 
etc.  Deuxi^me  edition.  Paris,  1865.  12  + 696  p. 

— See  also  Annuaire  pharmaceutique,  1863-65. 

Revista  farmaceutica.  See  Sociedad  de  farmacia  nac.  Argentina. 
Revue  de  botanique.  See  Societe  francaise  de  botanique. 
Reynolds  (J[ames]  Emerson).  Experimental  chemistry  for  junior 
students.  London,  1885-94.  Parts  1,  3-4. 

Reynolds  (Osborne).  See  Joule  (J.  P.),  Memoir,  1892. 

Rhamnus  catharticus.  Righini  (G.),  Sulla  spincervino,  1861. 
Rhemnius  Fannius.  See  Medicae  artis  principes,  1567,  tom.  2. 
Rheum.  See  Rhubarb. 

Rheumatism.  Bennett  (J.  H.),  Treatise  on  the  oleum  jecoris 
aselli  as  a therapeutic  agent  in  rheumatism,  1841. 

— Skeete  (T.),  Experiments  on  Peruvian  bark,  nature  and  mode  of 

treatment  of  rheumatism,  etc.,  1786. 

Rhinacanthus  communis.  Liborius  (P.),  Untersuchungen  liber  die 
Wurzelfasern  von  Rhinacanthus  communis,  1880. 

Rhiwallon.  See  Society  for  the  Publication  of  Ancient  Welsh 
Mss.,  Physicians  of  Myddvai,  practice  of  Rhiwallon  and  his 
sons,  13th  century,  1861. 

Rhubarb.  Alpinus  (P.),  De  rhapontico  disputa tio,  1718. 

— Collin  (E.),  Des  rhubarbes,  1871.  * 

— Dragendorff  ([G.]),  Rhabarberanalysen,  [1878]. 

— Fero  (A.),  Die  augenblicklich  im  russischen  Handel  vorkom- 

menden  Rhabarbersorten,  1866. 

— Fluckiger  (F.  A.),  Bemerkungen  liber  Rhabarber  und  Rheum 

officinale,  [1876]. 

— Squibb  (E.  R.),  Report  on  the  U.  S.  pharmacopceia,  Note  on 

rhubarb,  etc.,  1870. 

Notes  on  a new  form  of  percolator,  ...  rhubarb,  etc.,  1873. 

— Stepiianitz  (A.  L.),  De  rhabarbaro  dissertatio,  1838.  * 

— Tilingius  (M.),  Rhabarbarologia  curiosa,  1679.  * 

Rice.  Bastelaer  (A.  D.  [or  D.  A.]  van),  Recherche  d’un  reactif 
special  [acide  picrique]  propre  a constater  la  purete  de  la  farine 
de  riz,  1867. 

— Chevallier  ([J.  B.]  A.),  Note  sur  le  papier  de  riz,  1840. 

Rice  (Charles).  Posological  table,  including  officinal  and  unoffi- 
cinal  preparations.  [In  New  York,  City  of,  Department  of 
Public  Charities,  Hospital  formulary,  etc.,  1879,  p.  73-168.) 

— See  also  American  Pharmaceutical  Association,  Report  on  the 

revision  of  the  IT.  S.  pharmacopoeia,  1880. 

— See  also  New  remedies,.  1876-90. 
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Rich  (Sidney  W.).  New  and  old  notation  of  chemistry,  in  a set  of 
tables.  London,  1866.  Broadside. 

— Analyst’s  annual  note-book,  1874.  London,  1875.  4 + 60  p. 

Richard  (Achille).  Botanique  medicale.  Paris,  1823.  14  + 818  p., 

wanting  p.  801-16.  B.  * 

— Elemens  d’histoire  naturelle  medicale.  Paris,  1831.  2 tomes,  8 pi. 

— Same.  Another  copy.  B.  * 

— See  also  Cours  complet  d’histoire  naturelle,  1835. 

— See  also  France,  Codex  medicamentarius,  Code  des  med.,  1819. 

— See  also  Journal  de  chimie  medicale,  etc.,  1825-47. 

Richards  (Joseph  W.).  Aluminium : its  history,  occurrence,  pro- 
perties, metallui'gy,  etc.  Philadelphia,  1887.  346  p. 

Richards  (Thomas).  See  New  South  Wales. 

Richardson  (Sir  Benjamin  Ward).  The  Asclepiad : a book  of 
original  research  and  observation  in  the  science,  art,  and  litera- 
ture of  medicine.  London,  1884-95.  Vol.  1—11,  pi.,  por. 

— Biological  experimentation,  its  functions  and  limits ; including 

answers  to  nine  questions  submitted  from  the  Leigh -Browne 
Trust.  London,  1896.  6+170  p. 

Richardson  (T.  G.).  See  North  American  med.-chir.  rev.,  1858-61. 
Richardson  (Thomas).  See  Knapp  (F.  C.),  Chemical  technology. 
Richardson  (W.).  Chemical  principles  of  the  metallic  arts;  with 
an  account  of  diseases  incident  to  artificers  ; the  means  of  pre- 
vention and  cure ; and  introduction  to  chemistry.  London, 
1790.  102  + 206  p.  +3  tab.  ; wanting  8 p.,  probably  not  printed. 
Riche  (Alfred).  Manual  de  chimie  medicale  et  pharmaceutique. 
Troisieme  edition.  Paris,  1881.  14  + 846  p. 

— See  cdso  Cahours  (A.  A.  T.)  <£•  A.  R.,  Chimie,  1868. 

— See  also  Journal  de  phai’macie  et  de  chimie,  1878-1900. 

— See  also  Tommasi  (D.),  Reponse  a une  note  de  A.  R.,  1880. 
Richesses  de  la  nature.  See  Simmonds  (P.  L.),  1877. 

Richter  (M.  M.).  Lexikon  der  Kohlenstoff-  Verbindungen.  Ham- 
burg, 1899-1900.  2 Abtheilungen.  * 

Richter  (Theod.).  See  Plattner  (C.  F.),  Manual  of  analysis,  1875. 
Richter  (Victor  von).  Text-book  of  inorganic  chemistry;  author- 
ised translation  by  E.  F.  Smith.  Second  American  from  the 
fourth  German  edition.  London,  1886.  432  p.  + 1 col.  pi. 

— Chemistry  of  the  carbon  compounds ; or,  Organic  chemistry ; 

authorised  translation  by  E.  F.  Smith,  from  the  fourth  German 
edition.  London,  1886.  16  p.  + p.  9-710. 

— Same.  Second  American,  from  sixth  German,  edition.  London, 

1891.  1042  p. 

— Same.  Third  American,  from  eighth  German,  edition,  by  R. 

Anschiitz.  London,  1900.  2 vol. 
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Riddle  (Rev.  J.  E.).  Complete  English-Latin  and  Latin-Englisk 
dictionary.  Second  edition.  London,  1840[-2].  2 vol.  in  1.  * 

Riffault  (Jn).  See  Accum  (F.),  Traite  pratique,  traduit,  1819. 
Righini  (Giovanni).  Sullo  spincervino  o ramno  catartico ; studii 
ckimico-farmaceutici.  Milano,  1861.  26  p.  (Pam.  11.) 

— Iodoformognosie,  ou  Monographie  chimique,  physiologique,  phar- 

maceutique  et  therapeutique  de  l’iodoforme ; trad,  de  l’italien  et 
annote  par  E.  Janssens.  Bruxelles,  1863.  4 + 88  p.  (Pam.  11.) 
Riley  (Henry  Thomas).  See  London,  Corporation,  Memorials,  1868. 
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[translated,  with  animadversions,]  key  to  Galen’s  method  of 
physick,  etc.,  by  N.  Culpeper.  London,  1653.  14  + 340  p. 

Same.  [Another  edition,  with  additions,]  by  W.  R.  A.  C.  J . W. 

and  A.  Cole.  London,  1661.  14  + 256  p. 

— Same.  [Another  edition.]  London,  1669.  24  + 344  p. 

— Same.  [Another  edition.]  London,  1679.  24  + 344  p. 

Eng.  Pharmacopoeia  Londinensis,  or  new  London  dispensatory ; 

translated,  with  [additions],  as  also  the  Praxis  of  chymistry  ; 
[parti].  Fifth  ed.,  by  W.  Salmon.  Lond.,  1696.  16  + 890  p. 

— Same.  Sixth  edition.  London,  1702.  16  + 880  p. 

— Same.  Eighth  edition.  London,  1716.  14  + 800  p. 

Same.  Part  2,  or  Doron  medicum  ; a supplement.  Third 

edition.  London,  1717.  16  + 464  p. 

— Eng.  Dispensatory  of  the  R.  C.  of  P.  in  L.  ; [translated,]  with 

notes,  by  J.  Quincy.  London,  1721.  16  + 378  p.  + 1 pi. 
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— Eng.  Dispensatory  of  the  R.  0.  of  P.,  L.  ; translated,  with 

remarks,  &c.,  by  1-T.  Pemberton.  London,  1746.  10  + 420  p. 

©.  * 

— Same.  Another  copy,  wanting  p.  417-20. 

— Same.  Third  edition.  London,  1751.  10  + 414  p. 

Eng.  British  dispensatory,  containing  a translation  of  the 
London  pharmacopoeia  ; to  which  are  joined,  in  a compendious 
manner,  the  contents  of  the  Edinburgh  pharmacopoeia,  with 
notes,  etc.  London,  1747.  12+136  + 92  p. 

■ — Eng.  New  British  dispensatory,  containing  the  preparations  and 
compositions  of  the  London  and  Edinburgh  pharmacopoeias, 
with  notes,  etc.  ; [or,  Translation  of  the  London  pharmacopoeia, 
with  additions],  London,  1781.  184  p. 

— Eng.  Pharmacopoeia  of  the  R.  0.  of  P.  of  L.  ; translated,  with 

notes,  &c.,  by  T.  Healde.  London,  1788.  16  + 344  p. 

— Same.  Second  edition.  London,  1788.  16  + 352  p. 

— Same.  Third  edition.  London,  1788.  16  + 368  p. 

— Same.  Fifth  edition,  by  J.  Latham.  Lond.,  1791.  20  + 392  p. 

— Same.  Sixth  edition,  by  J.  Latham.  Lond.,  1793.  20+390  p. 

— Same.  Eighth  ed.,  by  J.  Latham.  London,  1801.  20+390  p. 

— Same.  Ninth  ed.,  by  J,  Latham.  London,  1805.  20+392  p. 

— Eng.  Pharmacopoeia  of  the  R.  C.  of  P.  of  L.  ; translated  by 

H.  Campbell.  London,  1809.  12  + 164  p. 

— Eng.  [Pharmacopoeia  of  the  R,  C.  of  P.  of  L.  ; translated,  with 

notes,  &c.,  by  R.  Powell.  Lond.,  1809.]  4 + 38  + 484  p.  + 1 pi. 

— Same.  Second  edition.  London,  1809.  4+44  + 452  p.  +1  pi. 

— Same.  Third  edition.  London,  1815.  16  + 38  + 484  p.  + 1 pi. 

— Eng.  Pharmacopoeia  officinalis  Britannica  ; a translation  of  the 

London  pharmacopoeia,  with  formulae  of  Edinburgh  and  Dublin 
colleges,  [and]  notes,  by  R.  Stocker.  Loncl,  1810.  16  + 440  p. 

— Same.  Second  edition.  London,  1816.  14  + 456  p. 

— Eng.  Translation  of  the  corrected  edition  of  the  Pharm.  Lond., 

with  notes  by  a Lonolon  physician.  Lond.,  1815.  16  + 118  p. 

— Eng.  Pharmacopoeias  of  the  Lond.,  Edin.,  and  Dubl.  colleges, 

translated,  with  appendix,  by  J.  Thomson.  Edinburgh,  1815 
6 + 288  p.  (Pam.  21.) 

— Eng.  New  London  pharmacopoeia,  translated  by  R.  J . Thornton. 

London,  1815.  12  + 238  p.  +1  pi.  If.  * 

— Eng.  Pharmacopoeia  of  the  R.  C.  of  P.,  L.,  translated  from  the 

Latin  edition  of  1817,  by  R.  J.  Thornton.  Second  edition 
[of  preceding  work].  London,  1817.  12  + 184  p. 

— Eng.  Pharmacopoeia  of  the  R.  C.  of  P.  of  L.,  translated  by 

G.  L.  Tuthill.  London,  1824.  12  + 206  p. 
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Eng.  Pupil’s  pharmacopoeia ; a translation  of  the  London 

pharmacopoeia  [with]  text,  chemical  decompositions,  etc.  Third 
edition,  by  W.  Maugham.  London,  1824.  26  + 252  p. 

— Eng.  London  manual  of  medical  chemistry  : comprising  an 

interlinear  translation  of  the  [London]  pharmacopoeia,  with 
notes,  etc.,  by  W.  Maugham.  London,  1831.  2 + 100  + 492  p. 

Eng.  Translation  of  the  Pharmacopoeia  of  the  E.  C.  of  P.  of  L., 

1824,  with  notes,  by  R.  Phillips.  London,  1824.  12  + 326  p. 

— Same.  Another  copy.  1+  * 

— Same.  1824.  Second  edition.  London,  1831.  12  + 314  p. 

Same.  1836.  With  addenda  to  the  first  and  second  edition  of 

the  translation.  London,  1837[-38].  14  + 392  + 16  p.  %.  * 

— Same.  1836.  Third  edition.  London,  1838.  24  + 444  p. 

Fourth  edition.  London,  1841.  24  + 456  p. 


— Same.  1836 

2 copies. 

— Same.  1836. 

— Same.  1851. 


Fifth  edition.  London,  1848.  24  + 456  p. 

[Revised  by  J.  D.  Smith.]  London,  1851.  16  + 

568  p.  2 copies. 

Eng.  Lexicon  pharmaceuticum,  a pharmaceutical  dictionary 
comprehending  the  pharmacopoeias  of  London,  [text  and. 
translation,]  Edinburgh,  and  Dublin,  with  other  information 
relative  to  medicine  and  pharmacy ; by  T.  Castle.  Second  ed. 
[of  Lexicon  pharmacopoelium].  London,  1828.  20  + 356  p. 

Eng.  New  London  dispensatory  ; containing  a translation  of  the 
Pharm.  Lond.,  with  history  of  materia  medica,  etc.  Second 
edition ; [with]  a translation  of  Magendie’s  Formulary,  fromn 
the  eighth  [French]  edition;  by  T.  Cox  and  C.  W.  Gregory. 
London,  1835.  12  + 580  p. 

Eng.  Translation  of  Pharm.  Coll.  Reg.  Med.  Lond.  ; [with] 
doses  and  vocabulary,  by  A.  F.  Haselden.  London,  1837.. 
6 + 14  + 80  p. 

Eng.  Pharm.  Lond.,  translated,  with  a commentary,  chemical, 
pharmaceutical,  and  medicinal,  by  D.  Spillan.  London,  18o/j 


12  + 308  p. 

— Eng.  Translation  of  London  pharm.,  including  also  Dublin  and  1 

Edinburgh  pharmacopoeias,  with  the  chemical  and  medicinal.  1 
properties  of  their  contents ; forming  a complete  materia  i 
medica  ; by  J.  B.  Nevins.  London,  1851.  16+  *b0  p. 

— Eng.  New  London  pharmacopoeia,  translated  and  arranged  in  s i 

tabular  form  with  Edinburgh  and  Dublin  pharmacopoeias  • 
with  remarks,  by  P.  Squire.  Lond.,  1851.  8 + 24  + 176  + 26  p 

— Ger.  Londoner  Pharmakopoe,  1836.  Leipzig,  1847.  12  + 84  p 

(In  Codex  der  Pharmakopoen,  4.  Section.)  * 
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— Ger.  Londoner  Pharmakopoe,  1851.  Leipzig,  1851.  8 + G6  p. 

(In  Codex  der  Pharmakopoen,  4.  Section.)  * 

— Pharmacopoeia  reformata  : an  essay  for  a reformation  of  the 

London  pharmacopoeia,  by  a set  of  remarks  on  the  draught  for 
a new  one,  and  on  the  brief  account  of  the  proceedings  of  the 
committee  appointed  by  the  College  to  thoroughly  reform  their 
book  ; with  observations  on  dispensatories  and  pharmacy ; 
[by  M.  S.].  London,  1744.  6 + 26  + 308  p. 

Note. — The  Pharmacopoeia  is  in  Latin,  the  remarks  are  in  English. 

— See  also  the  following  works  relating  to  the  Pharmacopoeia  : — 

Bbande  (W.  T.),  Dictionary  of  mat.  med.,  including  translation,  1839. 
Bbookes  (R.),  General  dispensatory,  cont.  transl.,  1753  : 2nd  ed.,  1765. 
Bbowne  (H.  M.),  Apothecary’s  vade  mecum,  companion  to  pharm.,  1812. 
Chbistison  (R.),  Dispensatory,  or  Commentary,  1842;  2nd  ed.,  1848. 
Clabke  (E.  G.),  Pkarmacopceiarum  ...  conspectus  medicus,  1810;  1811. 
Colbobne  (R.),  Complete  English  dispensatory,  with  prescriptions,  also 
History  of  the  institution  of  the  College,  1756. 

Collieb  (G.  F.),  Letter  to  the  president  and  censors,  1837. 

— Companion  to  the  London  pharmacopoeia,  1839. 

Duncan  jun.  (A.),  Edinburgh  new  dispensatory,  1803;  2nd  ed.,  1804; 

3rd  ed.,  1806  ; 4th  ed.,  1808  ; 6th  ed.,  1811  ; 11th  ed.,  1826. 
Edinbubgh  new  dispensatory.  [2nd  ed.,  1788?]  ; 4th  ed.,  1794;  5th  ed., 
1797. 

Gbaves  (R.),  Pocket  conspectus,  2nd  ed.,  1799 ; 4th  ed.,  1810. 

Gbay  (S.  F.),  Supplement  to  the  pharmacopoeias,  1818  ; 1821  ; 1836. 

— Elements  of  pharmacy,  and  chem.  hist,  of  mat.  med.  of  Coll.,  1823. 
Leach  (S.  F.),  Grammatical  introduction  to  Lond.  pharm.,  3rd  ed.,  1839. 
Lewis  (W.),  New  dispensatory  ...  containing  translation  of  London 
pharmacopoeia,  1753;  2nd  ed.,  1765  ; 3rd  ed.,  1770  ; 5th  ed.,  1785. 
Meade  (W.),  Compendium  of  pharmacy,  decompositions  of  P.  L.,  1834. 
Mowbbay  (G.  M.),  Conspectus  of  pharmacopoeias,  1846-47. 

Mubeay  {Dr.  J.),  System  of  materia  medica,  inch  transl.,  2nd  ed.,  1813. 
Neligan  (J.  M.),  Medicines,  inch  conspectus  of  pharm.,  3rd  ed.,  1851. 
Phillips  (R.),  Experimental  examination  of  Pharmacopoeia  Londi- 
nensis,  with  remarks  on  Powell’s  translation,  etc.,  1811. 

— Remarks  on  the  editio  altera  and  on  Powell’s  translation,  etc.,  1816. 
Quincy  (J.),  Pharmacopoeia  officinalis,  14th  ed.,  1769,  Note. 

Redwood  (T.),  Gray’s  Supplement,  2nd  ed.,  1848  ; 3rd  ed.,  1857. 

Rennie  (J.),  New  supplement  to  the  pharmacopoeias,  3rd  ed.,  1833. 
Shipton  (J.),  Pharmacopoeiae  remedia  descripta,  ed.  alt.,  1689  ; ed.  3,1699. 
Synopsis  of  the  chemical  decompositions  ...  Lond.  pharmacopoeia,  1822. 
Thomson  (A.  T.),  Conspectus  of  pharmacopoeias,  1810;  9th  ed.,  [1828]  ; 
11th  ed.,  1838. 

— London  dispensatory,  1814  ; new  ed.,  1824  ; 9th  ed.,  1837  ; 10th  ed., 
1844  ; 11th  ed.,  1852. 

Sec,  further,  various  English  works  on  Chemistey,  Matebia  medica, 
and  Phabmacy,  based  upon  the  London  pharmacopoeia. 

— Statutes  of  the  Colledge  of  Physicians,  London  : [also,  The  base, 

dishonourable,  and  illegal  dealing  of  the  Colledge  with  a doctor 
in  physick,  I.  Bsr-  London?]  1693.  4 + 12  + 202  p. 
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Catalogue  of  the  collections  of  materia  medica  [in  the  hand- 
writing of  D.  Hanbury].  London,  1858.  6 + 188  p.  * 

— Charter,  bye-laws,  and  regulations  of  It.  C.  of  P.  of  L.  ; and  the 

acts  of  parliament  relating  thereto.  London,  1862.  4 + 92  p. 

— Nomenclature  of  diseases,  drawn  up  by  a joint  committee  ap- 

pointed by  It.  C.  of  P.  of  L.  London,  1869.  24  + 328  p. 

— Same.  Second  edition.  London,  1885.  40  + 432  p. 

— Roll  of  the  R.  C.  of  P.  of  L.  ; comprising  biographical  sketches 

of  all  the  eminent  physicians  whose  names  are  recorded  in 
the  annals  from  1518  to  1825,  by  W.  Munk  ; [account  of  the 
College,  the  pharmacopoeias,  etc.\  Second  edition.  London, 
1878.  3 vol. 

See  also  Crisp  (E.),  Examination  of  a rejected  candidate,  1849  ; — 

Examination  of  the  president  and  examiners,  1849. 

See  also  Great  Britain  and  Ireland,  Colonial  Office,  Report  on 

leprosy  by  the  Royal  College  of  Physicians,  1867^ 

See  also  Great  Britain  and  Ireland,  House  of  Commons,  Report 

on  medical  education,  1834. 

Royal  College  of  Surgeons  in  Ireland,  Dublin.  Charters,  bye-laws, 
ordinances,  [list  of  fellows,  etc.\  Dublin,  1851.  112  p. 

History  of  the  College,  and  of  the  Irish  schools  of  medicine ; 

biographical  sketches;  medical  bibliography;  by  Sir  C. 
Cameron,  president.  Dublin,  1886.  12  + 760  p.  +13  pi. 

Royal  College  of  Surgeons  of  Edinburgh.  Historical  sketch  of  the 
College,  with  notes  and  documents;  by  J.  Gairdner.  Edin- 
burgh, 1860.  36  p.  +1  pi.  (Pam.  40.) 

Royal  College  of  Surgeons  of  England,  London.  Catalogue  of  the 
library;  [with  synopsis  of  the  arrangement  in  the  classed 
catalogue],  London,  1831-40.  2 vol. 

Classed  catalogue  of  the  library.  London,  1843.  6 + 62  + 

1172  p. 

Descriptive  and  illustrated  catalogue  of  calculi  and  other  animal 

concretions  in  the  museum.  Lond.,  1842-45.  2 vol.,  17  col.  pi. 

— Descriptive  and  illustrated  catalogue  of  the  histological  series- 

contained  in  the  museum.  London,  1850-55.  2 voh,  36  pi. 

— Calendar  of  the  R.  C.  S.  E.  London,  1866-94,  1900.  30  vol. 

See  also  Great  Britain  and  Ireland,  House  of  Commons,  Report 

on  medical  education,  1834. 

Royal  College  of  Veterinary  Surgeons,  Loudon.  Register  of  mi  in- 
kers, Jan.  1794  to  May  1875.  London,  1875.  100  p. 

Register,  charters  and  bye-laws,  &C.  London,  18 <7-80.  3 vol. 

[ ] Register  of  veterinary  surgeons,  etc.  London,  1882-86,189'*  92, 

1896.  9 vol. 
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Royal  Dispensary  for  Diseases  of  the  Ear,  London.  Advice  to  the 
deaf  : the  present  state  of  aural  surgery  ; substance  of  a lecture 
by  J.  H.  Curtis.  Second  edition.  London,  1841.  68  p.  (Pam.  40.) 
Royal  Dublin  Society.  Scientific  proceedings,  new  series.  Dublin, 
1 87[7]— 1 900.  Vol.  1-9,  pi. 

— Scientific  transactions,  series  2.  Dublin,  1877-1900.  Vol.  1-7,  pi. 

— Index  to  the  scientific  proceedings  and  transactions,  1877-98. 

Dublin,  1899.  2 + 44  p. 

Royal  Gardens,  Kew.  See  Kew  Royal  Gardens. 

Royal  Hospital  [or  Infirmary],  Edinburgh.  Pharmacopoeia  Eclin- 
burgensis  pauperum ; or,  Dispensatory  for  the  use  of  the 
R.  H.  in  E.  ; translated  [from  the  Latin,  by  P.  Shaw?].  4 + 
112  p.  (In  Royal  College  of  Physicians  of  Edinburgh,  Phar- 
macopoeia, translated  by  P.  Shaw,  5th  ed.,  1753.) 

— Pharmacopoeia  pauperum,  in  usum  Nosocomii  Regii  Edinbur- 

gensis.  Editio  quarta.  Edinburgi,  1770.  4 + 80  p. 

— Pharmacopoeia  in  usum  Nosocomii  Regii  Edinburgensis.  Edin- 

burgi, 1817.  8 + 88  p. 

— See  also  Brookes  (R.),  General  dispensatory,  1753;  2nd  ed.,  1765. 

— See  also  Royal  College  of  Physicians  of  Edinburgh,  Pharma- 

copoeia, translated,  with  prescriptions  in  use  at  the  R.  H.,  by 
W.  Lewis,  1748. 

Royal  Infirmary,  Edinburgh.  See  Royal  Hospital  or  Infirmary. 
Royal  Institution  of  Great  Britain,  London.  Syllabus  of  a course 
of  lectures  on  chemistry,  delivered  [by  Humphry  Davy]. 
London,  1802.  6 + 92  p. 

— [Quarterly]  journal  of  science,  [literature,]  and  the  arts.  London, 

1816-30.  29  vol.,  pi. 

— Journal  of  the  R.  I.  London,  183[0-]1.  2 vol.,  pi. 

— Notices  of  the  proceedings,  with  abstracts  of  discourses  at  even- 

ing meetings.  London,  185[l]-98.  Vol.  1-15;  pi. 

Note. — Vol.  4 contains  a general  index  to  vol.  1-4  ; vol.  12  contains 
index  to  v.  1-12. 

— Lectures  on  education.  London,  1855.  10  + 316  p. 

Whewell  (W.),  On  intellectual  education. — Faraday  (M.),  On 
mental  education. — Latham  (R.  G.),  On  the  study  of  language. — 
Daubeny  (C.  G.  B.),  On  the  study  of  chemistry. — Tyndall  (J.), 

On  the  study  of  physics. — Paget  (J.),  On  the  study  of  physio- 
logy.— Hodgson  (W.  B.),  On  the  study  of  economic  science. 

— New  classified  catalogue  of  the  library  ; by  B.  Vincent.  London, 

1857-82.  2 vol. 

— The  Royal  Institution  : its  founder  and  its  first  professors ; by 

[IL]  B.  Jones,  honorary  secretary.  London,  1871.  10  + 432  p. 

— — List  of  members,  officers,  and  professors  ; with  report  of  the 
visitors,  etc.  London,  1875,  1877,  1900.  3 pam. 
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Royal  Medical  and  Chirurgical  Society  of  London.  Medico-chirur- 
gical  transactions.  London,  1843-58,  1860-95,  1897-1900. 
Vol.  26-41,  43-78,  80-83  ; pi.,  tab. 

— Same.  General  index  to  the  first  33  volumes ; [by  J.  Hennen]. 

London,  1851. 

— Same.  General  index  to  the  first  53  volumes ; [by  B.  R. 

Wheatley],  London,  1871. 

— Proceedings,  1858[-82].  London,  1861-82.  Vol.  3-9,  tab. 

— Same.  New  series.  London,  1882-85.  Vol.  1. 

— Address  of  president  at  annual  meeting.  London,  1884-85.  2 pam. 
- — Catalogue  of  the  library,  [by  B.  R.  Wheatley],  London,  1879. 

3 vol.  * 

Royal  Medico-botanical  Society  of  London.  See  Medico-botanical 
Society  of  London. 

Royal  Microscopical  Society  of  London.  Transactions ; new  series. 
London,  1853-68.  Vol.  1-16,  pi.  ( In  Quarterly  journal  of 
microscopical  science,  ser.  1,  vol.  1-8;  ser.  2,  vol.  1-8.) 

Royal  Naval  Hospital,  Haslar.  Pharmacopoeia  of  Hasler  Hospital, 
[with  regulations],  Ms.  * 

Note. — This  vol.  consists  of  152  p.,  of  which  106  are  written  upon. 

The  date  “ 20  Dec.  1777,”  and  the  signature  “Jam5  Lind”  appear 
on  p.  104 ; on  p.  105  is  a postscript  dated  “ 8 Aug.  1778.” 

Royal  Photographic  Society  of  Great  Britain.  See  Photographic- 
Society. 

Royal  Society  of  Arts,  Jamaica.  See  Jamaica,  Descriptive  catalogue 
of  articles  at  the  International  Exhibition,  1862. 

Royal  Society  of  Arts  and  Sciences  of  Mauritius.  Transactions. 

Mauritius,  1872.  New  ser.,  vol.  6.  H.  * 

Royal  Society  of  Edinburgh.  Proceedings,  1880  99.  [Edinburgh, 
1881]-1900.  Vol.  11-22,  pi. 

— Transactions.  Edinburgh,  1888.  Vol.  31,  100  pi.  * 

Royal  Society  of  London.  Philosophical  transactions,  1751  [-1888]. 
London,  1753-1889.  Vol.  47-179,  pi.,  tab.  * 

— Same.  General  index,  v.  [1-70] ; byP.  H.  Maty.  Lond.,  1787.  * 

— Same.  Continuation  to  the  index,  v.  71-110.  London,  1821.  * 

— Same.  Continuation  to  the  index,  v.  111-20.  London,  1833.  * 

— Same.  Index  to  the  anatomical,  medical,  chirurgical,  and 

physiological  papers,  from  [1665]  to  1817 ; [by  J.  Briggs]. 
London,  1818.  * 

Note. — See  also  Hill  (J.),  Review  of  works  of  R.  S.,  2nd  ed.,  1780. 

— Museum  Regalis  Societatis  : Catalogue  and  description  of  the 

rarities  belonging  to  the  R.  S.,  by  N.  Grew ; comparative 
anatomy  of  stomachs  and  guts,  by  the  same  author.  London, 
1681.  9 + 38S  + 2 + 44  p.  +31  pi.  % * 
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— List  [of  officers,  fellows,  etc.  London,]  1771.  1781.  2 pam.  * 

— Speech  by  J.  Banks,  president.  [London,  1780.]  8 p.  * 

— History  of  the  Royal  Society,  from  its  institution  to  [1800]  ; by 

T.  Thomson.  London,  1812.  8 + 552  + 92  p. 

— Proceedings,  1854-1900.  London,  1856-1900.  Yol.  7-67,  pi. , tab. 

— Catalogue  of  scientific  papers;  1800-63.  Loud.,  1867-72.  6 vol.* 

— Same;  1864-73.  London,  1877-79.  Vol.  7-8.  * 

— Same;  1874-83.  London,  1891-96.  Yol.  9-11.  * 

Royal  Society  of  New  South  Wales,  Sydney.  Journal  and  proceed- 
ings, 1878-99.  Sydney,  1879-99.  Vol.  12-33,  pi.,  tab. 

Royal  Society  of  Victoria,  Melbourne.  See  Victoria,  Government, 
Prize  essays,  1861. 

Royal  Veterinary  College,  London.  See  Morton  (W.  J.  T.),  Manual 
of  pharmacy,  substances  employed  at  R.  V.  C.,  2nd  ed.,  1839  ; 
3rd  ed.,  1843  ; 6th  ed.,  1860  ; 7th  ed.,  1868  ; 8th  ed.,  1880. 
Royle  (J[ohn]  Forbes).  Illustrations  of  the  botany  and  other 
branches  of  the  natural  history  of  the  Himalayan  mountains 
and  of  the  flora  of  Cashmere.  London,  183[3-40],  2 vol.,  102 

pi.,  mostly  coloured.  * 

— Report  on  the  progress  of  the  culture  of  the  China  tea  plant 

in  the  Himalayas,  1835-47.  [London,  1849.]  28  p.,  n.  t.-p. 

(Pam.  37.) 

— Arts  and  manufactures  of  India.  (In  Society  for  the  Encour- 

agement of  Arts,  Lectures  on  results  of  the  Great  Exhibition, 
1st  ser.,  1852,  p.  441-538.) 

[ Manual  of  materia  medica  and  therapeutics.  Second  edition, 

by  J.  F.  R.,  aided  by  F.  W.  Headland.  London,  1852.]  6 + 

802  p.,  t.-p.  w. 

— Same.  Third  ed.,  by  F.  W.  Headland.  Lond.,  1856.  8 + 810  p. 

— Same.  Fifth  ed.,  by  F.  W.  Headland.  Lond.,  1868.  8 + 824  p. 

— Same.  Sixth  edition,  by  J.  Harley.  London,  1876.  8 + 840  p. 

2 copies. 

Royston  (William).  See  London  medical  repository,  1814—15. 

— See  Medical  and  physical  journal,  1810-13. 

Ruata  (C.).  Farmacopea  nazionale  e generale,  materia  medica 
e terapia.  Verona,  1883.  8 + 972  p. 

Rubi.  Rogers  (W.  M.),  Handbook  of  British  rubi,  1900. 

Rudler  (F.  W.).  See  Great  Britain  and  Ireland,  Museum  of 
Practical  Geology,  Descriptive  guide,  4th  ed.,  1877. 

— See  Ure  (A.),  Dictionary  of  arts,  manufactures,  and  mines, 

7th  ed.,  1878. 

Ruffus  [or  Rufus]  Ephcsius.  See  Medicae  artis  principes,  1567, 
tom.  1. 
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Ruiz  [Lopez]  (Hippolito).  See  Lambert  (A.  B.). 

Ruprecht  (Rucl.).  Bibliotheca  chemica  et  pharmaceutica  ; alpha- 
betisches  V erzeichniss  der  auf  dem  Gebiete  der  Chemie  in  den 
Jahren  1858  bis  Ende  1870  erscbienenen  Schriften.  Gottingen, 
1872.  2 + 126  p. 

Rural  economy.  See  Agriculture. 

Ruscelli  (Girolomo).  See  Alessio,  Piemontese. 

Russel  (Richard).  Dissertation  on  the  use  of  sea-water  in  diseases 
of  the  glands  ; translated  from  the  Latin,  by  an  eminent  physi- 
cian. London,  1752.  12  + 204  p.  +2  pi. 

[ — Same.  Another — fourth  ? — edition,  with  Account  of  mineral 
waters  of  Great  Britain  ; Treatise  on  the  waters  of  Pyrmont, 
Spa,  Seltzers,  etc.  London,  1760-62?] 

Note. — This  copy  contains  only  the  preface,  consisting  of  2 p., 
the  Account,  being  p.  177-328  (or  end  of  the  main  work),  and 
the  Treatise,  which  is  styled  “ a proper  supplement  to  Dr.  Russel’s 
Dissertation,”  and  which  has  a separate  title-page  and  pagination, 

32  p.  The  vol.  is  interleaved,  and  has  many  ms.  notes,  including 
an  Essay  on  the  virtues  of  chalybeate  waters,  47  p.,  and  an  appen- 
dix, Of  an  atrophy,  38  p. 

Russell  (C.).  The  tannin  process  [in  photography],  London, 

[1861].  80  p. 

Russia.  Pharmacopoeia  castrensis  Ruthenica ; auctore  J.  Wylie. 
Editio  tertia  ; jussu  augusti  imperatoris.  Petropoli,  1818. 
18  + 302  + 316  + 36  + 22  p.  +1  tab. 

— Ger.  Russische  Militarpharmakopoe,  1840.  Leipzig,  1846. 

14  + 138  p.  ( In  Codex  der  Pharmakopoen,  3.  Section.) 

— Pharmacopoea  Rossica.  Editio  nova  auctior ; [Pharmacopcea 

Fennica].  Lipsite,  1821.  6 + 376  p.  (In  Codex  medicamen- 

tarius  Europteus,  sect.  5,  tom.  1.) 

— Rossieskaia  pharmakopeia.  Vtoroe  izdanie.  Sanktpeterburg, 

1871.  14  + 552  p. 

— Same.  Tretie  izdanie.  Sanktpeterburg,  1880.  20  + 668  p. 

— Same.  Tchetvertoe  izdanie.  Sanktpeterburg,  1891.  12  + 728  p. 

— See  also  Hager  (H.),  Pharmacopcete  recentiores,  1869. 

Russian  language.  Alexandrow  (F.),  New  practical  and  easy 

method  of  learning  the  Russian  language,  2nd  ed.,  1879. 
—-New  pocket  dictionary  of  Eng.  and  Russian  languages,  1874.  * 
Russow  ([Edmund  A.  F.]).  Uber  den  anatomischen  Bau  der 
Laubsprosse  der  Coriarieen.  [Dorpat,  1881.]  8 p.,  n.  t.-p. 

(Pam.  70.) 

— Uber  die  Entwickelung  des  Hoftiipfels,  der  Membran  der  IIolz- 

zellen  und  des  Jahresringes  bei  den  Abietineen,  in  erster  Linie 
von  Pinus  silvestris,  L.  [Dorpat,  1881.]  [50]  p.,  n.  t.-p. 

(Pam.  70.) 
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Rust,  smut,  mildew,  and  mould.  See  Cooke  (M.  C.),  1865. 

Rutley  (Frank).  The  study  of  rocks  : elementary  text-book  of  petro- 
logy. London,  1879.  12  + 320  + 4 p.  (Text-books  of  science.) 

Rutty  (John).  Methodical  synopsis  of  mineral  waters.  London, 
1757.  16  + 668  p.  +48  p.  of  tables. 

Ryan  (Michael).  See  Edwards  (H.  M.)  <f-  P.  Yavasseur,  Universal 
pharmacopceia  of  hospitals,  transl.,  3rd  ed.,  1839. 

Rymsza  (Adam).  Ein  Beitrag  ;;ur  Toxikologie  der  Pikrinsaure. 
Dorpat,  1889.  126  p.  (Pam.  49.) 

S.  (M.).  See  Royal  College  of  Physicians  of  London,  Pharma- 
copoeia reformata,  essay  for  reformation  of  Pharmacopoeia,  1744. 
Sabadilla.  Weigelin  (F.),  Untersuchungen  liber  die  Alkaloide  der 
Sabadillsamen,  1871. 
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facturing industries,  2nd  ed.,  1877,  Ship-building,  etc.,  p.  65-121.) 
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by  W.  T.  T.  Dyer.  Oxford,  1875.  12  + 860  p. 

— Same.  Edited,  with  an  appendix,  by  S.  H.  Vines ; second 

edition.  Oxford,  1882.  12  + 980  p.  2 copies. 

— Lectures  on  the  physiology  of  plants  ; translated  by  H.  M.  Ward. 

Oxford,  1887.  16  + 836  p. 

— History  of  botany,  1530-1860  ; authorised  translation  by  H.  E.  F. 

Garnsey,  revised  by  I.  B.  Balfour.  Oxford,  1890.  16  + 568  p. 

- — See  also  Goebel  (K.),  Outlines  of  classification,  etc.,  1887.  . 

Saddlery.  Aitken  (W.  C.),  Guns,  ...  Saddlery,  etc.,  2nd  ed.,  1878. 
Sadler  (John).  Report  on  temperatures  during  the  winter  of  1878-79 
at  the  Royal  Botanic  Garden.  Edinburgh,  1880.  20  p.  (Pam.  47.) 
Sadler  (S.  C.).  Analysis  of  the  Purton  sulpliated  and  bromo- 
iodated  saline  water,  with  remarks.  Purton,  1860.  16  p. 

Sadtler  (Samuel  P.).  Handbook  of  industrial  organic  chemistry. 
Philadelphia,  1891.  520  p.  +1  pi. 

— Same.  Second  edition.  Philadelphia,  1895.  16  p.  + p.  13-538. 

— See  also  Wood  (G.  B.)  & F.  Bache,  Dispensatory  of  the  United 

States,  15th  ed.,  1883,  etc. 

Sadtler  (Samuel  P.)  <&■  H.  Trimble.  Text-book  of  chemistry. 

Philadelphia,  1895.  950  p. 

Saffron.  Johanson  (E.),  Gef'alschter  Safran,  [1879]. 

Sagapenum.  Hirschsohn  (E.),  Vergleichende  Untersuchungen  der 
Sorten  des  Galbanum-  und  Ammoniakgummis,  [nebst  Anhang 
fiber  Sagapen,  1875]  ; — Fr.,  Etude  comparative,  etc.,  1876. 
Sagar  (Johann  Bapt.  Michael).  See  Cullen  (W.),  Nosology,  1800. 
Sainbel  (Charles  Vial  de).  See  Vial  de  Sainbel  (C.). 
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Sainsbury  (Samuel).  Human  interests,  reflections,  etc.  London, 
1877.  12  + 164  p.  2 copies. 

Saint  Bartholomew’s  Hospital,  London.  Pharmacopceia  Nosocomii 
Sancti  Bartholomsei.  Londini,  1730.  1 +23  ff.,  ms.  * 
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injections,  embalming,  etc.\  Ms.  * 

Note.— This  vol.  consists  of  148  p.,  of  which  95  are  written  upon. 

The  year  1774  is  mentioned  on  p.  69. 

— Same.  Londini,  1799.  84  p.  2 copies , interleaved , ms.  notes. 
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Georgii.  Londini,  1768.  2 + 48  p. 

— Same.  Londini,  1841.  36  p. 
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Plantes  usuelles  des  Brasiliens.  Paris,  1824.  [298]  p.  + 70  pi.  * 
Saint-Hilaire  (Jean  Henri  Jaume).  See  Jaume  St. -Hilaire. 

Saint  Pardoux.  Nicolai  (N.  de),  Histoire  et  documents  inedits  sur 
les  eaux  de  St.  Pardoux,  1874. 

Saint  Petersburg.  See  Academie  imperiale  des  sciences  de  St. 
. Petersbourg. 

— See  Imperatorskie  S.-Peterburgskie  Botanetsheskie  Sad. 

— See  International  Pharmaceutical  Congress,  1874. 

— See  Pharmaceutische  Gesellschaft  in  St.  Petersburg. 

Saint  Petersburg  ( Government  or  Territory  of).  Meinshausen  (K.), 
Synopsis  plantarum  diaphoricarum  florae  Ingricae,  1869.  * 
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Salep  (Radix).  Dragendorff  ([G.]),  Clieniische  Untersuchung  der 
Radix  Corniolse  und  Radix  Salep,  [1866], 

Salerno.  See  Joannes  de  Mediolano,  Schola  Salernitana,  1649. 
Salford.  See  Manchester  and  Salford  Provident  Dispensaries 
Association. 

Salicine.  See  Salicylic  acid. 

Salicylate  of  iron.  White  (J.  Walls),  Salicylate  of  iron,  [1879]. 
Salicylic  acid.  Hogg  (W.  D.),  De  l’usage  therapeutique  de  l’acide 
salicylique,  ses  composes,  et  accessoirement  de  la  salicine,  1877. 
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Salmon  (J.  D.).  Flora  of  Surrey  ; or,  Catalogue  of  flowering  plants 
and  ferns  found  in  the  county ; from  the  mss.  of  J.  D.  S.  and 
from  other  sources  ; compiled  for  the  Holmesdale  Natural 
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+ 2 col.  maps.  * 

Salmon  (William).  Medicina  practica,  or,  Practical  physick ; con- 
taining the  way  of  curing  diseases ; the  preparation  of  the 
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page,  containing  R.  Bachonis  Radix  mundi,  translated  out  of 
Latin,  p.  585-620  ; R.  B.  Speculum  alchimiae,  p.  621-42  ; G.  Riplei 
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— Same.  Another  copy.  %.  * 
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— See  also  Bate  (G.),  Pharmacopoeia  Bateana,  translated,  etc.,  1694  ; 

2nd  ed.,  1700  ; 3rd  ed.,  1706  ; 4th  ed.,  1713. 

— See  also  Royal  College  of  Physicians  of  London,  Pharmacopoeia 

Londinensis,  translated,  etc.,  5th  ed.,  1696;  6th  ed.,  1702  ; 8th 
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Salmonia.  See  Davy  (H.),  Collected  works,  1839-40,  vol.  9,  Sal- 
monia,  or  Days  of  fly-fishing. 

Salmonowitz  (Salomon).  Beitriige  zur  Kenntniss  der  Alcaloide  des 
Aconitum  Lycoctonum  : 2,  Myoctonin ; Dissertation.  Dorpat, 
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1863-72. 

Salter  (Thomas  Bell).  See  Bromfield  (W.  A.),  Flora  Vectensis,  1856. 
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etc.,  durch  Salzlosuugen,  [1878], 

— Peretti  (P.),  Dell’  azione  chimica  dell’  acqua  sopra  i sali,  1861. 
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San-Miguel.  See  Ponta  Delgada,  Junta  geral,  Les  eaux  thermales, . 
1873. 

Sanctorius  ([Sanctorius]).  Medicina  statica  : being  the  aphorisms  - 
of  S.  translated,  with  explanations;  Iveil[l]’s  Medicina  statica ^ 
Britannica,  [translated,]  with  remarks ; also,  Medico-physical 
essays,  [by  J.  Quincy].  Fourth  edition,  by  J.  Quincy.  London, 
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Sandefjord.  See  Ebbesen  <£•  Horbye,  Sulphureous  bath,  1862. 
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des  Sanguinarins  und  Chelidonins,  1884. 
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von  Agrostemma  Githago,  1874. 
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saparilla aus  der  pharmacognostischen  Sammlung  des  pharma- 
ceutischen  Institutes  zu  Dorpat  nebst  einem  Beitrage  zur 
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Smith  (J.  Denham).  See  Royal  College  of  Physicians  of  London) 
Translation  of  Pharmacopoeia  by  R.  Phillips,  revised,  1851. 
Smith  ( Sir  Jamas  Edward).  English  flora.  London,  1825-36. 
5 vol.  in  6.  * 

JSTote.  Vol.  1 and  2 are  of  the  second  edition  ; vol.  5,  in  two  parts, 
is  by  W.  J.  Hooker  and  M.  J.  Berkeley,  and  forms  also  vol.  2 of 
Hooker’s  British  flora. 

— Compendium  florae  Britannicse.  Editio  quarta.  Londini,  1825. 

8 + 212  p. 

— Same.  Editio  quinta.  Londini,  1828.  8 + 212  p. 

— See  also  Linne  (C.  v.),  Selection  of  the  correspondence  of  Lin- 

naeus and  other  naturalists,  1821. 

Smith  (John)1.  The  curiosities  of  common  water.  Tenth  edition. 

Edinburgh,  1740.  56  p.  (Pam.  56.) 

Smith  (John)2.  Historia  filicum.  London,  1875.  16  + 430  p. 

+ 30  pi. 

— Bible  plants.  London,  [1877],  6 + 10  + 258  p.  + 10  pi. 

— Dictionary  of  popular  names  of  [economic]  plants,  their  history, 

products,  and  uses.  London,  1882.  10  + 460  p.  * 

— Domestic  botany.  London,  1883.  12  + 548  p.  +16  pi. 

Smith  (John  Barker).  Pharmaceutical  guide  to  the  first  and  second 
examinations.  London,  1870.  12  + 194  p. 

— Same.  Second  edition.  London,  1874.  12  + 244  p. 

Smith  (J[osepli]).  Observations  on  the  use  and  abuse  of  the  Chel- 
tenham waters.  Cheltenham,  1786.  2 + 68  p.  (Pam.  29.) 

Smith  (Robert  Angus).  Air  and  rain  : the  beginnings  of  a chemical 
climatology.  London,  1872.  6 + 600  p.  +8  pi. 

— A centenary  of  science  in  Manchester.  London,  1883.  12  + 

476  p.  (Literary  and  Philosophical  Society  of  Manchester, 
Memoirs,  vol.  29,  or  3rd  series,  vol.  9.) 

— See  also  Dalton  (J.),  Memoir  of  J.  D.,  1856. 

— See  also  Graham  (T.),  Life  and  works  of  T.  G.,  1884. 
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Smith  (Walter  G[eorge]).  On  santonin,  and  its  detection  in  the 
nrine.  Dublin,  1870.  10  p.  (Pam.  35.) 

— Commentary  on  the  British  pharmacopoeia.  London,  1875.  8 + 

766  p. 

Smith  (William).  Latin-English  dictionary,  based  upon  the  works 
of  Forcellini  and  Freund.  Eighth  edition.  London,  1868.  8 + 

1214  p.  * 

Smith  [Rev.  William).  Synopsis  of  the  British  diatomacese.  London, 
1853-56.  2 vol.,  70  pi.  * 

Smith  (William  Abbotts).  See  Medical  mirror,  1865. 

Smith  (William  Manlius).  Attempt  to  answer  the  question : 
Which  part  of  the  plant  conium  maculatum  is  the  best  for 
medicinal  use  ? Albany,  [N.  Y.,]  1867.  8 p.  (Pam.  37.) 

Smith  (Worthington  George).  See  Fitch  (W.  H.)  & W.  G.  S., 
Illustrations  of  the  British  flora,  1880. 

— See  Saunders  (W.  W.),  W.  G.  S.,  & A.  W.  Bennett,  Mycological 

illustrations,  1871-72. 

Smithsonian  Institution,  Washington.  Smithsonian  miscellaneous 
collections.  Washington,  1851,  1877,  1882,  1893. 

Report  on  recent  improvements  in  the  chemical  arts  ; by  J.  C.  Booth 
and  C.  Morfit.  1851.  216  p. 

List  of  publications  of  the  Smithsonian  Institution.  1877.  8 + 64  p. 

List  of  foreign  correspondents,  corrected  to  Jan.  1882.  8 + 166  p. 

Select  bibliography  of  chemistry,  1492-1892,  by  H.  C.  Bolton. 
1893.  14  + 1212  p. 

— Annual  report  of  the  board  of  regents,  1860-61  ; 1863-95. 

Washington,  1861-96.  46  vol.  * 

— Smithsonian  contributions  to  knowledge.  Washington,  1868-[70]. 

Results  of  meteorological  observations  at  Marietta,  Ohio,  1826-59,  by 
S.  P.  Hildreth  ; [and]  by  J.  Wood,  1817-23  ; reduced  and  discussed 
by  C.  A.  Schott,  1868.  6 + 46  p. 

Indians  of  Cape  Flattery,  by  J.  G.  Swan.  1869[-70],  10+  108  p. 

Smut.  Cooke  (M.  C.),  Bust,  smut,  mildew,  and  mould,  1865. 

Smyth  (J.  H.).  New  treatise  on  the  venereal  disease,  self-pollution, 
etc.  Sixteenth  edition.  London,  1778.  8 + 54  p.  (Pam.  43.) 
Smyth  (B.  Brough).  See  Victoria,  Boyal  Commission  for  the 
Paris  Exhibition  of  1867,  Catalogue,  with  essay  on  mining 
operations  by  B.  B.  S. 

— See  Victoria,  Victorian  Exhibition,  1861,  Catalogue,  with  prefa- 

tory essays  ; — Die  Colonie  Victoria ; — Essais  divers. 

Smyth  (Warington  W.).  Metallic  mining,  and  Collieries.  (In 
Bevan,  G.  P.,  British  manufacturing  industries,  2nd  ed.,  1878, 
Metallic  mining,  etc.,  p.  1-50,  97-131.) 

Snow.  Bartholinus  (T.),  De  nivis  usu  medico  observationes ; accessit 
E.  B.  De  tigura  nivis  dissertatio,  1661.  * 
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Soap.  Bernardin  ([B.  J.]),  Classification  de  40  savons  vegetaux,  1875. 

— Church  ([A.  H.]),  Acids,  alkalies,  soap,  etc.,  2nd  ed.,  1877. 

— Churchill’s  Technological  handbooks,  Soaps  and  candles,  edited 

by  J.  Cameron,  1888. 

— Watt  (A.),  Art  of  soap-making,  1884. 

— Wright  (C.  R.  A.),  Animal  and  vegetable  fixed  oils,  ...  and  the 

manufacture  therefrom  of  ...  soaps,  etc.,  1894. 

Social  science.  Guv  (W.  A.),  On  the  claims  of  science,  1870. 
Sociedad  de  farmacia  nacional  argentina,  or  Sociedad  nacional  de 
farmacia,  formerly  Asociacion  farmaceutica  de  Buenos  Aires. 
Revista  farmaceutica.  Buenos  Aires,  1858-80.  Tomos  1-18, 
tomos  4,  7,  9,  10,  and  18  imperfect. 

— Same.  Another  copy  of  tomos  1-4.  B.  * 

— Same.  Indice  general  de  los  tomos  1-12.  Buenos  Aires,  1875. 

— Reglamento.  Buenos- Ayres,  1863.  12  p. 

— Tarifa  farmaceutica.  Buenos  Aires,  1873.  20  p.  (Pam.  33.) 

Sociedad  farmaceutica  de  Mexico.  Nueva  farmacopea  mexicana. 

Segunda  edicion.  Mexico,  1884.  32  + 400  p.  * 

— Same.  Tercera  edicion.  Mexico,  1896.  24  + 34  + 590  p.  * 

Societas  Pharmaceutica  Londinensis.  See  Society  of  Apothecaries. 
Societe  botanique  de  France,  Paris.  Bulletin.  Paris,  1854-90. 

Tomes  1-37,  pi. 

— Bombardement  du  Museum  d’histoire  naturelle  de  Paris  par 

l’armee  allemande  en  janvier,  1871  ; rapport  par  A.  [A.] 
Delondre.  [Paris,  1871.]  [8]  p.,  n.  t.-p.  (Pam.  10.) 

[Societe  chimique  de  Paris.  Bulletin  ; par  C.  A.  Wurtz,  F.  LeBlanc 
et  C.  Friedel.  Paris,  1859-63.]  4 tomes.  * 

Note. — The  title-page,  p.  1-84,  and  p.  247  to  end  of  1859-60  are 
wanting  ; the  title-page  of  1863  is  also  wanting. 

— Same.  [Nouvelle  serie ;]  par  C.  Barreswil,  J.  Bouis,  C.  Friedel, 

E.  Kopp,  F.  LeBlanc,  A.  Scheurer-Kestner  et  [C.]  A.  Wurtz. 
Paris,  1864-67.  Tomes  1-8,  pi.,  tomes  5 and  7 imperfect.  * 

■ — Same.  Troisi^me  serie.  Paris,  1892-1900.  Tomes  7-24.  * 

— Same.  Tables  des  annees,  1889-98.  Paris,  1900. 

— Repertoire  de  chimie  appliquee ; par  C.  Barreswil.  Paris, 

1860-63.  Tomes  2-5.  * 

Note. — Merged  in  the  Bulletin  in  1864  ; see  above. 

— Repertoire  de  chimie  pure;  par  [C.]  A.  Wurtz  [et  F.  LeBlanc]. 

Paris,  1860-62.  Tomes  2-4.  * 

Note. — Merged  in  the  Bulletin  in  1863.;  see  above. 

Societe  d’acclimatation,  Paris.  Sur  l’exposition  intei-nationale  de 
produits  et  engins  de  peche  a Bergen,  et  sur  la  pisciculture  en 
Norv^ge,  aout  1865  ; rapport  par  J.  L.  Soubeiran.  Paris,  1866. 
4 + 108  p.  (Pam.  20.) 
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Societe  d’acclimatation,  Paris — continued. 

— La  production  animale  et  vegetale ; etudes  faites  a.  l’exposition 

universelle  de  1867.  Paris,  1867.  4 + 42  + 384  p. 

— Rapport  sur  la  culture  de  cepages  de  Tokay,  en  France ; par 

J.  L.  Soubeiran  [au  nom  d’une  commission.  Paris,  1868].  6 p. 
(Pam.  20.) 

[ — ] De  l’introduction  et  de  l’acclimatation  des  cinchonas  dans  les 
Indes  neerlandaises  et  britanniques ; [rapport]  par  J.  L.  Sou- 
beiran et  A.  [A.]  Delondre.  Paris,  1868.  6+166  p.  (Pam.  20.) 

— Same.  Another  copy.  B.  * 

Note. — See  also  Soubeiran  (J.  L.)  A.  A.  Delondre,  1867. 

— Rapport  sur  l’exposition  des  produits  de  peche  de  La  Haye  en 

1867  ; par  J.  L.  Soubeiran.  Paris,  1869.  56  p.  (Pam.  20.) 

— Rapport  sur  les  expositions  Internationales  de  peche  de  Boulogne- 

sur-mer,  Arcachon  et  du  Havre,  1866-68;  par.  J.  L.  Soubeiran. 
Paris,  1871.  4 + 188  p.  (Pam.  10.) 

— Bulletin.  Paris,  1877-86.  Serie  3,  tomes  4-10;  serie  4,  tomes 

I-3,  pi. 

Societe  d’emulation  pour  les  sciences  pharmaceutiques.  See 

Journal  de  pbarmacie  et  de  chimie,  1845-48. 

Societe  de  medecine  de  Gand.  Rapport  sur  le  memoire : “ Histone 
des  progr&s  de  la  medecine  mentale  depuis  le  commencement 
du  19e  siecle  ; ” [par  une]  commission,  [J.]  Morel,  rapporteur. 
[Gand,  1876.]  10  p.,  n.  t.-p.  (Pam.  12.) 

— Rapport  sur  les  inconvenients  que  presentent  les  tuyaux  en  plomb 

pour  Inspiration  de  la  biere  ; [par  une]  commission,  [J.]  Morel, 
rapporteur.  [Gand,  1877.]  8 p.,  n.  t.-p.  (Pam.  12.) 

— De  la  toxicite  des  sels  de  cuivre  et  de  l’emploi  du  sulfate  dans  la 

panification  : discussion,  1877-78.  Gand,  1878.  66  p.  (Pam. 

!2.) 

Societe  de  medecins,  Geneva.  Bibliotheque  homceopathique. 
Geneve,  1833-35.  Tomes  1-4. 

Note. — Tome  1 is  of  the  second  edition. 

Societe  de  pharmacie  d’ Anvers.  Journal  de  pharmacie.  Anvers, 
1867-72;  Bruxelles,  1873-76;  Anvers,  1878-1900.  Tomes 
23-32,  34-56;  t.  25,  51,  54,  incomplete ; of  t.  32,  2 copies. 
Societe  de  pharmacie  de  Bordeaux.  Bulletin  des  travaux.  Bor- 
deaux, 1873-90.  Annees  13-30. 

Societe  de  pharmacie  de  Paris.  Rapport  sur  les  medicaments 
nouveaux ; par  une  commission,  A.  Petit,  rapporteur.  Paris, 
1877.  68  p. 

— - See  also  Journal  de  pharmacie  et  de  chimie. 

Societe  de  prevoyance  des  pharmaciens  de  la  Seine.  Assemblee 
generate  annuelle.  Paris,  1865-66.  2 pam. 
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Societe  des  pharmaciens  de  l’Eure,  Evreux.  Bulletin : compte 
rendu  des  seances,  1874[— 89].  Evreux,  1875-90.  Nos.  1-16. 

Societe  francaise  de  botanique.  Bevue  de  botanique ; bulletin 
mensuel.  Courrensan,  1883-88 ; Toulouse,  1889-95.  Tomes 
2-13,  pi.  ; tome  10  incomplete. 

Societe  francaise  d homoeopathic.  Pharmacopee  homoeopathique 
franqaise,  par  H.  Ecalle,  L.  Delpech,  A.  Peuvrier,  M.  Jousset 
et  Y.  Leon-Simon.  Paris,  1898.  8 + 400  p.  * 

Societe  medicale  d emulation  de  Paris.  Recherches  experimen tales 
sur  les  moyens  a employer  contre  les  accidens  determines  par 
les  inhalations  de  cliloroforme  j rappoi't  lu  par  L.  Lallemand, 
an  nom  d’une  commission.  Paris,  1855.  76  p.  (Pam.  39.) 

[Societe  royale  de  pharmacie  de  Bruxelles.  Bulletin.  Bruxelles, 
1857J-78.  Annees  1-22,  por.,  pi. 

Note. — The  following  are  wanting  : of  1857,  t.-p.,  p.  1-26,  p.  227  to 
end;  of  1860,  p.  33-64  ; of  1863,  p.  129-60  ; of  1869,  t.-p.,  p.  273- 
312,  p.  393  to  end  ; of  1870,  p.  1-48,  p.  97-176,  p.  313-440. 

The  following  are  in  duplicate  : 1857,  p.  121-226;  1858,  p.  21- 
204  ; 1859;  1860,  p.  65-96,  329-402  ; 1861,  p.  65-96;  1868,  p.  1-28  ; 
1874. 

— Falsifications  des  substances  alimentaires,  par  N.  Gille ; rapport 
fait  par  [G.]  Hauchamps  et  Piers.  Anvers,  1853.  4 p. 

(Pam.  18.) 

Note. — See  also  Gille  (N.  J.  G.). 

Societe  royale  des  sciences  medicales  et  naturelles  de  Bruxelles. 

Journal  de  pharmacologie.  Bruxelles,  1881-91.  Tomes  37-47, 
tomes  39-40  incomplete. 

Societe  suisse  des  pharmaciens.  See  Schweizerischer  Apotheker- 
Verein. 

Societies.  See  the  first  word,  not  an  article,  of  the  title  of  each 
society ; or  a reference  under  the  place  of  head-quarters. 

Society  for  the  Diffusion  of  Useful  Knowledge,  London.  Library 
of  useful  knowledge ; natural  philosophy.  London,  1829-38. 
4 vol. 

1.  Objects,  advantages,  and  pleasures  of  science.— Mechanics. — Hydro- 
statics.— Hydraulics. — Pneumatics. — Heat. — Optics. — Double  refrac- 
tion and  polarisation  of  light. — Glossary. — Index. 

2.  Popular  introductions  to  natural  philosophy. — Sir  I.  Newton’s  optics. 

— Description  of  optical  instruments. — Thermometer  and  pyrometer. 
— Electricity. — Galvanism. — Magnetism. — Electro-magnetism. Glos- 

sary.— Index. 

3.  Astronomy.— Mathematical  geography. — Physical  geography  and  navi- 
gation.— Glossary. — Index. 

4.  Chemistry.— Botany.— Animal  physiology.— Animal  mechanics.— 
Analytical  index. 
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Society  for  the  Encouragement  of  Arts,  Manufactures,  and  Com- 
merce, commonly  called  Society  of  Arts,  London.  Transactions, 
[1754-1835],  London,  1788-1836.  Yol.  1-50,  pi.  * 

Note. — Vol.  1-5  and  vol.  34  are  of  the  second  edition. 


— Same.  Analytical  index  to  the  first  25  vol.  London,  1808.  * 

— Same.  Analytical  index,  vol.  26-40.  ( Published  with  vol.  40.)  * 

— Same.  Analytical  index,  vol.  41-50.  A.  t.-p.  * 

— Journal  of  the  Society  of  Arts  and  of  the  institutions  in  union. 

London,  1852-1901.  Yol.  1-49,  pi.  * 

— Same.  Another  copy  of  vol.  1,  4-6,  9-19. 

— Same.  Index  to  vol.  1-10.  London,  1863.  * 

— Same.  Index  to  vol.  11-20.  London,  1873.  * 

— Same.  Index  to  vol.  21-30.  London,  1884.  * 

— Same.  Index  to  vol.  31-40.  London,  1895.  * 

— Lectures  on  the  results  of  the  Great  Exhibition  of  1851  ; [first 

and  second  series].  London,  1852-53.  2 vol.,  1 por.,  1 pi. 


1.  W.  Whewell,  General  bearing  of  the  Exhibition  on  the  progress  of  art 
and  science.— H.  T.  De  la  Beche,  Mining,  quarrying,  and  metallurgical 
processes  and  products. — E.  Owen,  Kaw  materials  from  the  animal  king- 
dom.— J.  Bell,  Chemical  and  pharmaceutical  processes  and  products. 

L.  Playfair,  Chemical  principles  involved  in  the  manufactures  of 

the  Exhibition  as  indicating  the  necessity  of  industrial  instruction. — 
J.  Lindley,  Substances  used  as  food,  illustrated  by  the  Exhibition. — 
E.  Solly,  Vegetable  substances  used  in  the  arts  and  manufactures,  in 
relation  to  commerce.— R.  Willis,  Machines  and  tools  for  working: 
in  metal,  wood,  etc. — J.  Glaisher,  Philosophical  instruments  and 
processes,  as  represented  in  the  Exhibition. — H.  Hensman,  Civil 
engineering  and  machinery. — J.  F.  Royle,  Arts  and  manufactures 
of  India.—  Capt.  WASHINGTON,  On  the  progress  of  naval  architecture, 
ships,  steam-engines  and  life-boats. 


2.  J.  Wilson,  Agricultural  products  and  implements. — J.  Macadam,  jun., 
Production  of  the  flax  plant,  and  modes  of  preparing  its  fibre  for 
manufacture. — J.  Tennant,  Gems  and  precious  stones. — T.  Bazley, 
Cotton  as  an  element  of  industry,  etc.—  S.  H.  Blackwell,  Iron- 
making  resources  of  the  United  Kingdom. — G.  Shaw,  Manufacture 
of  glass. — M.  D.  Wyatt,  Attempt  to  define  principles  which  should 
determine  form  in  decorative  arts. — O.  Jones,  Attempt  to  define 
principles  which  should  regulate  the  employment  of  colour  in  deco-  ■ 
rative  arts. — H.  Forbes,  Rise,  progress,  and  present  state  of  worsted, 
alpaca,  and  mohair  manufactures  in  England. — D.  T.  Ansted,  Noil- 
metallic  mineral  manufactures. — L.  Arnoux,  Ceramic  manufactures, 
porcelain  and  pottery. — H.  Cole,  International  results  of  the 
Exhibition. 


— [List  of]  council,  officers,  [and  members.  London,  1860-61  ; 
1877-81]. 

Society  for  the  Extension  of  Dispensaries  on  the  Self-supporting; 
Principle  throughout  the  Kingdom,  Warwick.  Statement  of  the 
objects  and  the  rules  of  the  Society.  Leamington,  1858.  32  p. 
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Society  for  the  Publication  of  Ancient  Welsh  Mss.  Physicians  of 
Myddvai : Meddygon  Myddfai,  or  the  medical  practice  of  Rhi- 
wallon  and  his  sons,  about  the  middle  of  the  13th  century,  from 
ancient  mss.  ; with  an  English  translation,  and  the  legend  of 
the  lady  of  Llyn  y Van  ; translated  by  J.  Pughe ; edited  by 
J.  Williams  Ab  Ithel.  Llandovery,  1861.  30  + 470  p. 

Society  of  Apothecaries,  London.  Officina  chymica  Londinensis ; 
sive,  Exacta  notitia  medicamentorum  spagyricorum,  qua?  apud 
aulam  Societatis  Pharmaceuticae  Londin.  prseparantur,  & vena- 
lia  prostant  ; opera  & studio  N.  Staphorst  ; [item  Catalogus 
medicamentorum.  Londini,]  1685.  10  + 176  p. 

Note. — The  Catalogus  has  a separate  title-page. 

— Index  plantarum  officinalium,  quas,  ad  materise  medicse  scien- 

tiam  promovendam,  in  horto  Chelseiano,  ali  ac  demonstrari 
curavit  Societas  Pharmaceutica  Londinensis  ; [offert  I.  Rand], 
Londini,  1730.  4 + 4+96  p. 

— Memoirs  of  the  botanick  garden  at  Chelsea,  belonging  to  the 

S.  of  A. ; [by  H.  Field],  London,  1820.  8 + 112  p.  2 copies. 

— Same.  Revised  and  continued  by  R.  H.  Semple.  London,  1878. 

4+272  p.  + por.  +4  pi. 

— Catalogus  rationalis  plantarum  medicinalium,  in  horto  Societatis 

Pharmaceuticae  Londinensis,  apud  vicum  Chelsea,  cultarum  ; 
curante  J.  L.  Wheeler.  Londini,  1830.  2+  140  p. 

— Introductory  address  at  Apothecaries’  Hall,  [at]  the  first  evening 

meeting  ; by  H.  Field.  London,  1835.  32  p.  (Pam.  40.) 

— Address  to  the  general  practitioners  of  England  and  Wales  on 

the  provisions  of  the  Bill  for  the  better  regulation  of  medical 
practice  throughout  the  United  Kingdom,  and  their  probable 
influence.  London,  1844.  56  p.  (Pam.  40.) 

— Statement  by  the  S.  of  A.  on  their  administration  of  the  Apothe- 

caries’ act,  with  reference  to  some  supposed  features  of  Sir  J. 
Graham’s  promised  measure  of  medical  reform.  London,  1844. 
44  p.  (Pam.  40.) 

— Address  to  the  general  practitioners  of  England  and  Wales  on 

the  second  report  of  the  joint  deputation  of  the  S.  of  A.  and  the 
National  Association  of  General  Practitioners.  London,  1845. 
30  p.  (Pam.  40.) 

— Three  reports  by  the  joint  deputation  of  the  S.  of  A.  and  the 

National  Association  of  General  Practitioners  appointed  to 
confer  with  the  secretary  of  state  on  the  subject  of  the  incor- 
poration of  the  general  practitioners.  London,  1846.  46  p. 

(Pam.  40.) 

— - See  also  Meade  (W.),  Manual  for  students,  2nd  ed.,  1846. 

Society  of  Arts.  See  Society  for  the  Encouragement  of  Arts. 
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Society  of  Chemical  Industry.  Proceedings  of  first  general  meeting 
at  Westminster,  June,  1881.  Manchester.  62  p.  +1  pi.  * 

— Journal.  Manchester,  1882-86  ; London,  1887-1900.  Vol.  1—19, 

pi.  * 

— Same.  Collective  index,  1892-95,  vol.  1-14.  London,  1899. 

4 + 552  p.  * 

— Bye-laws,  1886.  London,  [1888],  6 p.  * 

Society  of  Industry,  Jamaica.  See  Jamaica,  Descriptive  catalogue 
of  articles  exhibited  at  the  International  Exhibition,  1862. 
Society  of  Medical  Officers  of  Health,  London.  Transactions,  1882-84. 
London,  [1883-84].  2 vol.,  pi. 

Society  of  Physicians  in  London.  Medical  observations  and  in- 
quiries. London,  1763-76.  5 vol.,  26  pi. 

Society  of  Public  Analysts,  London.  See  Analyst,  1876-1900. 
Society  of  Telegraph  Engineers,  London.  See  Ronalds  (F.), 
Catalogue  of  books  and  papers,  1880. 

Socotra.  Balfour  (I.  B.),  Botany  of  Socotra,  1888.  * 

Soda-water.  Le  Guillon  (Dr.),  On  dyspepsia,  induced  by  the 
habitual  use  of  soda-water  and  artificial  seltzer- water,  1869. 
Sodium  (Acetate  of).  Tommasi  (D.),  Sur  un  nouveau  dissolvant  de 
l’iodure  plombique  et  de  son  application  k la  pharmacie,  1872. 
Sodium  (Hypochlorite  of).  Mehu  (C.  [J.  M.]),  De  l’emploi  de 
l’hypochlorite  de  soude  dans  le  traitement  externe  des  malades 
atteints  d’aftections  saturnines,  [1870]. 

Sodium  (Hypophosphite  of).  Patrouillard  (C.),  Sur  le  gingembre 
blanc,  ...  Essai  des  hypophosphites  de  soude  et  de  chaux,  1875. 
Sohn  (Charles  E.).  Dictionary  of  the  active  principles  of  plants  : 
alkaloids,  bitter  principles,  glucosides : their  sources,  nature, 
chemical  characteristics,  etc.  London,  1894.  8 + 194p. 

Soils.  Accum  (F.),  Practical  treatise  on  chemical  tests,  with  direc- 
tions for  analysing  ...  soils,  etc.,  2nd  ed.,  1818. 

Solander  (Daniel  Charles).  See  Linne  (C.  v.),  Selection  of  the 
correspondence  of  Linnaeus  and  other  naturalists,  1821,  Note. 
Solanin.  Renteln  (C.  v.),  Beitrage  zur  forensischen  Chemie  des 
Solanin,  1881. 

Solanum.  Gataker  (T.),  Observations  on  the  internal  use  of  the 
solanum  or  nightshade,  1757. 

Solar  physics.  Lockyer  (J.  N.),  Contributions  to  solar  physics,  1874. 
Solereder  (Hans).  Systematische  Anatomie  der  Dicotyledonen. 

Stuttgart,  1899.  12  + 984  p.  . 

Solly  (Edward).  Rural  chemistry  : an  introduction  to  the  science 
in  its  relation  to  agriculture.  London,  1843.  20+172  p. 

— Chemical  observations  on  the  cause  of  the  potato  murrain. 

[London,  1846.]  10  p.  (Pam.  37.) 
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Solly  (Edward) — continued. 

— On  the  influence  of  electricity  on  vegetation.  [London,  1846.] 

32  p.  (Pam.  37.) 

— Further  observations  on  the  influence  of  electricity  on  vegetation. 

[London,  1847.]  6 p.  (Pam.  37.) 

— Vegetable  substances  used  in  the  arts  and  manufactures,  in  rela- 

tion to  commerce.  (In  Society  for  the  Encouragement  of 
Arts,  Lectures  on  the  results  of  the  Great  Exhibition,  1st  ser., 
1852,  p.  243-89.) 

Solms-Laubach  (H.  Graf  zu).  Fossil  botany  : an  introduction  to 
palaeophytology ; authorised  translation  by  H.  E.  F.  Garnsey ; 
revised  by  I.  B.  Balfour.  Oxford,  1891.  12  + 402  p. 

Solubilities  (Chemical).  Comey  (A.  M.),  Dictionary  of  chemical 
solubilities,  inorganic,  1896.  * 

— Storer  (F.  H.),  First  outlines  of  a dictionary  of  solubilities  of 

chemical  substances,  1864.  * 

Solution.  Ostwald  (W.),  Solutions,  1891. 

— Tilden  (W.  A.),  Theory  of  solution  and  crystallisation,  [1878]. 
Somers’  Islands.  See  Bermudas. 

Somerset.  Murray  (R.  P.),  Flora  of  Somerset,  1896.  * 

Somerville  (Mary).  On  the  connexion  of  the  physical  sciences. 

Eighth  edition.  London,  1849.  16  + 524  p.  +por.  + 5 pi. 

Sonder  (Otto  Wilhelm).  See  Harvey  (W.  H.)  <£■  O.  W.  S. 
Sonnenschein  (Fr[anz]  L[eopold]).  Handbuch  der  analytischen 
Chemie  ; quantitative  Analyse.  Berlin,  1870.  8 + 248  p. 

Sontheimer  (Joseph  v.).  See  Abdallah  Ben  Ahmed  (A.  M.). 

— See  Husain  ibn  Abd  Allah,  Ibn  Sina,  or  Avicenna. 

Soranus.  See  Hippocrates,  Upon  air,  water,  and  situation,  1734. 

— See  Hippocrates  &•  Galen,  Opera,  1638-89. 

Soubeiran  (E[ugene]).  Nouveau  traite  de  pharmacie  theorique 
et  pratique.  Seconde  edition.  Paris,  1840.  2 tomes,  1 tab. 

— See  also  Journal  de  pharmacie  et  de  chimie,  1826-58. 

Soubeiran  (J.  Leon).  La  peche  du  hareng.  [Angers,  1870.]  2 + 22  p. 

(Pam.  20.) 

— Pisciculture  dans  les  Neilgherries,  Indes.  [Paris,  1870.]  10  p., 

n.  t.-p.  (Pam.  20.) 

- — Curiosites  de  Pali  mentation.  Paris,  1871.  24  p.  (Pam.  10.) 

— De  l’ostreiculture.  [Bordeaux,  1872.]  6 p.,  n.  t.-p.  (Pam.  10.) 

— Hygiene  elementaire.  Paris,  1873.  4+156  p. 

— Les  Pyrenees-orien tales  et  leur  hydrologie.  [Montpellier,  1881  ?] 

12  p.  +1  col.  map.  (Pam.  12.) 

— See  also  Baillon  (H.  E.),  Dictionnaire  de  botanique. 

See  also  Hardy  (A.),  Note  sur  la  culture  du  quinquina  en 
Algerie,  1868. 
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Soubeiran  (J.  Leon) — continued. 

— See  also  Journal  de  pharmacie  et  de  chimie,  1856-92. 

— See  also  Societe  d’acclimatation,  Sur  l’exposition  internationale 

de  produits  et  engins  de  peche  k Bergen,  etc.,  1866; — Rapport 
sur  la  culture  de  cepages  de  Tokay,  en  France,  1868 ; — Rapport 
sur  l’exposition  des  produits  de  peche  de  La  Haye,  1869  ; — Rap- 
port sur  les  expositions  internationales  de  peche  de  Boulogne- 
sur-mer,  Arcachon  et  du  Havre,  1871. 

Soubeiran  (J.  Leon)  <b  A.  [A.]  Delondre.  De  la  nacre,  et  des 
localites  qui  nous  en  approvisionnent.  [Paris,  1867.]  6 p., 

n.  t.-p.  (Pam.  20.) 

— De  la  pecherie  d’huitres  perlieres  de  Tinnevelly  et  de  la  culture 

artificielle  des  huitres  perlieres  dans  la  meme  localite.  [Paris, 
1867.]  18  p.,  n.  t.-p.  (Pam.  20.) 

— Produits  vegetaux  du  Portugal,  consideres  au  point  de  vue  de 

l’alimentation  et  de  la  mature  medicale.  Pai’is,  1867.  26  p. 

(Pam.  20.) 

— La  mature  medicale  a l’exposition  de  1867.  Paris,  1868. 

4+56  p.  (Pam.  20.) 

— De  l’acclimatation  des  cinchonas  dans  les  Indes  neerlandaises  et 

britanniques.  Paris,  1867.  24  p.  (Pam.  20.) 

— See  also  Societe  d’acclimatation,  De  l’introduction  et  de  l’accli- 

matation  des  cinchonas  dans  les  Indes,  1868. 

Soubeiran  (J.  Leon)  & D.  de  Thiersant.  La  matiere  medicale  chez 
les  Chinois ; precede  d’un  rapport  par  [A.]  Gubler.  Paris, 
1874  [pub.  1873].  4 + 10  + 320  p. 

— Same.  Another  copy.  5§.  * 

Sound.  Tyndall  (J.),  Sound,  2nd  ed.,  1869. 

South  (John  F.).  See  Saint  Thomas’s  Hospital,  Descriptive  cata- 
logue of  museum,  1847. 

South  Australia.  Commission  for  the  Paris  Exhibition  of  1867. 

Catalogue  of  contributions.  Adelaide,  1866.  32  p. 

South  Kensington  Museum.  See  Great  Britain  and  Ireland, 
Committee  of  Council  on  Education. 

South  Sea  Islands.  Forster  (J.  R.)  <&•  [J.]  G.  [A.]  Forster, 
Characteres  generum  plantarum,  quas  in  itinere  ad  insulas 
maris  australis,  collegerunt,  descripserunt,  delinearunt  annis 
1772-75;  1795. 

Southall  (W[illiam]).  Organic  materia  medica  of  the  British  phar- 
macopoeia systematically  arranged  ; together  with  brief  notices 
of  the  remedies  contained  in  the  Indian  and  United  States 
pharmacopoeias.  London,  1874.  4 + 80  p. 

— Same.  Fifth  edition,  by  J.  Barclay.  London,  1896.  4+20  + 

308  p.  2 copies. 


SOW— SPA 


533 


[Sowerby  (James).  Coloured  figures  of  English  fungi  or  mush- 
rooms. London,  1809.]  Supplement,  pi.  401-40.  * 

Note. — Wants  title-page.  The  volume  contains  also  sundry  coloured 
plates,  numbered  39,  40,  51,  58,  73,  111,  157,  176,  202,  205,  209, 
247-48,  286,  304-5,  309-10 ; these  probably  belong  to  the  main 
work.  PI.  408  is  in  duplicate. 

— English  botany ; or,  Coloured  figures  of  British  plants.  Edited 

by  J.  T.  Boswell  Syme  [and  N.  E.  Brown]  ; the  popular  portion 
by  Mrs.  Lankester ; the  figures  by  J.  Sowerby,  J.  De  C. 
Sowerby,  J.  W.  Salter,  [W.  II.  Fitch,  N.  E.  Brown,]  and 
J.  E.  Sowerby;  third  edition.  London,  1863-86.  12  vol., 

[1938]  col.  pi.  * 

— Same.  Supplement.  London,  1891-92.  Nos.  90-92.  * 

Sowerby  (James  de  Carle).  See  Loudon  (John  C.),  Encyclopaedia 

of  plants,  1836. 

— See  Sowerby  (James),  English  botany,  3rd  ed.,  1863-86. 

Sowerby  (John  Edward).  See  Johnson  (C.  P.),  Useful  plants  of 

Great  Britain,  1867. 

— ,See  Sowerby  (James),  English  botany,  3rd  ed.,  1863-86. 

Sowerby  (John  E[dward]),  C.  Johnson,  <£•  C.  P.  Johnson.  British 

poisonous  plants  ; illustrated  by  J.  E.  S.,  described  by  C.  J.  and 
C.  P.  J.  Second  edition.  London,  1861.  4 + 76  p.  +32  col.  pi.  * 
Sowerby  (John  E[dward])  <&■  C.  P.  Johnson.  British  wild  flowers. 

Lambeth,  1860.  2 + 52  + 168  p.  +81  col.  pi.  +2  pi.  * 

Sozolic  acid.  Serrant  (E.),  L’acide  sozolique,  [1886]. 

Spa.  [Russel  (R.),  Dissertation  on  sea-water,  4th  ed.,  with  Trea- 
tise on  the  wTaters  of  Pyrmont,  Spa,  Seltzers,  etc.,  1760-62  ?] 
Spain.  ( See  also  Spanish  language.) 

— Codex  medicamentarius,  sen  Pharmacopoeia  Hispanica.  Lipsise, 

1822.  28  + 244  p.  (In  Codex  medicamentarius  Europseus, 

sect.  6,  tom.  1.)  * 

— Farmacopea  espahola.  Quinta  edicion.  Madrid,  Imprenta  na- 

tional, 1865.  16  + 628  + 4 p. 

— Farmacopea  oficial  espahola.  Sexta  edicion.  Madrid,  1884. 

16  + 736  p.  * 

Note. — See  also  Farmacopea  en  Castellano,  1823. 

— See  also  Caesar  (C.  J.),  Commentarii  de  bello  Hisp.,  1578  ; 1840. 
Spanish  language.  Chirchmair  (M.),  Grammatica  spagnuola  e 

italiana,  1734. 

— Neuman  (H.),  New  dictionary  of  the  Spanish  and  English 

languages,  1823.  * 

— Neuman  (H.)  & G.  Baretti,  Dictionary  of  the  Spanish  and 

English  languagas,  new  ed.,  1867.  * 

— Sauer  (C.  M.),  Spanish  conversation- grammar,  2nd  ed.,  1875. 
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Species  (Origin  of).  See  Origin  of  species. 

Spectator,  pseud.  See  Kennedy  (J.),  Paper  versus  gold-money, 
2nd  ed.,  pt.  1,  1847. 

Spectra,  Spectroscope  and  Spectrum  analysis.  Capron  (J.  R.), 
Photographed  spectra,  136  photographs,  etc.,  1877.  * 

— Curtman  (C.  O.),  Uses  of  chemical  reagents,  with  supplement  on 

the  use  of  the  spectroscope,  1890. 

— Eder  (J.  M.),  The  chemical  effect  of  the  spectrum,  1883. 

— Lockyer  (J.  N.),  Studies  in  spectrum  analysis,  4th  ed.,  1886. 

— MacMunn  (C.  A.),  The  spectroscope  in  medicine,  1880. 

— Roscoe  (H.  E.),  Spectrum  analysis,  1869. 

— Schellen  (H.),  Spectrum  analysis,  translated,  1872. 

— Suffolk  (W.  T.),  On  spectrum  analysis  as  applied  to  micro- 

scopical observation,  1873. 

Speculum  lapidum.  See  Leonardus  (C.),  1610. 

Speer  (Stanhope  Templeman).  See  Becquerel  d • Rodier,  1857. 
Spehr  (Paul).  Pharmacognostisch-chemische  Untersuchung  der 
Ephedra  monostachia.  Dorpat,  1890.  60  p.  (Pam.  49.) 

Spengler  (Louis).  On  the  effects  of  the  thermal  waters  of  Ems. 
London,  1854.  4 + 104  p. 

Speyer  (Carl).  Beitrage  zu  dem  gerichtlich-chemischen  Nachweis 
des  Colchicin’s  in  thierischen  Fliissigkeiten  und  Geweben  ; 
Inaugural-Dissertation.  Dorpat,  1870.  48  p.  (Pam.  23.) 

Spices.  See  Aromatics  • — Food,  Drink  and  Diet. 

Spider.  Murray  (J.),  Experimental  researches  on  ...  the  ascent  of 
the  spider  into  the  atmosphere,  1826. 

Spielmann  (Jacob  Reinbold).  Pharmacopcea  generalis.  Editio 
prima  Veneta.  Yenetiis,  1 7 [85— ]86.  3 tomi,  illustrated. 

Spiers  (A.).  Dictionnaire  general  anglais-frangais.  Yingt-unieme 
edition.  Paris,  1869.  4 + 16  + 728  p.  * 

— Dictionnaire  general  frangais-anglais.  Yingt-unieme  edition. 

Paris,  1869.  8 + 624  p.  * 

Spigelius  (Adrianus).  Angeiologia  : or,  a Description  of  the  vessells 
in  the  body  of  man  ; i.e.  the  veins,  arteries,  and  nerves. 
London,  1649.  4 + 54  p.  ( With  Pare,  A.,  Workes,  1649.) 

Spikenard.  Lambert  (A.  B.),  An  illustration  of  the  genus  cinchona, 
account  of  the  spikenard  of  the  ancients,  1821.  * 

Spillan  (D.).  See  Royal  College  of  Physicians  of  London,  Phar- 
macopoeia Londinensis,  translated,  with  commentary,  1837. 
Spiller  (John).  See  Photographic  Society,  Phot,  journ.,  1869-73. 
Spine.  Hogg  (J.),  Impairment,  or  loss  of  vision  from  spinal  con- 
cussion, 1876. 

Spiraea  ulmaria.  Patrouillard  (C.),  Sur  le  gingembre  blanc,  ... 
De  l’emploi  de  l’eau  distillee  d’ulmaire,  1875. 
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Spirits.  ( See  also  Alcohol  ; — Distillation.) 

— Griffin  (J.  J.),  Chemical  testing  of  wines  and  spirits,  1866. 

— Massachusetts  College  of  Pharmacy,  Proceedings,  containing 

report  of  committee  on  the  law  for  the  sale  of  spirituous  liquors 
as  applied  to  apothecaries,  etc.,  1867. 

Spitta  (Edmund  J.).  Photo-micrography.  London,  1899.  12  + 164 

+ 10  p.  +6  pi. 

— See  also  Slater  (C.)  <£•  E.  J.  S.,  Atlas  of  bacteriology,  1898. 
Spleen.  Dobson  (W.),  Experimental  inquiry  into  the  structure  and 

function  of  the  spleen,  1830. 

— Paquelin  (C.)  & L.  Jolly,  Contribution  a l’etude  des  phenomenes 

nutritifs,  analyse  comparative  ...  de  la  rate,  1875. 

Spohn  (H.).  See  Dragendorff  (G.)  &•  H.  S.,  Die  Alkaloide  des 
Aconitum  Lycoctonum,  1884. 

Spon  (Ernest).  Workshop  receipts,  for  manufacturers,  mechanics, 
and  scientific  amateurs.  London,  1879.  4 + 450  p. 

Note. — See  also  Workshop  receipts. 

Spons’  Encylopedia  of  the  industrial  arts,  manufactures,  and  com- 
mercial products.  London,  1879-82.  5 divisions. 

Note. — Continuous  pagination.  Division  1 was  edited  by  G.  G. 
Andre;  divisions  3-5  were  edited  by  C.  G.  W.  Lock. 

Spottiswoode  (William).  Polarisation  of  light.  Fourth  edition. 

London,  1883.  10  + 152  p.  +2  col.  pi. 

Sprague  (John  T.).  Electricity  : its  theory,  sources,  and  applica- 
tions. Second  edition.  London,  1884.  12  + 654  p. 

Spratt  (G.).  See  Woodville  (W.),  Medical  botany,  3rd  ed.,  1832. 
Sprengel  (C.).  See  Portugal,  Codex  medicamentar.,  1822,  Note. 
Sprengel  (Curtius  [or  Kurt]).  See  Dioscorides,  De  materia  medica, 
1829-30. 

Sprengel  (Kurt).  See  Candolle  (Aug.  P.  de)  <&  K.  S.,  Elements  of 
the  philosophy  of  plants,  principles  of  scientific  botany,  trans- 
lated, 1821. 

Squibb  (Charles  F.).  See  Ephemeris  of  materia  medica. 

Squibb  (Edward  H.).  See  Ephemeris  of  materia  medica. 

Squibb  (Edward  R[obinson]).  Report  on  the  U.  S.  pharmacopoeia  ; 
Note  on  rhubarb,  for  1869  ; Note  on  collodion,  by  F.  C.  Muss- 
giller;  Liquor  opii  compositus.  Philadelphia,  1870.  96  p. 

(Pam.  33.) 

— Notes  on  a new  form  of  percolator,  the  triplex  pill,  rhubarb, 

aconite  root,  citrate  of  bismuth  and  ammonia,  and  aloes.  Phila- 
delphia, 1873.  30  p.  (Pam.  33.) 

— [On]  a universal  pharmacopoeia.  Philadelphia,  1877.  6 p. 

(Pam.  7.) 
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Squibb  (Edward  R[obinson]) — continued. 

— Fluid  extracts  by  repercolation.  Philadelphia,  1878,  2 + 44  p. 

2 copies.  (Pam.  13.) 

— Same.  [Another  edition,  augmented.]  Philadelphia,  1879.  2 + 

48  p.  (Pam.  13.) 

— Notes  on  the  estimation  of  urea,  and  on  the  revision  of  the  U.  S. 

pharmacopoeia  in  1880.  Syracuse,  1879.  2 + 4 p.  4 copies. 

(Pam.  13.) 

— Proposed  legislation  on  the  adulteration  of  food  and  medicine 

[in  the  U.  S.],  with  notes  ; [also]  the  British  act  of  1875,  with 
notices  of  some  rulings  in  the  British  court.  New  York,  1879. 
58  p.  2 copies. 

— On  the  relations  of  the  medical  profession  to  the  trade  interests 

of  the  materia  medica,  and  Note  on  pepsin  ; followed  by  a 
reprint  of  a paper  entitled  Ready  method  of  testing  pepsin,  [by 
J.  Merritt],  New  York,  [1880].  2 + 18  p.  (Pam.  13.) 

— See  also  Ephemeris  of  materia  medica,  etc. 

Squier  (E.  G.).  Collection  of  documents  concerning  the  discovery 
. and  conquest  of  America.  New  York,  1860.  No.  1.  ©.  * 

Palacio  (D.  G.  de),  Carta  dirijida  al  rey  de  Espana,  ano  1576. 
Squire  ([Alexander  John]  Balmanno).  On  the  treatment  of  chronic 
eczema  by  a glycerole  of  the  subacetate  of  lead.  Second 
edition.  London,  1878.  44  p.  (Pam.  47.) 

— See  also  British  Hospital  for  Diseases  of  the  Skin,  London , 

Pharmacopoeia,  by  B.  S.,  1879;  2nd  ed.,  1880;  3rd  ed.,  1884. 
Squire  (Alfred  Herbert).  See  Squire  (P.),  Pharmacopoeias  of 
London,  hospitals,  4th  ed.,  1879  ; 5th  ed.,  1885;  6th  ed.,  1891  ; 
—Companion  to  the  British  pharmacopoeia,  11th  ed.,  1877  ; 
12th  ed.,  1880;  13th  ed.,  1882;  14th  ed.,  1886 ; 15th  ed.,  1890 ; 
16th  ed.,  1894. 

Squire  (Peter).  Pharmacopoeias  of  London  hospitals.  London. 
1863.  8 + 152  p. 

— Same.  Second  edition.  London,  1869.  8 + 200  p. 

— Same.  Third  edition.  London,  1874.  12  + 276  p. 

— Same.  Fourth  edition,  [with  Dublin  hospital  pharmacopoeias]  ; 

byP.  S.,P.  W.  S.,  and  A.  H.  S.  Lond.,  1879.  16  + 31  2 p.  2 copies. 

— Same.  Fifth  edition.  London,  1885.  16  + 318  p.  2 copies. 

— Same.  Sixth  edition.  London,  1891.  16  + 332  p. 

— Same.  Seventh  edition.  London,  1900.  12  + 402  p.  2 copies. 

— Companion  to  the  British  pharmacopoeia,  comparing  the  strength 

of  the  preparations  with  those  of  other  pharmacopceias. 
London,  1864.  12  + 208  p.  2 copies. 

— Same.  Second  edition.  London,  1864.  16  + 256  p.  5 copies. 

— Same.  Third  edition.  London,  1866.  16  + 264  p. 
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Squire  (Peter) — continued. 

— Companion  to  the  British  Pharmacopoeia — continued. 

— Same.  Fifth  ed.,  [second  issue].  London,  1867.  20  + 318  p. 

— Same.  Fifth  ed.,  [third  issue],  London,  1868.  20  + 326  p. 

— Same.  Seventh  edition.  London,  1869.  36  + 386  p. 

— Same.  Eighth  edition.  London,  1871.  36  + 402  p. 

— Same.  Ninth  edition.  London,  1873.  32  + 434  p. 

— Same.  By  P.  S.,  P.  W.  S.,  and  A.  H.  S.  ; eleventh  edition.  Lon- 

don, 1877.  36  + 456  p. 

— Same.  Twelfth  edition.  London,  1880.  34  + 476  p. 

— Same.  Thirteenth  edition.  London,  1882.  38  + 488  p.  2 copies. 

— Same.  Fourteenth  edition.  London,  1886.  36+ 526  p.  3 copies. 

— Same.  Fifteenth  edition.  London,  1890.  40  + 620  p.  2 copies. 

— Same.  Sixteenth  edition.  London,  1894.  40  + 694  p.  2 copies. 

— Same.  Seventeenth  edition.  London,  1899.  32  + 852  p.  2 copies. 

Note—  The  seventh  and  following  editions  contain  analyses,  etc.,  of 

the  spas  of  Europe. 

— Same.  Supplement.  London,  1891.  24  p. 

— Same.  Supplement  [second  issue].  London,  1891.  24  p. 

— See  also  Royal  College  of  Physicians  of  London,  New  London 

phai-macopceia,  translated  and  arranged  with  Edinburgh  and 
Dublin  pharmacopoeias,  1851. 

Squire  (Peter  Wyatt).  Methods  and  formulae  used  in  the  prepara- 
tion of  animal  and  vegetable  tissues  for  microscopical  examina- 
tion, including  the  staining  of  bacteria.  London,  1892.  8 + 

94  p. 

— See  also  Squire  (P.),  Pharmacopoeias  of  London  hospitals,  4th  ed., 

1879  ; 5th  ed.,  1885;  6th  eel.,  1891  ; 7th ed.,  1900; — Companion 
to  the  British  pharmacopoeia,  11th  ed.,  1877  ; 12th  ed.,  1880  ; 
13th  ed.,  1882;  14th ed.,  1886;  15th  ed.,  1890;  16th  ed.,  1894; 
17th  ed.,  1899. 

Squire  (William  Stevens).  See  Boudault  (P.  C.),  On  pepsine,  2nd 
edition,  1858. 

Stackmann  (Arthur).  Stuclien  liber  die  Zusammensetzung  des 
Holzes ; Inaugural-Dissertation.  Dorpat,  1878.  62  p.  (Pam. 
25.) 

Stadel  (Wilhelm).  Lehrbuch  der  reinen  und  angewandten  Chemie, 
der  Physik  und  Mineralogie.  Leipzig,  187[0-]3.  6 + 928  p. 

{In  Henkel,  J.  B.,  Die  Elemente  der  Pharmacie.) 

Stadeler  (G.).  Leitfaden  fur  die  qualitative  chemische  Analyse 
anorganischer  Kcirper.  Secliste  Auflage,  von  [A.  W.]  H.  Kolbe. 
Zurich,  1873.  38  p.  +1  col.  pi.  (Pam.  9.) 

Staedel.  See  Stadel. 

Staedeler.  See  Stadeler. 
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Stahre  (L.).  See  Dragendorff  (G.),  Beitriige  zur  Chemie  der 
Piionien,  1879,  Note. 

Stainton  (Henry  Tibbats).  Insecta  Britannica ; lepidoptera,  tineina. 
London,  1854.  8 + 336  p.  +10  pi.  (Insecta  Britannica,  by 

F.  Walker,  etc.,  vol.  3.) 

Stallo  (J.  B.).  The  concepts  and  theories  of  modern  physics. 
[Third]  edition.  London,  1885.  44  + 314  p.  (International 

scientific  series,  42.) 

Stallybrass  (James  Stevens).  See  Hehn  (V.),  The  wanderings  of 
plants  and  animals,  1885. 

Stammer  (Karl).  Chemisches  Laboratorium  ; Anleitnng  zum  Selbst- 
unterrichte  in  der  Chemie.  Giessen,  1856-57.  3 Theile,  4 tab. 
Stanford  (Edward  C[barles]  C[ortis]).  On  the  economic  applications 
of  seaweed.  [London,]  1862.  16  p.,  n.  t.-p.  (Pam.  7.) 

— A chemist’s  view  of  the  sewage  question.  London,  1869.  24  p. 

(Pam.  36.) 

Staphorst  (Nicolaus).  See  Society  of  Apothecaries,  Officina 
chymica  Londinensis,  etc.,  1685. 

Starch.  Bernardtn  ([R.  J.]),  Classification  de  250  fecules,  1876. 

— Fluckiger  (F.  A.),  Uber  Starke  und  Cellulose,  [1871]. 

— Griffiths  (W.),  The  principle  starches  used  as  food,  1892. 

— Thibierge  (A.)  & Remilly,  De  l’amidon  du  marron  d’lnde  ou 

des  fecules  amylacees  des  vegetaux  non  alimentaires,  2me  ed., 
1857. 

Starcraft.  Cockayne  ([T.]  O.),  Leechdoms,  etc.,  1864-66. 

Starkey  (George).  See  D.  (H.  V.),  Tomb  of  Semiramis  hermeti- 
cally sealed,  1674. 

— See  Thomson  (G.),  Plano-pnigmos,  with  Epistolar  discourse,  1665. 
Steam.  Regnault  ([H.]  Y.),  On  the  latent  heat  of  steam,  1848. 
Steam-engine.  Holmes  (G.  C.  V.),  The  steam  engine,  1887. 

— Lardner  (D.),  The  steam  engine,  7th  ed.,  1840. 

— Washington  ( Capt .),  On  naval  architecture,  steam  engines,  1852. 
Steel.  Williams  (W.  M.),  Iron  and  steel,  2nd  ed.,  1876. 

Steggall  (John).  Text  book  of  materia  medica  and  therapeutics. 

London,  1837.  8 + 334  p. 

— First  lines  for  chemists  and  druggists  preparing  for  examination 

before  the  board  of  the  Pharm.  Soc.  London,  1844.  8+172  p. 

— Same.  Second  edition.  London,  1857.  8+178  p. 

— Same.  Third  edition.  London,  1869.  8+154  p. 

Steiner  (I.).  See  Landolt  (H.),  Handbook  of  the  polariscope, 
1882. 

Steinheil  (L.  ?).  See  Weddell  (H.  A.),  Histoire  des  quinq.,  1849. 
Steinheil  (L.).  See  Le  Maout  (E.)  & J.  Decaisne,  Traite  general 
de  botanique,  1868 ; — Eng.,  General  system  of  botany,  1876. 
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Stem.  Koroll  (J.),  Quantitativ-chemische  Untersuchungen  iiber 
die  Zusammensetzung  der  Kork-,  Bast-,  Sclerenchym-  und 
Markgewebe,  1880. 

Stenhouse  (John).  On  the  economical  applications  of  charcoal  to 
sanitary  purposes.  London,  1855.  28  p.  (Pam.  41.) 

Stephanitz  (Alex.  Ludov.).  De  rbabarbaro  dissertatio  geographico- 
historica.  Berolini,  1838.  2 + 26  p.  ?X|.  * 

Stephens  ( Mrs .).  See  Hartley  (D.),  View  of  the  evidence  for  and 
against  Mrs.  S.’s  medicines  as  a solvent  for  the  stone,  1739. 
Stephenson  (John).  Medical  zoology  and  mineralogy.  London, 
1838.  6 + 350  p.  +46  col.  pi.  * 

Stephenson  (John)  <£.'  J.  M.  Churchill.  Medical  botany  : illustrations 
and  descriptions  of  medicinal  plants.  London,  1831.  4 vol., 

185  col.  pi.  * 

Note. — Wants  t.-p.  of  v.  3,  & pi.  22,  28,  37,  45-46,  65,  104,  159-60,  174-75. 
steudel  (Ernest[us  Theophilus  or  Ernst  Gottlieb]).  Nomenclator 
botanicus,  [seu  Synonymia  plantarum  universalis].  Stuttgard- 
tise,  1821.  18  + 904  p.  +1  tab. 

— Same.  Editio  secunda.  Stuttgartise,  1840-41.  2 pts.  in  1 vol.  * 

— Same.  Another  copy.  T3.  * 

Stevens  (William  C.).  See  Sayre  (L.  E.),  1900. 

Stevenson  ( Rev . John).  Hymenomycetes  Britannici  ; British  fungi, 
with  illustrations.  Edinburgh,  1886.  2 vol. 

Stevenson  (Thomas).  Treatise  on  alcohol,  with  tables  of  spirit- 
gravities.  Second  edition.  London,  1888.  24  + 74  p.  * 

— See  also  Naquet  (J.  A.),  Principles  of  chemistry,  1868. 

— See  Taylor  (A.  S.),  Manual  of  medical  jurisprudence,  12th  ed., 

1891. 

Stewart  (Balfoui-).  Elementary  treatise  on  heat.  Oxfor-d,  1866. 
20  + 392  p. 

— Lessons  in  elementary  physics.  Second  edition.  London,  1871. 

10+372  p.  + 1 col.  pi. 

— Same.  [New  edition.]  London,  1886.  12  + 388  p.  + 1 col.  pi. 

— The  conservation  of  energy.  Seventh  edition.  London,  1887. 

16+180  p.  (International  scientific  series,  6.) 
stewart  (Balfour)  <£•  W.  W.  H.  Gee.  Lessons  in  elementai’y 
practical  physics.  London,  1885-87.  Vol.  1-2. 

Stewart  (J.  L.).  Punjab  plants  : botanical  and  vernacular  names 
and  uses.  Lahore,  1869.  6 + 16  + 270  + 106  p.  'fjg.  * 

Stewart  (R.  Wallace).  Elementary  text- book  of  heat  and  light. 

London,  [1890],  8 + 160+160  p. 

Stibbs  ( Capt . Bartholomew).  See  Moore  (F.),  Travels  in  Africa. 

Stille  (Alfred).  Therapeutics  and  materia  medica.  Third  edition. 
Philadelphia,  1868.  2 vol.  3j|.  * 
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Stille  (Alfred)  <£•  J.  M.  Maisch.  National  dispensatory  ; containing 
the  natural  history,  chemistry,  pharmacy,  actions  and  uses  of 
medicines,  including  those  recognized  in  the  pharmacopoeias  of  the 
United  States  and  Great  Britain.  London,  1879.  8 + 1628  p. 

— Same.  Second  edition.  London,  1879.  12  + 1680  p. 

— Same.  Third  edition.  London,  1884.  16  + 1756  p.  2 copies. 

— Same.  Fourth  edition.  London,  1886.  16+1782  p. 

— Same.  Fifth  edition.  London,  1894.  8 + 1904  p. 

Stillingfleet  (Benj.).  Miscellaneous  tracts  relating  to  natural  history, 

husbandry,  and  physick ; [translated  from  the  Latin ;]  to  which 
is  added,  the  Calendar  of  Flora.  Second  edition,  with  notes  on 
English  grasses,  etc.  London,  1762.  32  + 392  p.  +11  pi. 

Note. — The  authors  of  the  tracts  are  Linnaeus,  Biberg,  Barck,  Gedner, 
Beyerstein,  Berger,  Theophrastus,  and  Hasselgren. 

Stimuli.  Wood  (J.),  Thoughts  on  the  effects  of  stimuli  on  the 
human  body,  1793. 

Stocken  (James).  Elements  of  dental  materia  medica  and  thera- 
peutics, with  pharmacopoeia.  London,  1877.  8 + 148  p. 

— Same.  Second  edition.  London,  1878.  14  + 320  p. 

— Same.  Third  edition,  by  J.  S.,  assisted  by  T.  Gaddes.  London, 

1882.  16  + 400  p.  2 copies. 

Stocker  (Richard).  See  Royal  College  of  Physicians  of  London, 
Pharmacopoeia  officinalis  Britannica,  1810  ; 2nd  ed.,  1816. 
Stockhardt  ( J ulius  Adolph).  Experimental  chemistry,  founded  on  the 
work  of  S.  ; by  C.  W.  Heaton.  London,  1872.  24  + 422  p. 

Stockholm.  See  Regium  Collegium  Medicum. 

— See  Regium  Collegium  Sanitatis. 

Stockman  (Ralph).  New  official  remedies  containing  all  the  drugs 
and  preparations  in  the  Addendum  to  the  British  pharma- 
copoeia, with  notes.  London,  1891.  68  p. 

— See  also  Jackson  (R.  E.  Scoresby-),  Note-book,  1895. 

Stoeckhardt.  See  Stockhardt. 

Stoeder  (W.).  Geschiedenis  der  pharmaciein  Nederland,  in  opdracht 
van  de  Nederlandsche  Maatschappij  ter  bevordering  der  Phar- 
macie.  Amsterdam,  1891.  16  + 448  p. 

Stoerck.  See  Storck. 

Stohmann  (F.).  See  Payen  (A.),  Industrial  chemistry,  1878. 

Stokes  (George  Gabriel).  Burnett  lectures  : On  light.  London,  • 
1887.  14  + 342  p. 

Stokes  (Jonathan).  A botanical  materia  medica.  London,  1812. 
4 vol.  3§.  * 

Stomach  (Human).  Bird  (J.),  Medicinal  and  economic  properties  of 
charcoal,  with  remarks  on  its  use  in  chronic  affections,  1855. 
Stomach  pump.  Read  (J.),  Vindication  of  patent  syringe,  [1826]. 
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Stones.  ( See  also  Calculi  ; — Gems,  etc.  ; — Philosopher's  stone.) 

— Hull  ([E.]),  [Quarries  and]  Building  stones,  2nd  ed.,  1878. 
Leonardus  (C.),  Speculum  lapidum,  cui  accessit  Sympathia  sep- 

tem  metallorum  ac  septem  selectorum  lapidum  ad  planetas 
D.  P.  Arlensis  de  Scudalupis,  1610.  * 

— Ortus  sanitatis,  de  ...  lapidibus,  etc.,  1517.  * 

Storax.  Hanbury  (D.),  under  Krinos  (S.  D.).  * 

— Krinos  (S.  D.),  Peri  styrakos  diatribe  pharmakographike,  1862.  * 

— Planchon  (G.),  Notes  sur  les  styrax,  1876. 

Stoick  ([Anton  von  o?’]  Antonius).  Libellus,  quo  demonstratur : 
cicutam  non  solum  usu  interno  tutissime  exhiberi,  set  et  esse 
sirnul  remedium  valde  utile  in  multis  morbis.  Vindobonte,  1760. 
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Vindobonse,  1762.  2 + 2 + 56  p.  (Pam.  61.) 

— Libellus,  quo  demonstratur  : colchici  autumnalis  radicem  ; [item 

Appendix  de  cicuta],  Yindobonas,  1763.  48  p.  +1  pi. 

(Pam.  61.) 

Storer  (Frank  H.).  First  outlines  of  a dictionary  of  solubilities  of 
chemical  substances.  Cambridge,  [TJ.  S.,]  1864.  12  + 716  + 8 p.  * 

— Agriculture  in  some  of  its  relations  with  chemistry.  London,  1887. 

2 vol. 

— See  also  Eliot  (C.  W.)  <£•  F.  H,  S.,  Manual  of  inorganic  chemistry, 

2nd  ed.,  1868. 

Story  (W  illiam).  Essay  on  the  agriculture  of  Victoria.  (In  Vic- 
toria, Government,  Prize  essays,  1861,  p.  51-208,  with  pi.) 
Stoves.  Clark  (B.),  Description  of  a stove  for  warming,  [1844], 

— Swedenborg  (E.  [Swedberg,  Baron  v.]),  Some  specimens  of  a 

work  on  chemistry,  treatises  [on  stoves,  etc.],  1847. 

Stowell  (Chas.  H.).  Students’ manual  of  histology.  Detroit,  [U.  S.,] 
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Strasburger  (E.).  Handbook  of  practical  botany;  edited  from  the 
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Strasburger  (E.),  F.  Noll,  H.  Schenk,  & A.  F.  W.  Schimper.  Text- 
book of  botany  ; translated  from  the  German  by  H.  C.  Porter. 
London,  1898.  10  + 632  p. 

Strassburg.  See  Collegium  Medicum  Argentoratense. 
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Stratten  (Samuel).  See  Hahnemann  (S.  C.  F.),  Homoeopathic  medical 
doctrine,  with  notes  by  S.  S.,  1833. 

Straus.  See  Journal  de  pharmacie  et  de  chimie,  1885-88. 

Strauss  (David  Friedrich).  See  Beale  (L.  S.),  Protoplasm,  1874. 
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Strickland  (H.  E.).  See  Bonaparte  (C.  J.  L.  L.),  Observations  on. 

the  state  of  zoology  in  Europe,  translated,  1845. 

Strohl  (G.  E.).  See  Reichardt  (E.),  Guide  pour  l’analyse,  1876. 
Strophanthus  hispidus.  Fontaine  (G.),  Des  poisons  de  fleches  et 
d’epreuve  en  general  et  de  l’inee  en  particulier,  1887. 

— Fraser  (T.  R.),  Strophanthus  hispidus,  1890-91. 

Strother  (Edward).  See  Harman  (P.),  Materia  medica,  1727. 

— See  Radcliffe  (J.),  Practical  dispensatory,  4th  ed.,  1721. 
Structures.  Anderson  (J.),  Strength  of  ...  struct.,  3rd  ed.,  1876. 
Strutt  (Charles  Edward).  See  Swedenborg  (E.  Swedberg,  Baron  v.), 

Some  specimens  of  a work  on  chemistry,  etc.,  translated,  1847. 
Strychnia,  or  Strychnine.  Czerniewski  (E.),  Der  forensisch- 
chemische  Nachweis  der  Quebracho-  und  Pereiroalcaloide  in 
thierischen  Fliissigkeiten  und  Geweben,  mit  Berucksichtigung. 
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Note. — See  also  Intellectual  observer,  18G6-G8. 
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Student  (The  London).  See  London  student,  1868. 
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Suffolk  (W.  T.).  On  microscopical  manipulation.  London,  1870. 
16  + 232  p.  +8  pi. 

— On  spectrum  analysis  as  applied  to  microscopical  observation. 

London,  1873.  2 + 40  p.  +1  col.  pi.  +6  pi. 

Suffolk.  Linne  (C.  v.),  Elements  of  botany,  [with]  appendix,  some 
plants  found  in  Norfolk  and  Suffolk,  by  H.  Rose,  1775. 

Sugar.  Chevallier  ([J.  B.]  A.),  Sur  la  falsification  du  sucre  de 
canne  par  la  glucose,  moyens  de  reconnaitre,  [1843]. 

— Dalton  (J.),  On  ...  a new  and  easy  method  of  analysing  sugar, 

1840-42. 

— Dragendorff  ([G.]),  liber  Mannit  als  Nebenproduct  der  Milch- 

sauredarstellung  aus  Rohrzucker,  [1879]. 

— Dureau  (B.),  The  sugar  question  as  it  affects  the  consumer,  1864. 

— Gill  (C.  H.),  Sugar  refining,  2nd  ed.,  1878. 

— Pacht  (T.),  Untersuchungen  fiber  das  Verhalten  der  Fette  zu 

Zuckersolutionen,  1888. 

Suis  (A.).  See  Braemer  (L.)  <Sa  A.  S.,  Atlas,  1900. 

Sulphates.  See  Calcium  (Sulphate  of)  ; — Copper  Iron  (Sulphate 

of)  ; — Mercury  (Sulphate  of). 

Sulphur.  Ebbesen  & ITorbye,  Sulphureous  bath  at  Sandefjord  in 
Norway,  1862. 

— Langrish  (B.),  Physical  experiments  upon  brutes,  [also,]  Experi- 

ments and  observations  on  the  fumes  of  sulphur,  1746. 

Sulphuric  acid.  Gautrand  (T.),  Etherification  de  l’acide  sulfurique 
dans  l’eau  de  Rabel,  1887. 

— Lunge  (G.),  Theoretical  and  practical  treatise  on  the  manufac- 

ture of  sulphuric  acid  and  alkali,  1879-80. 
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Sulphurous  acid.  Dewar  (J.),  On  the  application  of  sulphurous 
acid  to  the  prevention,  limitation,  and  cure  of  disease,  7th  ed., 
1868. 

— Pairman  (R.),  The  great  sulphur  [i.e.,  sulphurous  acid]  cure,  7th 

ed.,  1867. 

Sun.  Lockyer  (J.  N.),  Contributions  to  solar  physics,  1874. 

— Lockyer  (J.  N.),  Chemistry  of  the  sun,  1887. 

Sunderland.  See  Atlas  Chemical  Company. 

Surgery.  ( See  also  Hospitals; — Medicine; — Veterinary  Art,  etc. 
The  various  medical  periodicals  treating  also  of  surgery  may 
be  found  under  Medicine.) 

— Bloxam  (Dr.),  Collection  of  receipts  in  ...  surgery,  2nd  ed.,  1754. 

— Cooper  (S.),  Dictionary  of  practical  surgery,  6th  ed.,  1830. 

— Druitt  (R.),  Surgeon’s  vade  mecum,  9th  ed.,  1865. 

— Faber  (P.  J.),  Chyrurgia  spagyrica,  1632. 

— Faculty  of  Physicians  and  Surgeons  of  Glasgow,  Alphabetical 

catalogue  of  library,  with  index,  1885. 

Memorials,  1599-1850,  by  A.  Duncan,  1896. 

— Forsyth  (J.  S.),New  London  medical  and  surgical  dictionary,  1826. 

— [Guy  de  Chauliac,]  Guydos  questions,  1579.  * 

— Jahresbericht  der  chirurgischen  Klinik  des  v.  Dumreicher,  1871. 
Nysten  (P.  H.),  Dictionnaire  de  medecine,  etc.,  8me  ed.,  1840. 

— Pare  (A.),  Les  oeuvres,  6me  ed.,  1607. 

Dutch,  [158-  -16—  ?]. 

Eng.,  Workes  of  Ambrose  Parey,  1649. 

— Paulus  ^Egineta,  The  seven  books,  with  commentary,  1 844-4 7. 

— Pharmacopceia  chirurgica,  2nd  ed.,  1794  ; 3rd  ed.,  1795  ; 4tli  ed., 

1799  ; 5th  ed.,  1802. 

— Planis  Campi  (D.  de),  La  petite  chirurgie  chimique  medicale, 

1621. * 

. — Royal  College  of  Surgeons  in  Ireland  (see). 

— Royal  College  of  Surgeons  of  Edinburgh  (see). 

— Royal  College  of  Surgeons  of  England  (see). 

— Royal  Medical  and  Chirurgical  Society  of  London,  Medico- 

chirurgical  transactions,  1843-1900. 

Proceedings,  1858-85. 

Catalogue  of  the  library,  1879.  * 

— Sharpe  (S.),  Treatise  on  operations  of  surgery,  new  ed.,  1788. 

— Theory  and  practice  of  chirurgical  pharmacy,  1761. 

— United  States,  Surgeon-General’s  Office,  Medical  and  surgical 

history  of  the  War  of  the  Rebellion,  1861-65,  1870-88. 
Index-catalogue  of  the  library,  1880-1900.  * 

— Wilson  (J.),  Pharmacopceia  chirurgica,  3rd  ed.,  1814. 

Surrey.  Salmon  (J.  D.),  Flora  of  Surrey,  by  J.  A.  Brewer,  1863.  * 
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Susruta.  Ayurvedas ; id  est  medicinae  systema  a D’hanvantare 
demonstratum  a Susruta  compositum  ; ex  Sanskrita  vertit,  in- 
troductionem,  annotation.es  et  rerum  indicem  adjecit  F.  Hessler. 
Erlangae,  1844-50.  3 tomi.  B.  * 

— Commentarii  et  annotationes  in  Susrutae  Ayurvedam,  a F. 

Hessler.  Erlangae,  1852-55.  2 fasciculi.  B.  * 

Sutton  (Francis).  Systematic  handbook  of  volumetric  analysis  ; 
or,  the  quantitative  estimation  of  chemical  substances  by 
measure.  London,  1863.  18  + 282  p. 

— Same.  Second  edition.  London,  1871.  20  + 378  p. 

— Same.  Third  edition.  London,  1876.  12  + 432  p. 

— Same.  Fourth  edition.  London,  1882.  12  + 472  p. 

— Same.  Fifth  edition.  London,  1886.  12  + 492  p. 

— Same.  Sixth  edition.  London,  1890.  12  + 554  p. 

— Same.  Seventh  edition.  London,  1896.  12  + 588  p. 

— Same.  Eighth  edition.  London,  1900.  12  + 640  p. 

— Fr.  Manuel  systematique  d’analyse  chimique  volumetrique ; 

traduit  par  C.  [J.  M.]  Mehu.  Paris,  1883.  4 + 556  p. 

Swan  (James  G.).  Indians  of  Gape  Flattery.  Washington,  1869-70. 
10+108  p.  (Smithsonian  Institution,  Smithsonian  contribu- 
tions to  knowledge.) 

Swan  (John).  See  Sydenham  (T.),  Entire  works,  2nd  ed.,  1749. 
Swedberg  (Emanuel).  See  Swedenborg  (E.  Swedberg,  Baron  v.). 
Sweden.  Pharmacopcea  Suecica.  Holmke,  1787.  128  p. 

— Codex  medicamentarius,  sive  Pharmacopcea  Suecica.  Lipsite, 

1821.  8 + 248  p.  (In  Codex  medicamentarius  Europseus,  sect. 

3,  tom.  1.) 

— Pharmacopoea  Suecica.  Holmite,  ex  typograpliia  regia,  1826. 

8+222  p. 

— Same.  Editio  septima.  Stockholmise,  1869.  10  + 276  p. 

— Same.  Another  copy.  B.  * 

— Same.  Editio  septima.  Stockholmise,  1888.  10  + 290  p. 

Note. — The  edition  of  1787  was  issued  by  the  Regium  Collegium 
Medicum  , that  of  1869,  by  the  Regium  Collegium  Sanitatis. 

— Ger.  Schwedische  Pharmakopoe,  1845.  Leipzig,  1846.  16  + 

112  p.  (In  Codex  der  Pharmakopoen,  3.  Section.)  * 

— See  also  Hamberg  (N.  P.),  Svensk  pharm.  bibliographi,  1862. 

— See  also  Hasselgren  (N.),  Swedish  Pan,  1762. 

— See  also  Swedish  language. 

Swedenborg  (Emanuel  [Swedberg,  Baron  von]).  Some  specimens 
of  a work  on  the  principles  of  chemistry,  with  other  treatises 
[on  iron,  fire,  stoves,  longitudes,  docks,  dykes,  etcl\  ; translated 
from  the  Latin  [with  introduction]  by  C.  E.  Strutt.  London, 
1847.  44  + 254  + 2 p.  +21  pi. 
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Swediaur  (F.).  Practical  observations  on  venereal  complaints. 
Third  edition,  [with]  Pharmacopoeia  syphilitica.  Edinburgh, 
[1787].  8 + 312  p. 

— Materia  medica,  seu  cognitionis  medicamentorum  simpliciorum 

epicrisis  analytica.  Parisiis,  an  8,  [1800].  2 vol. 

— Pharmacopoeia  medici  practici  universalis.  Londoni,  1803.  34  + 

502  p. 

Swedish  language.  Engelskt  och  svenskt  handlexikon,  1874.  * 

— Jungberg  (0.  G.),  Svenskt  och  engelskt  handlexikon,  1874.  * 

— Lenstrom  (C.  [J.]),  New  method  of  learning  the  Swedish 

language,  3rd  ed.,  1878. 

Sweet  (Robert).  Hortus  suburbanus  Londinensis ; catalogue  of 
plants  cultivated.  London,  1818.  12  + 242  p. 

Swieten  ( Baron  Geerard  van).  See  Boerhaave  (H.),  Commentaries 
upon  the  Aphorisms  of  B.,  translated,  1744-65. 

Swiezawski  (Ernest  Sulimczyk)  <Sc  K.  Wenda.  Materjaly  do  dziejow 
farmacyi  w dawnej  Polsce  od  czasow  najdawniejszych  do  chwili 
biezacej  zebrali  ze  zrodel  niedrukowanych.  Warszawa,  1882-7. 
3 pam. 

Switzerland.  Botany.  Woods  (J.),  Tourist’s  flora,  1850. 
Switzerland.  Pharmacopoeia.  Pharmacopoea  Helvetica.  Editio 
tertia  ; edition  frangaise.  Zurich,  1893.  10  + 400  p.  * 

See  also  Schweizerischer  Apotheker-Yerein,  Pharmacopoea 

Helvetica,  1865  ; ed.  alt.,  1872  ; suppl.,  1876. 

Switzerland.  Pharmacy.  Schweiz[erisoher]  Apotueker-Verein, 
Die  Verhaltnisse  der  Pharmacie  in  der  Schweiz,  1881. 

Sydenham  (Thomas).  Entire  works ; made  English  fi'om  the 
originals,  [with]  notes.  Second  edition,  by  J.  Swan.  London, 
1749.  2 + 12  + 26  + 710  p. 

— Opera  omnia;  edidit  G.  A.  Greenhill.  Londini,  1844.  32  + 

668  p.  (Sydenham  Society.)  2 copies. 

Sydenham  Society.  (&ee  also  New  Sydenham  Society.) 

— See  Hippocrates,  Genuine  works,  1849. 

— See  Paulus  ^Egineta,  The  seven  books,  1844-47. 

— See  Sydenham  (T.),  Opera  omnia,  1844. 

Sydney.  See  Royal  Society  of  New  South  Wales. 

Sydney.  International  Exhibition,  1879.  Imperial  College  of 
Agriculture,  Japan,  Catalogue  of  products  exhibited,  1879. 
Sylvius  (Jacobus).  See  Yuhanna  ibn  Masawaih  or  Mesue. 

Sylvius  (Zacharias).  See  Joannes  de  Mediolano,  Schola  Salernitana, 
1649. 

Syme  (David).  On  the  modification  of  organisms.  Melbourne, 
[1892?].  8 + 164  p. 

Syme  (John  T.  Boswell).  See  Boswell  (J.  T.  I.  B.). 
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Symonds  (Thomas  Edward).  See  London  and  West  of  Ireland 
Fishing  it  Fish  Manure  Co.,  Observations  on  the  fisheries, 
6th  ed.,  1856. 

Symons  (George  James).  See  Jackson  (B.  I).),  Vegetable  tech- 
nology, 1882. 

Synesius.  True  book  concerning  the  philosopher’s  stone.  ( In 

Valentinus,  Triumphant  chariot  of  antimony,  1678,  p.  161-76.) 

Synochus.  Wall  (M.),  Clinical  observations  on  the  use  of  opium 
in  low  fevers,  and  in  the  synochus,  1786. 

Synopsis  of  the  chemical  decompositions  that  take  place  in  the  pre- 
parations of  the  London  pharmacopoeia.  Lond.,  1822.  4 + 26  p. 

Note.— Bound  with  Pereira’s  Selection  of  prescriptions,  1824. 

Syphilis.  See  Venereal  disease. 

Syringe.  Read  (J.),  Vindication  of  patent  syringe,  [1826], 

Syrups.  Husain  ibn  Abd  Allah,  Avicennee  liber  canonis,  . . . tractatus 
de  syrupo  acetoso,  1555.  * 

— Lepage  (P.  H.),  Des  proprietes  qui  peuvent  servir  a distinguer 

les  sirops  medicamenteux,  1859. 

— Patrouillard  (C.),  Sur  le  sirop  d’ecorces  d’oranges  ameres,  1876. 

T.  (R.).  See  Boerhaave  (H.),  Praxis  medica,  1716. 

T.  (W.).  See  Thrasher  (W.),  Marrow  of  physick,  1669. 

Tachenius  (Otto).  Hippocrates  chymicus,  discovering  the  ancient 
foundation  of  the  viperine  salt,  with  Clavis  [to  Plippocratical 
physick]  annexed;  translated  by  J.  W.  London,  1677.  22  + 

132  + 14+134  p. 

— Same.  [Another  ed.  London,  1690.]  22  + 132  + 14  + 134  p. 

Note— In  both  editions,  the  Clavis  has  separate  t.-p.,  pagination, 
and  index.  The  edition  of  1690  wants  general  t.-p.,  and  preface  of 
translator.  See  also  Zwelfer  (J.),  Discursus  apologeticus,  1672. 

Tafel.  See  Boericke  & Tafel,  American  homceop.  pharm.,  1885. 

Tait  (P[eter]  G[uthrie]).  Lectures  on  some  recent  advances  in 
physical  science,  with  a special  lecture  on  force.  Second 
edition.  London,  1876.  20  + 364  p. 

— Sketch  of  thermodynamics.  Second  edition.  Edinburgh,  1877. 

20+162  p. 

— Heat.  London,  1884.  12  + 368  p. 

— Light.  Edinburgh,  1884.  8+276  p. 

— Properties  of  matter.  Edinburgh,  1885.  8 + 320  p. 

— See  also  Thomson  (W.)  de  P.  G.  T.,  Elements  of  nat.  phil.,  1873. 

Taleef  Shereef.  See  Playfair  (G.),  1833. 

Tambon  (J.).  Des  illicium  en  general,  de  la  badiane  et  de  son 
huile  essentielle  en]  particular.  Montpellier,  1886.  80  p.  + 

4 pi.  (Pam.  8.) 


548 


TAM— TAT 


Tambow.  Johanson  (E.),  Untersuchung  des  Wassers  eines 
Mineral wasserquelles  bei  Tambow,  [1879]. 

Tanacetum  vulgare.  Leppig  (0.),  Ohemische  Untersuchung  des 
Tanacetum  vulgare,  1882. 

Tanger  (Gustav).  See  Flugel  (F.),  I.  Schmidt  & G.  T. 

Tannic  acid;  Tannin.  Bernardin  (R.  J.),  Classification  de  350 
matieres  tannantes,  1880. 

Fridolin  (A.),  Yergleichende  Untersuchung  der  Gerbstoffe  der 

Nymphsea  alba  und  odorata,  Nuphar  luteum  und  advena, 
Ciesalpinia  coriaria,  Terminalia  Chebula,  und  Punica  Granatum, 
[1884], 

Girgensohn  (L.),  Beitrage  zur  Albuminometrie  und  zur  Kennt- 

niss  der  Tanninverbindungen  der  Albuminate,  1872. 

Gunther  (N.),  Beurtheilung  der  analytischen  Methoden,  welche 

zur  Bestimmung  des  in  Catechu,  Ratanhia,  Kino  und  einigen 
anderen  gebrauchlichen  Droguen  vorhandenen  Gerbstoff’s  zur 
Verfiigung  stehen,  1870. 

Beitrage  zur  Kenntniss  der  im  Sumach,  in  den  Myrobalanen 

und  in  der  Dividivi  vorkommenden  Gerbsauren,  1871. 

Nass  (P.),  Ueber  den  Gerbstoffe  der  Castanea  vesca,  1884. 

— Russell  (C.),  The  tannin  process  [in  photography],  1861. 

— Trimble  (H.),  The  tannins,  vegetable  astringents,  1892-94. 

Ville  (J.),  Recherches  pour  servir  a l’histoire  chimique  de  la 

racine  de  gentiane,  presence  d’un  tannin,  1877. 

Wilbuszewitcz  (V.),  Untersuchungen  der  Gerbsauren  der 

Cortex  adstringens  Brasiliensis  und  Siliqua  Bablah,  1886. 

Tanning  Collins  (J.),  Hides  and  leather,  2nd  ed.,  1877. 

Tapeworm  (Long).  France,  Account  of  the  tenia,  translation,  1777 . 

Tar  (Coal).  See  Coal. 

Tar-water.  Berkeley  (G.),  Siris,  ...  reflexions  and  inquiries  con- 
cerning the  virtues  of  tar  water,  2nd  ed.,  1744. 

Letter  to  T[homas]  P[rior],  ...  remarks  on  tar- water,  1744. 

Elatine,  solution  aqueuse  de  goudron  de  sapin  concentre,  [1864], 

Hales  (S.),  Account  of  experiments  and  observations,  1745. 

Taraszkewicz  (Eduard).  Einige  Methoden  zur  Werthbestimmung 
der  Milch  ; Dissertation.  Dorpat,  1873.  42  p.  (Pam.  23.) 

Tardieu  (Ambroise).  See  Blytii  (A.  W.),  Dictionary  of  hygiene. 

Tariff.  See  Prices  of  medicines,  etc. 

Tartrate  of  iron.  See  Iron  (Tartrate  of). 

Tasmania.  New  South  Wales,  Technological  Museum,  The 
useful  native  plants  of  Australia,  etc.,  by  J.  H.  Maiden,  1889. 

Tassaert  (B.  M.).  See  Klaproth  (M.  II.),  Memoires  de  chimie. 

Tatarinov  (Alexander).  Catalogus  medicamentorum  sinensium. 
Petropoli,  1856.  4 + 66  p.,  interleaved.  If.  * 
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Tauvry  (D[aniel]).  Traite  des  medicamens,  avec  les  formules. 

Nouvelle  edition.  Paris,  1699.  2 tomes. 

Taylor  (Alfred  B.).  See  Philadelphia  College  of  Pharmacy, 
American  journal  of  pharmacy,  General  index,  by  A.  B.  T. 
Taylor  (Alfred  Swaine).  Manual  of  medical  jurisprudence.  Lon- 
don, 1844.  14  + 680  p. 

— Same.  Seventh  edition.  London,  1861.  8 + 948  p. 

' — Same.  Twelfth  edition,  by  T.  Stevenson.  London,  1891.  8 + 

840  p.  * 

— On  poisons  in  relation  to  medical  jurisprudence  and  medicine. 

London,  1848.  16  + 856  p. 

— Same.  Second  edition.  London,  1859.  8 + 864  p. 

— Same.  Third  edition.  London,  1875.  20  + 834  p. 

— Principles  and  practice  of  medical  jurisprudence.  Second  edition. 

London,  1873.  2 vol. 

— See  also  Arnott  (N.),  Elements  of  physics,  7th  ed.,  1876. 

— See  also  Brande  (W.  T.)  <£•  A.  S.  T.,  Chemistry,  1863. 

— See  also  Pereira  (J.),  Elements  of  materia  medica  and  therapeu- 

tics, 3rd  ed.,  1849-53;  4th  ed.,  1854-57. 

[Taylor  (Edward).]  Use  and  value  of  the  ammoniacal  liquor  and 
refuse  lime  of  gas  works  for  agricultural  purposes,  British 
guano.  Second  thousand.  London,  1853.  24  p.  (Pam.  36.) 

Taylor  (James).  See  Landauer  (J.),  Blowpipe  analysis,  1879. 
Taylor  (J[ohn]  E[llor]).  The  sagacity  and  morality  of  plants ; 
with  100  illustrations.  London,  1884.  12  + 312  p. 

— See  also  Hardwicke’s  science-gossip,  1872-93. 

Taylor  (Richard).  See  Annals  and  magazine  of  natural  history. 

— See  Philosophical  magazine,  1827-58. 

Tea.  ( See  also  Thein.) 

— India,  Revenue  and  Agricultural  Department,  The  pests  and 

blights  of  the  tea  plant,  by  G.  Watt,  1898. 

— Johanson  (E.),  Theefalschung,  [1881], 

— Lettsom  (J.  C.),  Natural  history  of  the  tea-tree,  with  observations 

on  medical  qualities  of  tea,  and  effects  of  tea-drinking,  1772. 

— Royle  (J.  F.),  Report  on  culture  in  the  Himalayas,  [1849], 

— Wanklyn  (J.  A.),  Tea,  coffee,  and  cocoa  analysis,  1874. 

— Weyrich  (R.),  Ein  Beitrag  zur  Chemie  des  Thees,  etc .,  1872. 
Technical  school  and  college  building.  Robins  (E.  C.),  1887. 
Technological  dictionary.  Eger  (G.),  Technologisches  Worterbuch 

in  englischer  und  deutscher  Sprache,  1882-84.  * 

— Tolhausen  (A.),  Technological  dictionary  in  the  English,  German, 

and  French  languages,  2nd  ed.,  1878.  * 

Technologisches  Worterbuch,  2.  Aufl.,  1882.  * 

Dictionnaire  technologique,  Sme  6d.,  1883.  * 
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Technologist  (The) : a monthly  record  of  science  applied  to  art  and 
manufacture;  ed.  by  P.  L.  Siminonds.  Lond.,  18G0-66.  Y.  1-6. 
Technology  (Chemical).  See  Chemistry. 

Technology  (Vegetable).  See  Botany. 

Teeth,  Dental  science,  etc.  ( See  also  Anaesthesia.) 

— British  Dental  Association,  Memorandum  and  articles  of 

association,  and  bye-laws,  1880.  * 

[Journal,  and]  Monthly  review  of  dental  surgery,  1880-98.  * 

Dental  proceedings  of  the  General  Medical  Council,  1882; 

Address  by  J.  Tomes,  retiring  president ; Report  on  dental 
questions  of  the  Royal  Commission  on  Medical  Acts,  1882. 

— British  journal  of  dental  science,  1859-98.  * 

— Coles  (0.),  Manual  of  dental  mechanics,  2nd  ed.,  1876. 

List  of  works  on  dentistry,  1883. 

— Dental  record,  1882. 

- — Dental  review,  1861-67. 

— General  Council  of  Medical  Education,  Dentists  register,  1879, 

1881-92,  1899. 

— Harding  (T.  H.),  Toothache  and  other  affections  of  the  teeth 
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— Preece  (W.  H.)  <5  J.  Siyewright,  Telegraphy,  2nd  ed.,  1876. 
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Griffin  (W.  N.),  Elements  of  algebra  and  trigonometry,  1871. 
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Thallin.  Blumenbach  (E.),  Beitrag  zum  forensisch-chemisclien 
Nachweis  des  Thallin  und  Antipyrin  im  Thierkorper,  1885. 
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Theory  and  practice  of  chirurgical  pharmacy ; comprehending  a 
dispensatory  for  surgeons,  etc.  London,  1761.  24  + 488  p. 
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THE— THO 


553 
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London,  1879.  16  + 480  p.  +col.  map.  (Text-books  of  science.) 
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1897.  16  + 336  p. 
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Thomson  (Allen).  See  Quain  (J.),  Elements  of  anatomy,  8th  ed., 
1878. 
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lomson  (Sir  Wyville  T.  C.).  See  Natural  history  review, 
iiorey  (Ernst).  Uber  die  zweckmassigste  Darstellungsweise  und 
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— Essays  in  historical  chemistry.  London,  1894.  12  + 382  p. 

Thorpe  (T[homas]  E[dward])  <£■  M.  M.  P.  Muir.  Qualitative  chemic 

analysis  and  laboratory  practice.  London,  1874.  16  + 238- 

2 p.  + 1 col.  pi.  (Text-books  of  science.)  2 copies. 

T[hrasher]  (W[ill].).  Marrow  of  chymical  phvsick,  or,  Practice  i 
making  chymical  medicines.  London,  1669.  4+188  p. 

Threlkeld  (Caleb).  Synopsis  stirpium  Hibernicarum  ; with  append;; 
of  observations  upon  plants,  by  [T.]  Molyneux.  Dublin,  172.' 
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— White  (T.),  Dissertatio  de  cynanclie  tracheali,  1786. 


THU— TIJ 


557 


Thucydides.  Account  of  the  Plague  of  Athens.  {In  Hippocrates, 
Upon  air,  water,  and  situation,  etc .,  1734,  p.  95-100.) 
fhudichum  (J[ohn]  L[ouis]  W[illiam]).  Manual  of  chemical 
physiology,  including  its  points  of  contact  with  pathology. 
London,  1872.  8 + 196  p. 

— Annals  of  chemical  medicine,  including  the  application  of  che- 
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guide  to  its  analysis.  Second  edition.  London,  1877.  12  + 

570  p.  * 

rhudichum  ([John]  L[ouis]  W[illiam])  <k  A.  Dupre.  Treatise  on 
the  origin,  nature,  and  varieties  of  wine  : a manual  of  viti- 
culture and  oenology.  London,  1872.  24  + 760  p.  + 1 col.  map. 

rhunberg  (Carolus  Petrus).  Flora  Japonica.  Lipsiae,  1784.  52  + 

420  p.  +39  pi.  1|.  * 

— leones  plantarum  Japonicarum.  Upsaliae,  1794-1805.  [24]  p. 

+ 47  pi.  ®.  * 

Thurneisser  zum  Thurn  (Leonhard).  Historia  sive  descriptio 
plantarum  omnium.  Berlini,  1578.  12  + 176  p. 

rhwaites  (G[eorge]  H[enry]  K[endrick])  & J.  D.  Hooker.  Enu- 
meratio  plantarum  Zeylanise  : an  enumeration  of  Ceylon  plants. 
London,  18[58-]64.  8 + 484  p.  * 

ridy  (Charles  Meymott).  Handbook  of  modern  chemistry,  inor- 
ganic and  organic.  London,  1878.  16  + 782  p. 

— Same.  Second  edition.  London,  1887.  16  + 894  p. 

rieghem  (Ph[ilippe  Edouard  Leon]  van).  Traite  de  botanique. 
Paris,  1 88[1— ]4.  32  + 1656  p. 

— See  also  Annales  des  sciences  naturelles,  1882-1900. 

riersot  fils  (H.).  Observations  sur  l’emploi  de  l’oxide  de  fer  contre 
l’empoisonnement  par  l’acide  arsenieux.  Paris,  1840.  32  p. 

(Pam.  18.) 

riesenhausen  (Hildebert  Baron).  Beitrag  zum  Nachweise  des 
Chloralhydrats  im  Thierkorper;  Inaugural  - Dissertation. 
Dorpat,  1885.  32  p.  (Pam.  28.) 

Tijdschrift  ter  bevordering  van  nijverheid.  See  Nederlandsche 
Maatschappij  ter  bevordering  van  Nijverheid,  1877-86. 
Tijdschrift  voor  wetenschappelijkepharmacie;  geredigeerd  door  P.  J. 
Haaxman.  Voorburg,  1849-53.  Jaarg.  1-5,  pi.,  tab. 

— Same.  Tweede  serie.  ’S  Gravenhage,  1854-57  ; Gorincliem, 

1858.  Jaarg.  1-5,  pi. 

— Same.  Derde  serie.  Gorinchem,  1859-64.  Jaarg.  1-6,  pi.,  tab. 

— Same.  [Vierde]  serie.  Gorinchem,  1865-67.  Jaarg.  1-3. 
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Tijdschrift  — continued. 

— Nieuw  tijdschrift  voor  de  pharmacie  in  Nederland  ; tevens  orgaai 

van  de  Nederlandsche  Maatschappij  ter  bevordering  der  Phai 
macie ; onder  redactie  van  P.  J.  Haaxman  [tweede  reeks 
’S  Gravenhage,  1873-88.  Jaarg.  6-21. 

Note. — In  1857,  the  proceedings  [Berigten,  Berichten]  of  the  Neder- 
landsche Maatschappij  ter  bevordering  der  Pharmacie  were  first 
announced  on  the  title-page.  The  following  are  wanting  to  com- 
plete : Tijdschrift,  1866,  t.-p.  and  index;  1867,  no.  1,  p.  1-32; 
Nieuw  tijdschrift,  1868-72  ; Berigten,  nieuwe  volgreeks,  nos.  1-23  ; 
1866,  no.  28;  1867,  nos.  1-2  ; 1868-72  ; 1873,  no.  27. 

Tilden  (H.  A.).  See  Journal  of  materia  medica,  1859-62,  1 867—76 
Tilden  (William  A[ugustus]).  Introduction  to  the  study  of  chemii 
cal  philosophy.  London,  1876.  16  + 280  + 8 p.  (Text-book; 
of  science.)  2 copies. 

— Same.  Second  edition.  London,  1880.  16  + 298  + 4 p. 

— Same.  Fifth  edition.  London,  1886.  16  + 298  p. 

— Same.  New  edition.  London,  1895.  16  + 352  + 26  p. 

— Theory  of  solution  and  crystallisation.  Bristol,  [1878].  [18]  p> 

(Pam.  47.) 

— Manual  of  chemistry.  London,  1897.  16  + 600  p.  +2  pi. 

— A short  history  of  the  progress  of  scientific  chemistry  in  our  owi ; 

times.  London,  1899.  10  + 276  p.  +1  pi. 

— See  also  Watts  (H.),  Manual  of  chemistry,  1886-89. 

Tilingius  (Matthias).  Rhabarbarologia  seu  curiosa  rhabarbari  dis- 

quisitio.  Francofurti,  1679.  22  + 782  p.  +2  pi.  1§.  * 

Tillman  (S[amuel]  D.).  New  chemical  nomenclature.  [Albany} 
1866.]  24  p.,  n.  t.-p.  (Pam.  33.) 

Tilloch  (Alexander).  See  Philosophical  magazine,  1814-17. 
Timber.  See  Forestry  and  Forests  ; — Trees  ; — Wood. 

Timehri.  See  Royal  Agricultural  and  Commercial  Society  o 1 
British  Guiana,  1885-96. 

Times  (The)  atlas.  New  edition.  London,  1900.  4+120  p.  + 132  pi 
of  maps.  * 

Tin  plate  working.  Graham  (W.),  Brass  founding,  etc.,  2nd  ed.,  1876 
Tinctures.  Gay  (H.  F.  F.),  Etude  micrograpliique  et  spectra 
scopique  des  teintures  et  des  alcoolatures,  et  en  particular  de 
teintures  d’opium,  1883. 

Tineina.  Stainton  (H.  T.),  Insecta  Britannica,  lepidoptera,  1864. 
Tingle  (J.  Bishop).  See  Hjelt  (E.),  Principles  of  chemistry,  1890. 
Tinnevelly.  Soubeiran  (J.  L.)  & A.  [A.]  Delondre,  De  la  pecherL 
d’huitres  perli^res  et  de  la  culture  artificielle,  [1867]. 

Tirard  (Nestor  Isidore  Charles).  See  Garrod  (A.  B.),  Essential 
of  materia  medica,  11th  ed.,  1885. 

— See  Thomson  (A.  T.),  Conspectus,  new  ed.,  1887. 
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Tison  (Edouard).  Histoire  de  la  f6ve  de  Calabar,  Paris,  1873. 
4 + 96  p.  B.  * 

— See  also  Baillon  (H.  E.),  Dictionnaire  de  botanique. 

Tobacco.  Dunning  (J.),  Tobacco,  2nd  ed.,  1877. 

— Jennings  (J.),  Practical  treatise  on  tobacco,  1830. 

Tobien  (Alexander).  Beitriige  zur  Kenntniss  der  Veratrum-Alka- 
loide ; Dissertation.  Dorpat,  1877.  40  p.  (Pam.  25.) 

Todd  (Rev.  John).  Student’s  manual  : designed  to  aid  in  forming 
and  strengthening  the  intellectual  and  moral  character  and 
habits.  New  edition.  London,  [187-  ?].  20  + 284  p. 

Todhunter  (I[saacJ).  Natural  philosophy  for  beginners,  with 
examples.  London,  1877.  Pts.  1-2. 

Togno  (Joseph).  See  Edwards  (H.  M.)  & P.  Vavasseur,  Manual 
of  materia  medica  and  pharmacy,  translated,  1829. 

Toilet  of  Flora  ; or,  Collection  of  methods  of  preparing  baths, 
essences,  etc.  New  edition.  London,  1784.  20  + 252  p. 

— Same.  Another  copy.  B.  * 

Tokay  (Cepages  de).  Societe  d’acclimatation,  Paris,  Rapport  sur 
la  culture  de  cepages  en  France,  par  J.  L.  Soubeiran,  [1868]. 
Tokio,  Japan.  See  Imperial  College  of  Agriculture. 

Tolhausen  (Alexander).  Technological  dictionary  in  the  English, 
German  and  Drench  languages  ; revised  by  Louis  Tolhausen. 
Second  edition.  Leipzig,  1878.  14  + 888  p.  * 

— Technologisches  Worterbuch,  durchgesehen  von  Louis  Tolhausen  ; 

deutsch-englisch-franzosisch.  Zweite  Auflage.  Leipzig,  1882. 
12  + 948  p.  * 

— Dictionnaire  technologique,  revu  par  Louis  Tolhausen  ; francais- 

allemand-anglais.  Troisieme  edition.  Leipzig,  1883.  12  + 

812+166  p.  * 

Tolhausen  (Louis).  See  Tolhausen  (A.). 

Toluidin.  Treitenfeld  (B.  A.),  Beitrage  zur  Toxikologie  des 
Ortho-  und  Para -Toluidin,  1888. 

Tomes  (Charles  Sissmore).  See  Tomes  (J.). 

Tomes  (Sir  John).  System  of  dental  surgery.  London,  1859.  8 + 

600  p. 

— Same.  By  J.  and  C.  S.  T.;  second  ed.  Lond.,  1873.  8 + 748  p. 

— Same.  Third  edition.  London,  1887.  10  + 772  p.  2 copies. 

— See  also  British  Dental  Association,  Dental  proceedings,  etc. 
Tomlinson  (Charles).  Experimental  essays : On  the  motions  of 

camphor  on  water ; On  the  motion  of  camphor  towards  the 
light;  History  of  the  modern  theory  of  dew.  London,  1863 
4+128  p. 

Tomlinson  (Bichard).  See  Benou  (J.  de),  or  J,  Benod^us,  Medi- 
cinal dispensatory,  1657. 
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Tommasi  (Donato).  Sur  [l’acetate  de  sodium]  un  nouveau  dissol- 
vant  de  l’iodure  plombique  et  de  son  application  a lapharmacie. 
Paris,  1872.  8 p.  (Pam.  10.) 

— Azione  dei  raggi  solari  sui  composto  aloidi  d’argento.  [Milano, 

1878.]  8 p.,  n.  i.-p.  (Pam.  13.) 

— Riduzione  del  cloralio.  [Milano,  1878.]  10  p.,  n.  t.-p.  (Pam.  13.) 

— Riduzione  del  cloruro  di  argento  e del  cloruro  ferrico.  [Milano, 

1878.]  10  p.,  n.  t.-p.  (Pam.  13.) 

Note. — See  also  I’OGGIALE  (A.  B.),  Beduction  du  chlorure  d’argent,  1879. 

— Nuove  prove  in  conferma  alia  teoria  termica  sullo  stato  nascente 

dell’  idrogeno.  Firenze,  1879.  4 p.  (Pam.  13.) 

— Recherches  sur  la  constitution  des  hydrates  ferriques.  [Florence, 

1879?]  8 p.  (Pam.  13.) 

— Ricerche  sulle  formole  di  costituzione  dei  composti  ferrici  ■ parte 

prima,  Idrati  ferrici.  Firenze,  1879.  32  p.  (Pam.  6.) 

— SulT  eq^dlibrio  termico  nelle  azioni  chimiche.  Firenze,  1879. 

16  p.  (Pam.  13.) 

— Sulla  non  esistenza  dell’  idrogeno  nascente  ; parte  quinta,  Ridu- 

zione del  perclorato  potassico.  Firenze,  1879.  8 p.  (Pam.  13.) 

— Sur  la  non-existence  de  l’hydrogene  naissant  ; premiere  partie, 

Reduction  du  chlorate  de  potasse.  Florence,  1879.  8 p. 

(Pam.  13.) 

— Some.  5e  partie,  Reduction  du  perchlorate  de  potasse.  [St. 

Denis?  1879.]  4p .,  n.  t.-p.  (Pam.  13.) 

— Ossicloruri  alluminici ; osservazioni  sull’  attuale  peso  atomico 

dell’  alluminio.  Firenze,  1880.  16  p.  (Pam.  13.) 

— Reponse  k une  note  de  A.  Riche  sur  la  reduction  du  chlorure 

d’argent  par  la  lumiere.  [Florence,]  1880.  6 p.  (Pam.  13.) 

— Ricerche  intorno  alia  formazione  dell’  idrato  ferrico  appartenente 

alia  serie  a,  modificazione  b.  [Torino,  1880.]  8 p.  (Pam.  13.) 

— Sopra  una  nuova  modificazione  isomera  del  triidrato  alluminico. 

Torino,  1880.  2 + 8 p.  (Pam.  13.) 

Tommasi  (Salvatore).  See  Morgagni  (II),  1876-80. 

Tonics  (Indian.)  Waring  (E.  J.),  Notes  on  some  of  the  principal 
indigenous  tonics  of  India,  [1858]. 

Tools.  See  Machinery  and  Tools. 

Tooth.  See  Teeth. 

Topographical  dictionary  of  England,  and  the  islands  of  Guernsey, 
Jersey,  and  Man.  See  Lewis  (S.),  2nd  ed.,  1833. 

Toronto.  See  Ontario  College  of  Pharmacy. 

Tortoise  (Torpidity  of).  Murray  (J.),  Experimental  researches  on 
the  glow-worm,  sea,  chameleon,  spider,  and  the  torpidity  of 
the  tortoise,  1826. 

Tourist’s  flora.  See  Woods  (J.),  1850. 
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Tournefort  ([Joseph  Pitton  de]).  Corollarium  institutionem  rei 
herbariae.  {In  Ray,  J.,  Historia  plantar  uni,  1693-1704,  tom.  3, 
appendix,  p.  97-112.)  B.  * 

— Materia  medica ; a description  of  simple  medicines,  with  appendix, 

showing  the  nature  and  use  of  mineral  waters  ■ translated  [from 
the  French  ?].  London,  1708.  20  + 416  p. 

— Same.  Second  edition.  London,  1716.  20  + 406  p.  SB.* 

— See  also  Pomet  (P.),  Compleat  history  of  druggs,  3rd  ed.,  1737 ; 

4th  ed.,  1748. 

Townsend  (Frederick).  Flora  of  Hampshire,  including  the  Isle  of 
Wight.  London,  1883.  24  + 524  p.  + 1 map  +2  pi.  * 

Townsend  {Rev.  Joseph).  Physician’s  vade-mecum.  Sixth  edition. 
London,  1801.  8 + 148  p. 

Toxicology.  {See  also  Jurisprudence,  and  individual  poisons.) 

— Annuaire  de  therapeutique  et  de  toxicologie,  1845,  1850-54, 

1857-59,  1867-78. 

— Blyth  (A.  W.),  Manual  of  practical  chemistry,  the  analysis  of 

foods  and  the  detection  of  poisons,  1879. 

Poisons,  their  effects  and  detection,  [2nd  ed.,]  1884  ; 3rd  ed  , 

1895. 

— Bocker  (F.  W.),  Die  Vergiftungen  in  forensischer  und  klinischer 

Beziehung,  1857. 

— Bouchardat  (A.),  Nouveau  formulaire  magistral,  notions  sur 

l’emploi  des  contrepoisons,  etc.,  2me  ed.,  1843  ; 17me  ed.,  1872  ; 
28me  ed.,  1889. 

— Brown  (T.  E.  B.),  Description  of  the  symptoms  and  treatment  of 

poisons  used  in  the  Punjab,  1863. 

— Carles  (J.),  Des  contre-poisons,  1887. 

— Carr  (H.),  Poisons  in  domestric  fabrics,  1880. 

— Chevallier  ([J.  B.]  A.),  Traite  de  toxicologie,  1868. 

Chevallier  ([.J.  B.]  A.)  <£■  J.  Boys  de  Loury,  Essais  sur  les  moyens 

...  de  rendre  moins  frequent  le  crime  d’empoisonnement,  1835. 

— Chevallier  ([J.  B.]  A.),  [M.  J.  B.]  Orfila,  [C.  P.]  Ollivier, 

Triple  accusation  d’empoisonnement,  [1842], 

— Christison  (B.),  Treatise  on  poisons,  3rd  ed.,  1836. 

-Dorvault  ([F.  L.  M.]),  L’Officine,  contenant  ...  la  pharmacie 

legale,  la  toxicologie,  etc.,  1844;  3me  ed.,  1850;  6me  ed.,  1866  • 
8me  ed.,  1872  ; lime  ed.,  1886.  * 

— Dragendorff  (G.),  Beitrage  zur  gerichtlichen  Chemie  einzelner 

organischer  Gifte,  1872. 

Die  gerichtlich-chemische  Ermittelung  von  Giften  2 Aufl 

1876. 

Fr.,  Manuel  de  toxicologie,  traduit  par  E.  Ritter,  1873. 

— Duflos  (A.),  Die  Priifung  chemische  Gifte,  1867. 
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Toxicology — continued. 

— Ferrand  (E.),  Premiers  secours  aux  empoisonnes,  etc.,  1878. 

— Fontaine  (G.),  Des  poisons  de  filches  et  d’epreuve  en  general  et 

de  l’inee  en  particulier,  1887. 

— Foy  (F.),  Formulaire  des  medecins  praticiens,  contenant  ...  les 

secours  a donner  aux  empoisonnes,  etc.,  4me  ed.,  1843. 

— Gille  (N.  [J.  G.]),  Falsifications  des  substances  alimentaires, 

suivi[es]  d’un  tableau  indiquant  les  empoisonnements  et  les 
secours  a donner  aux  personnes  empoisonnees,  1853. 

— Gmelin  (J.  F.),  Allgemeine  Geschichte  der  Pflanzengifte,  1777. 
Allgemeine  Geschichte  der  mineralischen  Gifte,  1777. 

— , Grevin  (J.),  Deux  livres  des  venins,  1568.  * 

— Horsley  (J.),  Toxicologist’s  guide,  1866. 

— Jahresbericht  liber  die  Fortschritte  der  Pharmacognosie,  Phar- 

macie  und  Toxicologie,  1866-89.  * 

— Journal  de  chimie  medicale,  etc.,  1825-37,  1839-47,  1857-70. 

— Luff  (A.  P.),  Text-book  of  forensic  medicine  and  toxicology,  1895. 

— Mann  (J.  D.),  Forensic  medicine  and  toxicology,  2nd  ed.,  1898. 

— Mead  (R.),  Mechanical  account  of  poisons,  1702 ; 3rd  ed.,  1745. 

— Mohr  ([C.]  F.),  Chemische  Toxicologie,  1874. 

— Morgan  (J.)  & T.  Addison,  Essay  on  the  operation  of  poisonous 

agents  upon  the  living  body,  1829. 

— Morris  (J.),  Germinal  matter  and  the  contact  theory,  essay  on 

the  morbid  poisons,  2nd  ed.,  1867. 

. — Mutel  (D.  P.),  Des  poisons  consideres  sous  le  rapport  de  la 
medecine  pratique  et  de  la  medecine  legale,  1830. 

— Nicander,  see  under  Grevin  (J.). 

— Orfila  (M.  [J.  B.]),  Traite  de  toxicologie,  4me  ed.,  1843.  * 

— - — - Eng.,  Treatise  on  poisons,  tr.  by  J.  A.  Waller,  2nd  ed.,  1818. 

— Pharmacy  and  poisons  laws  of  the  United  Kingdom,  etc.,  [1892], 

— Plenck  (J.  J.  v.),  Toxicologia,  de  venenis  et  antidotis,  1785. 

— Pouch-Lafarge  (M.  F.),  Proems  de  Mme.  L.,  empoisonnement 

[de  son  mari],  1840. 

— Prescott  (A.  B.),  Poisons,  their  effects  and  antidotes,  [1881  ?]. 

— Raue  (B.),  Untersuchungen  fiber  ein  aus  Afrika  stammendes 

Fischgift,  1889. 

— Roques  (J.),  Phytographie  medicale,  histoire  des  substances 

heroiques  et  des  poisons  tires  du  regne  vegetale,  nouv.  ed., 
1835. 

— Taylor  (A.  S.),  On  poisons,  1848;  2nd  ed.,  1859  ; 3rd  ed.,  1875. 

— Thomson  (C.),  Untersuchungen  eines  aus  West-Africa  stam- 

rnenden  Fischgiftes,  1882. 

— Victoria,  Pharmacy  Board,  Pharmacy  act,  Poisons  act  and 

regulations,  [1877?]. 
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Toxicology — continued. 

— Werber  (A.),  Leerboek  voor  practische  giftleer,  18[70-]71. 

— Wormley  (T.  G.),  Micro-chemistry  of  poisons,  18G7  ; 2nd  ed., 

1885.  * 

Toxites  (Michael).  See  Lullius  (R.),  Libelli  chexnici,  1600. 

Toys.  Bartley  (G.  C.  T.),  Toys,  2nd  ed.,  1877. 

Tractors  (Fictitious).  See  ITaygarth  (J.),  Of  the  imagination,  1800. 
Trade.  See  Commerce  or  Trade  ; — Merchandise. 

Trail  (James  W.  H.).  See  White  (F.  B.  W.),  Flora,  1898. 
Tramways.  Clark  (D.  K.),  Railways,  Tramways,  2nd  ed.,  1877. 
Travel.  ( See  also  various  names  of  places.) 

— Darwin  (C.  [R.]),  A naturalist’s  voyage,  16th  thousand,  1884. 

— Davy  (H-),  Collected  works,  1839-40,  v.  9,  Consolation  in  travel. 

— Linne  (C.  v.),  formerly  Linn.eus,  Oration  concerning  travelling 

in  one’s  own  countrey,  1762. 

Treasury  of  knowledge.  See  Maunder  (S.),  14th  ed.,  1843. 

Trees.  ( See  also  Agriculture  ; — Botany  ; — Forestry  and  Forests; 
— Horticulture.) 

— Coultas  (H.),  What  may  be  learned  from  a tree,  1860. 

- — Decaisne  (J.)  &•  C.  Naudin,  Handbook  of  hardy  trees,  1877. 

— Evelyn  (J.),  Sylva,  a discourse  of  forest  trees,  1679  ; 1706. 

— Johns  (C.  A.),  Forest-trees  of  Britain,  [1869  ?]. 

— Scottish  Arboricultural  Society,  Address  by  H.  Cleghorn,  1874. 
Treffner  (Eduard).  Beitrage  zur  Chemie  der  Laubmoose ; Inaugural- 

Dissertation.  Dorpat,  1881.  64  p.  +1  tab.  (Pam.  26.) 

Trehalamanna  and  Trehalose.  Apping  (G.),  XJntersuchungen  liber 
die  Trehalamanna,  1885. 

— Boning  (C.),  XJntersuchungen  des  Inversionsproducts  der  aus 

Trehalamanna  stammenden  Trehalose,  1888. 

Treitenfeld  (B.  A.).  Beitrage  zur  Toxikologie  des  Ortho-  und 
Para-Toluidin.  Dorpat,  1888.  4+38  p.  (Pam.  28.) 

Trelease  (William).  See  Poulsen  (V.  A.),  1886. 

Treumann  (C.).  See  Dragendorfe  (G.),  Einige  Notizen  liber 
Theobromin,  1878. 

Treumann  (Carl).  Beitrage  zur  Kenntniss  der  Aloe ; Inaugural- 
Dissertation.  Dorpat,  1880.  6 + 80  p.  (Pam.  26.) 

Triana  (Jose).  See  Planchon  (J.  E.)  & J.  T.,  1862. 

Trier  (S.  M.).  See  Archiv  for  Pharmaci  og  techn.  Chemi,  1859-93. 
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Urine  and  Urinary  Organs — continued. 
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on  the  Government  Botanical  and  Horticultural  Gardens,  Oota- 
camund,  [Utakamand,]  for  1858[-59]. 

Uwins  (David).  See  London  medical  repository,  1818-21. 

Vaccination.  White  (W.),  The  story  of  a great  delusion,  1885. 
Vacher  (Arthur).  See  Fresenius  (0.  R.),  Instruction  in  qualitative- 
chemical  analysis,  7th  ed.,  1869,  etc.  ; — System  of  instruction!! 
in  quantitative  chemical  analysis,  4th  ed.,  1865,  etc. 
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Vahl  (Martin).  See  Lambert  (A.  B.),  Description  of  cinchona,  1797. 
Valat  (Henri).  Des  anesthesiques ; synthase.  Montpellier,  1887. 
64  p.  (Pam.  15.) 

Valdieri.  Garelli  (G.),  Valdieri  e le  sue  acque,  1855. 

Valentian  pharmacopoeia.  Collegium  Yalentinorum  Piiarmacopo- 
larum,  Oflicina  medicamentorum,  1601.  * 

Valentin  (Wm.  Geo.).  Laboratory  textbook  of  practical  chemistry  ; 
introduction  to  qualitative  analysis.  London,  1871.  12  + 380  p. 

— Introduction  to  inorganic  chemistry.  London,  1872.  8+184  p. 

— Same.  Third  edition.  London,  1876.  8 + 184  p. 

— Course  of  qualitative  chemical  analysis.  Third  edition.  London, 

1874.  8 + 260  p. 

— Same.  Revised  and  corrected  by  W.  R.  Hodgkinson  and  H.  M. 

Chapman;  sixth  edition.  London,  1884.  12  + 316  p. 

— Twenty  lessons  in  inorganic  chemistry.  London,  1879.  192  p. 

[Valentinus  (Basilius),  o?-]  Basil  Valentine.  Triumphant  chariot 

of  antimony,  with  annotations  of  T.  Kirkringius ; with  the 
True  book  of  Synesius  concerning  the  philosopher’s  stone  ; [trans- 
lated from  the  Latin?].  London,  1678.  16  + 176  p.  +6  pi. 

Valerianaceae.  Chatin  (J.),  Etudes  botaniques,  chimiques  et 
medicales  sur  les  valerianees,  1872.  * 

Vallet  (A.  G.).  See  Journal  de  pharmacie  et  de  chimie,  1834-40. 
Vais.  Le  Guillon  (Dr.),  On  dyspepsia,  [the  springs  of  V.,  1869]. 
Van  or  Van  der,  prefixes  to  surnames.  If  not  found  in  alphabetical 
order  of  van,  or  van  der,  see  word  immediately  following  prefix. 
Vandercolme  (Ed.).  Histoire  botanique  et  therapeutique  des  salse- 
pareilles;  these.  Paris,  1870.  2+136  p.  +4  pi.  (Pam.  10.) 

— Same.  Another  copy.  B.  * 

Vanilla.  Delteil  (A.),  La  vanille  a la  Reunion,  1878. 

Van ’t  Hoff  (J.  H.).  Dix  annees  dans  l’histoire  d’une  theorie. 
Deuxieme  edition  de  La  chimie  dans  l’espace.  Rotterdam, 
1887.  104  p.  + 1 pi. 

— Eny.  Chemistry  in  space  ; translated  and  edited  by  J.  E.  Marsh. 

Oxford,  1891.  8 + 128  p.  +1  pi. 

— Studies  in  chemical  dynamics  ; revised  and  enlarged  by  E.  Cohen  ; 

translated  by  T.  Ewan.  Amsterdam,  1896.  10  + 6 + 286  p. 

— Lectures  on  theoretical  and  physical  chemistry  ; translated  by 

R.  A.  Lehfeldt.  London,  [1898-99].  3 pts. 

Vapour  bath.  Hancock  (J.),  Notice  of  the  ...  vapour  bath,  [1831  ?]. 
Variation  of  animals  and  plants  under  domestication.  Darwin 
(C.  [R.]),  2nd  ed.,  5th  thousand,  1885. 

Varley  (Cornelius).  Improvements  in  the  vial  microscope ; [Note 
on  nitella  hyalina  ; Circulation  in  oil  of  turpentine,  spirit  of 
wine,  etc.].  London,  1834.  38  p.  +3  pi.  (Pam.  34.) 
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Varnell  (George  William).  See  Veterinarian,  1865-67. 

Varnhagen  (Th.  G.  Fr.).  See  Pharmaceutische  Monathsblatter,  1821 
Varnishes.  Churchill’s  Technological  handbooks,  Oils  and  var- 
nishes, edited  by  J.  Cameron,  1886. 

— St.  Bartholomew’s  Hospital,  Pharmacopoeia,  1773,  appendix. 
Vauquelin  (Louis  Nicolas).  See  Annales  de  chimie,  1790-1815. 

— See  Journal  de  pharmacie  et  de  chimie,  1818. 

Vavasseur  (P.).  See  Edwards  (H.  M.)  <fc  P.  V.,  Manual  of  material 
medica  and  pharmacy,  1829; — Nouveau  formulaire  pratique 
des  hopitaux,  1841  ;— Eng .,  Universal  pharmacopoeia,  1839. 
Vedrines  (E.).  Etude  sur  les  eaux  minerales  du  Cantal ; synthese. 

Montpellier,  1887.  64  p.  (Pam.  15.) 

Vee  (Amedee).  Recherches  chimiques  et  physiologiques  sur  la  fevu 
du  Calabar ; these.  Paris,  1865.  34  p.  (Pam.  39.) 

Vegetable  kingdom.  See  Agriculture;— Botany; — Teratology, etc 
Veins.  Spigelius  (A.),  Angeiologia,  or  a description  of  the  vessellds 
in  the  body  of  man,  1649. 

Veley  (V.  H.).  See  Landolt  (IP.),  Handbook  of  the  polariscope,  1882. 
Venables  (Robert).  Practical  directions  for  the  preparation  ok 
aerated  waters ; with  observations  on  their  efficacy  in  the  cure 
of  diseases.  London,  1843.  112  p. 

— See  also  Celsus  (A.  C.),  First  four  books  of  C.,  2nd  ed.,  1837. 
Venereal  disease.  Leddoes  (T.),  Collection  of  testimonies  respecting. 

the  treatment  by  nitrous  acid,  1799. 

— Colborne  (R.),  Complete  English  dispensatory,  ...  [also]  history 

...  of  the  venereal  disease,  etc.,  1756. 

— Courtenay  (C.  B.),  Historical  and  practical  treatise  on  syphilis,-. 

etc.,  28th  ed.,  [183-?]. 

— Hocken  (E.  O.),  On  the  comparative  value  of  the  preparations  off 

mercury  and  iodine  in  syphilis,  [1844  ?]. 

— Pearson  (J.),  Observations  on  the  effects  of  various  articles  off 

the  materia  medica,  in  the  cure  of  lues  venerea,  1800. 

- Smyth  (J.  H.),  New  treatise  on  the  venereal  disease, etc.,  16th  ed.,. 
1778. 

— Swediaur  (F.),  Practical  observations  on  ven.  complaints,  1787. 

— Thorn  (J.),  Observations  on  the  treatment  of  gonorrhoea  by  a 

preparation  from  the  balsam  of  copaiba,  1827. 

Venezuela.  Farmacopea  venezolana,  Codigo  farmaceutico ; obrai 
escrita  por  F.  A.  Risquez.  Caracas,  1898.  22  + 466  p.  * 

— Benites  (J.  M.),  Principios  para  la  materia  medica,  2a  ed.,  1869. 

— Pompa  (G.),  Coleccion  de  medicamentos  indigenas,  3a  ed.,  1860 

4a  ed.,  1868. 

Ventenat  (Etienne  Pierre).  See  Bulliard  (P.),  Herbier  de  la 
France,  2e  division,  Histoire  des  champignons,  1791-1812. 
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reratrum  alkaloids.  (See  also  Sabadilla.) 

— Masing  (E.),  Zur  quantitativen  Bestimmung  des  Veratrins,  [1876], 

— Masing  (P.  G.  A.),  Beitriige  filr  den  gericlitlich-chemischen  Nach- 

weis  des  Veratrins  in  thierischen  Fliissigkeiten,  etc.,  1868. 

— Pehkschen  (C.),  Untersuchung  der  Alcalo'ide  des  Veratrum  album 

unter  besonderer  Beriicksicbtigung  des  Veratroidins,  1890. 

— Tobien  (A.),  Beitriige  zur  Kenntniss  der  Veratrum- Alkaloide,  1877. 
Verbena  officinalis.  Morley  (J.),  Twenty-fifth  edition  of  an  Essay 

on  scrophulous  disorders,  coloured  plate  of  herb  vervain,  1787. 

7 erdet  (E.  ?).  See  Annales  de  chimie  et  de  physique,  3-4me  ser. 
7ergani  ([Angelo]).  Italian  and  English  grammar;  from  V.’s 
Italian  and  French  grammar.  New  edition,  by  Piranesi ; 
arranged  in  English  and  Italian,  with  additions,  by  Guicheney. 
London,  1820.  8 + 216  p. 

7ergilius  Maro  (Publius).  Opera:  works  of  Virgil,  with  notes,  by 
A.  H.  Bryce.  London,  [18-].  [932]  p. 

— Bucolica,  Georgica,  Aeneis  : works  of  Virgil,  with  commentary 

and  appendix,  by  B.  II.  Kennedy.  London,  1876.  2 + 42  + 

644  p.  + 2 maps. 

7 erne  (Claude).  Etude  sur  le  boldo  ; these.  Paris,  1874.  4 + 52  p. 
+ 1 col.  pi.  (Pam.  5.) 

7 erny  (Franciscus).  See  Zwelfer  (J.),  Discursus  apologeticus  ...  , 
cui  et  accessere  J ustissimae  vindicise  contra  F.  V.,  1672. 

7 ertebrata.  Bonaparte  (C.  [J.  L.]  L.),  Observations  on  the  state 
of  zoology  in  Europe  as  regards  the  vertebrata,  1845. 

7 erteuil  (L.  A.  A.  de).  Trinidad  : its  geography,  natural  resources, 
etc.  Second  edition.  London,  1884.  12  + 484  p.  + col.  map. 

7estiges  of  the  natural  history  of  creation.  See  Chambers  (B,.). 

7 eterinarian  (The)  ; monthly  journal  of  veterinary  science  ; edited 
by  [W.]  Youatt,  [W.]  Percivall,  [W.]  Dick,  [W.  F.]  Karkeek, 
[W.  J.  T.  Morton,  J.  B.  Simonds,  G.  W.  Varnell,  B,.  V.  Tuson, 
and  G.  T.  Brown],  London,  [1844,  1857-58,  1861-68].  Vol. 
17,  30-31,  34-41. 

7 eterinary  art.  Archives  beiges  de  medicine  militaire,  journal  des 
sciences  medicales,  pharmaceutiques  et  veterinaires,  1858-62.  * 

— Beasley  (H.),  Druggist’s  general  receipt  book,  comprising  a 

veterinary  formulary  and  materia  medica,  2nd  ed.,  1852;  9th 
ed.,  1886;  10th  ed.,  1895. 

— Blaine  (D.),  Outlines  of  the  veterinary  art,  5th  ed.,  1841. 

— Clark  (Bracy).  See  pamphlets  under  this  author’s  name. 

— Dorvault  ([F.  L.  M.]),  L’Officine,  repertoire  general  de  phar- 

macie  pratique  ...  , comprenant  la  pliarmacie  veterinaire,  etc., 
1844;  3e  ed.,  1850;  6eed.,  1866;  Seed.,  1872;  lleed.,  1886.  * 

— Edinburgh  veterinary  review,  1858-60. 
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Veterinary  art — continued. 

— Erdmann  (C.  G.  H.)  & C.  H.  Hertwig,  Thierarztliche  Receptir- 

kunde  und  Pharmakopcie,  3.  Aufl.,  1875. 

— Gresswell  (G.,  C.  <Sc  A.),  Veterinary  pharmacopoeia,  materia 

medica,  and  therapeutics,  [1886]. 

— Morton  (W.  J.  T.),  Manual  of  pharmacy  for  the  student  of‘ 

veterinary  medicine,  2nd  ed.,  [1839  ?];  3rd  ed.,  [1843  ?];  6th 
ed.,  1860  ; 7th  ed.,  1868;  8th  ed.,  1880. 

— Norway,  Veterinair-Medicinal-Taxt,  1861,  1862,  1863,  1864. 

— Nysten  (P.  H.),  Dictionnaire  de  medecine,  etc.,  8me  ed.,  1840. 

- — Pompa  (G.),  Coleccion  de  medicamentos,  4a  ed.,  con  un  suple- 
mento  sobre  las  enfermedades  del  caballo,  1868. 

— Royal  College  of  Veterinary  Surgeons,  Register,  etc.,  1875,, 

1877-78,  1880,  1882-86,  1890-92,  1896. 

— Tuson  (R.  V.),  Pharmacopoeia,  1869  ; 2nd  ed.,  1874;  3rd  ed.,. 

1880  ; 4th  ed.,  1886. 

— Veterinarian,  monthly  journal,  1844,  1857-58,  1861-68. 

— Veterinary  counter  practice,  [1891]  ; 3rd  ed.,  1900. 

— Vial  de  Sainbel  (C.),  Elements  of  the  vet.  art,  3rd  ed.,  1797. 

Veterinary  counter  practice.  London,  [1891],  8 + 280  p. 

— Same.  Third  edition.  London,  1900.  8 + 344  p. 

Vial  de  Sainbel  (Charles).  Elements  of  the  veterinary  art,  con- 
taining : Essay  on  the  proportions  of  Eclipse ; Six  lectures  on 
farriery;  [and  the  posthumous  works:  General  observations- 
on  veterinary  medicine,]  Essay  on  the  grease,  Essay  on  the 
glanders,  and  Observations  on  the  gripes.  Third  edition. 
London,  1797.  30  + 84+2  + 16  + 202  + 128  p.  +por.  +7  pi. 
Vichy.  Buignet  (H.),  Nouveau  procede  de  dosage  de  l’acide  car-- 
bonique,  suivi  de  considerations  sur  la  constitution  des  eaux , 
de  Vichy,  [1856]. 

— Daumas  (C.),  The  mineral  waters  of  Vichy,  4th  ed.,  1867. 

— [Larbaud  (N.),  De  l’identite  d’origine,  de  composition  et  de  pro- 

prietes  medicales  des  sources  minerales  du  bassin  de  V.,  1865.] 
Victoria.  Agriculture.  See  V ictoria,  Government,  Prize  essays. 
Victoria.  Botany.  See  Victoria,  Government,  Key  to  plants. 
Victoria.  Essential  oils.  See  Hoffmann  (C.),  Paper  on  the 
eucalypts  of  Australia,  1873. 

Victoria.  Gold.  See  Victoria,  Government,  Prize  essays,  1861. 
Victoria.  Government.  Prize  essays;  [published  under  the  direction 
of  the  Royal  Society  of  Victoria].  Melbourne,  1861.  8 + 388  p. . 
+ 1 pi.  +1  map. 

Acheson  (F.),  Collection  and  storage  of  water. — Story  (W.),  Agri- 
culture.— IIosales  (H.),  Origin  and  distribution  of  gold  in  quartz 
veins,  etc. — Mayes  (C.),  Economical  manufactures. 
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Victoria.  Government — continued. 

Systematic  census  of  Australian  plants,  with  chronologic, 

literary,  and  geographic  annotations;  by  F.  von  Muller.  Mel- 
bourne, 1882.  Part  1. 

Second  systematic  census  of  Australian  plants,  with  anno- 
tations ; by  F.  von  Muller.  Melbourne,  1889.  Part  1. 

Key  to  the  "system  of  Victorian  plants,  by  F.  v.  Muller. 

Melbourne,  1885-88.  Parts  1-2. 

Victoria.  Manufactures.  See  Victoria,  Government,  Prize  essays, 
1861. 

Victoria.  Parliament.  Report  of  the  Wattle  Bark  Board  of 
Inquiry  ; [by  J.  Bosisto].  Melbourne,  [1878].  66  p. 

Victoria.  Pharmacy.  See  Pharmaceutical  Society  of  Australasia. 

— - — See  Victoria,  Pharmacy  Board. 

— — See  Victorian  Chemists’  Assistants’  Association. 

Victoria.  Pharmacy  Board.  Pharmacy  act,  and  regulations  of  the 

Board  ; Poisons  act,  and  regulations  for  the  sale  and  custody  of 
poisons.  Melbourne,  [1877  ?].  [48]  p. 

Bill  to  amend  the  Pharmacy  act,  1876.  [Melbourne,  1885.]  4 p. 

Pharmaceutical  register  for  1877-84,  1899.  Melbourne, 

1878-85,  1900.  Of  register  for  1878,  2 copies. 

Report.  Melbourne,  1880,  1883-85,  1889,  1892-96,  1899- 

1900. 

Victoria.  Registrar-General.  Statistical  register  of  Victoria,  from 
the  foundation  of  the  colony  ; with  an  astronomical  calendar 
for  1855,  edited  by  W.  H.  Archer.  Melbourne,  1854.  4 + 

448  p. 

Statistical  notes  on  the  progress  of  Victoria,  1835-60,  by 

W.  H.  Archer.  Melbourne,  [1861  ?].  Ser.  1,  pts.  1-2. 

Exposition  intercoloniale,  1866  ; progres  de  Victoria,  1835-66, 

par  W.  H.  Archer  ; traduit  de  l’anglais,  par  E.  Lissignol. 
Melbourne,  1866.  2 + 150  p. 

Victoria.  Royal  Commission  for  the  Colonial  and  Indian  Exhi- 
bition, London,  1886.  Illustrated  handbook  of  Victoria. 

Melbourne,  [1886].  4 + 108  p.  +70  pi.  +1  map. 

Report  of  the  Commission.  Melbourne,  1887.  104  p.  + 13  pi. 

Victoria.  Royal  Commission  for  the  Paris  Exhibition  of  1867. 
Catalogue  of  products  at  the  Exhibition ; with  essays  on  the 
colony,  [by  W.  Westgarth,]  and  its  mining  operations,  [by  R.  B. 
Smyth,  etc.].  London,  1867.  4 + 38  + 28  p. 

Victoria.  Statistics.  See  Victoria,  Registrar-General; — 

Victoria,  Victorian  Exhibition. 

Victoria.  Toxicology.  See  Victoria,  Pharmacy  Board,  Pharmacy 
act,  Poisons  act,  etc.,  1877. 
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Victoria.  Victorian  Exhibition,  1861.  Catalogue,  with  prefatory 
essays,  indicating  the  progress,  resources,  and  physical  character- 
istics of  the  colony,  by  W.  H.  Archer,  F.  [v.]  Muller,  R.  B. 
Smyth,  [G.]  Neumayer,  F.  McCoy,  A.  R.  C.  Selwyn,  [and]  W. 
Birkmyre.  Melbourne,  1861.  300  p. 

— ■ — Same.  Another  copy.  1A  * 

Die  Colonie  Victoria;  ihr  Fortschritt,  ihre  Hilfsquellen  und 

ihr  physikalischer  Charakter  ; mit  Zugrendelegung  amtlicher 
Quellen  dargestellt  in  Abhandlungen  von  W.  H.  Archer,  F. 
[v.]  Muller,  R.  B.  Symth,  [G.]  Neumayer,  F.  M‘Coy,  A.  R.  [C.j 
Selwyn  und  W.  Birkmyre ; iibertragen  von  B.Loewy.  Melbourne, 

1861.  226  p. 

Essais  divers,  servant  d’introduction  au  Catalogue  de  l’exposi- 

tion  des  produits  de  la  colonie  de  V.,  par  W.  H.  Archer,  F.  [v.] 
Muller,  R.  B.  Smyth,  etc.  Melbourne,  1861.  210  p. 

• Report  [of  jurors]  on  class  3 : indigenous  vegetable  substances. 

Melbourne,  1862.  62  p. 

Same.  Another  copy.  %.  * 

Victoria.  Water.  See  Victoria,  Government,  Prize  essays,  1861. 

Victoria  University,  Manchester.  Calendar.  Manchester,  [1881-82]. 
( In  Owens  College,  Calendar,  1880-82.) 

— Calendar.  Manchester,  1894. 

Victorian  Chemists’  Assistants’  Association,  Melbourne.  Sixth 
annual  report  of  the  committee,  rules  of  the  association,  and 
catalogue  of  the  library  and  museum.  Melbourne,  1879.  16  p. 

Vienna.  See  Allgemeiner  osterreichisciier  Apotheker-Verein. 

— See  Kaiserliche  Akademie  der  Wissenschaften  in  Wien. 

— See  Kaiserlich-konigliche  Gesellschaft  der  Arzte. 

— See  Wiener  Universitat. 

Vienna.  International  Pharmaceutical  Exhibition,  1883.  [Phar- 
maceutical Society  of  Great  Britain,]  Report  by  B.  H.  Paul 
and  F.  [R.  B.]  Passmore,  1883. 

Vienna.  Quinology.  See  Vogl  (A.  E.),  Die  Chinarinden,  1867. 

Vienna.  Welt-Ausstellung,  1873.  Bernardin  ([R.  J].),  Visite  a 
l’Exposition  de  Vienne,  1874. 

France,  Ministere  de  l’agriculture,  Exposition  universelle, 

notice  sur  les  objets  exposes  par  la  Direction,  1873. 

■ France,  Ministers  de  l’interieur,  Exposition  universelle, 

catalogue  special  de  l’Algerie,  1873. 

Great  Britain  and  Ireland,  India  Office,  Vienna  Universal 

Exhibition,  catalogue  of  Indian  department,  1873. 

Handels-  und  Gewerbekammer  in  Prag,  Collectiv-Aus- 

stellung  von  Beitriigen  zur  Gescliichte  der  Preise,  Katalog  von 
E.  Schebek,  1873.  * 
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V iertelj ahresschrif t fiir  praktische  Pharmacie  ; herausgegeben  von 
G.  C.  Wittstein.  Miinchen,  1854,  1856-73.  Bd.  3,  Heft  1 ; 
Bd.  5-15;  Bd.  16,  Heft  1,  4;  Bd.  17,  Heft  1-3;  Bd.  18,’ 
Heft  2-4;  Bd.  19,  Heft  1-2  ; Bd.  20,  Heft  1,  3-4  ; Bd.  21-22.  * 
- — Same.  Miinchen,  1860-67.  9.-16.  Bd.  B.  * 

— Same.  Autoren-  und  Sach -Register  zu  Band  1-10.  Miinchen, 

1861.  2-|- 122  p.  * 

— Same.  Another  copy.  JSg.  * 

Vierteljahi’esschrift  iiber  die  Fortschritte  auf  dem  Gebiete  der 
Ohemie  der  Nahrungs-  und  Genussmittel,  der  Gebrauchsgegen- 
stande,  sowie  der  hierher  gehorenden  Industriezvveige.  Berlin, 
18[86-]98.  1.— 12.  Jahrgang.  * 

Vieyra  (A[ntonio]).  Grammar  of  the  Portuguese  language.  Four- 
teenth edition,  by  E.  de  la  Fuente.  London,  1878.  8 + 442  p. 

— Novo  diccionario  portatil  das  linguas  portugueza  e ingleza. 

Nova  editjao.  Pariz,  1878.  2 vol.  * 

Vigier  (Ferdinand  Louis).  Gommes- resines  des  ombelliferes  ; these. 

Paris,  1869.  120  p.  (Pam.  11.) 

• — Same.  Another  copy.  B.  * 

Vigla.  See  Journal  de  pharmacie  et  de  chimie,  1858-72. 

Vignoli  (J.  B.).  Le  cay-cay  ou  Irvingia  Oliveri,  et  des  Irvingia 
en  general.  Montpellier,  1886.  56  p.  +2  pi.  (Pam.  8.) 

Ville  (Jules).  Recherches  pour  servir  a l’histoire  chimique  de  la 
racine  de  gentiane  ; presence  d’un  tannin  ; these.  Montpellier 
1877.  60  p.  (Pam.  6.) 

Vincent  (Benjamin).  See  Haydn  (J.),  Dictionary  of  dates,  1889. 

See  Royal  Institution  of  Great  Britain,  New  classified  cata- 
logue of  the  library,  1857-82. 

Vincent  (Charles  W.).  See  Muspratt  (J.  S.),  Chemistry,  1877-79. 
Vincent  (William).  The  commerce  and  navigation  of  the  ancients 
in  the  Indian  ocean.  [Second  edition.]  London,  1807.  2 vol,, 

18  pi.,  por.,  maps.  B.  * 

Vine.  (See  also  Wine.) 

Mackay  (J.),  Remarks  on  the  oidium,  or  vine  disease,  1862. 

— Societe  d’acclimatation,  Paris,  Rapport  sur  la  culture  de  cepages 

de  Tokay  en  France,  par  J.  L.  Soubeiran,  [1868], 

— Thudicihum  (J.  L.  W .)  & A.  Dupre,  Treatise  on  wine,  manual  of 

viticulture  and  oenology,  1872. 

Vinegar.  Chevallier  ([J.  B.]  A.),  T.  Gobley,  A-  E.  Journeil, 
Essais  sur  le  vinaigre,  [1843]. 

— Churchill’s  Technological  handbooks,  Acetic  acid  and  vinegar, 

ammonia  and  alum,  1885. 

— Shannon  (R.),  Practical  treatise  on  brewing,  with  appendix  on 

vinegars,  1805. 
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Vines  (Sydney  Howard).  Lectures  on  the  physiology  of  plants. 
Cambi'idge,  1886.  10  + 710  p. 

— Students’  text-book  of  botany.  London,  1895.  16  + 822  p. 

2 copies. 

— See  also  Annals  of  botany,  1887-99. 

— See  also  Bower  (F.  0.)  & S.  H.  V.,  Course  of  practical  instruc- 

tion in  botany,  1885-87. 

— See  also  Prantl  (K.),  Elementary  text-book  of  botany,  1880; 

2nd  ed.,  1881  ; 4th  ed.,  1885. 

— See  also  Sachs  (J.),  Text-book  of  botany,  2nd  ed.,  1882. 

Violacese.  Fortune  (H.),  Des  violariees,  etude  speciale  du  genre 

viola,  1887. 

— Mandelin  (K.),  Untersuehungen  liber  das  Vorkommen  unci  liber 

die  Verbreitung  der  Salicylsaure  in  der  Pflanzengattung  Viola, 
1881. 

Viperine  salt.  See  Tachenius  (0.),  Hippocrates  chymicus,  1677, 
1690. 

Virey  (J.  J.).  Traite  de  pharmacie,  elemens  de  l’bistoire  naturelle 
de  tous  les  medicamens.  Paris,  1811.  2 tomes,  5 pi.  ; vnth 

vis.  Index  Linneanus  to  p.  21-134  of  tome  1. 

— See  also  Journal,  de  pharmacie  et  de  chimie,  1812-46. 

— See  also  Philotime,  Lettre  a Virey,  1819. 

Virgil.  See  Vergilius  Maro  (P.). 

Vision.  See  Eye. 

Viti.  Seemann  (B.),  Flora  Vitiensis,  plants  of  Fiji  Is.,  1865-73.  * 

Viticulture.  See  Vine. 

Voelcker  (John  Christopher  Augustus).  See  Harris  (W.  H.), 
Oil-cake  controversy,  1862. 

Vogel  (A.).  See  Journal  de  pharmacie  et  de  chimie,  1815-24. 

Vogel  (Hermann).  Chemistry  of  light  and  photography.  Fifth 
edition.  London,  1888.  10  + 302  p.  +6  pi.  (International 

scientific  series,  15.) 

Vogel  (Julius).  On  the  laws,  according  to  which  the  mixing  of' 
fluids  and  their  penetration  into  permeable  substances  occur, . 
with  special  reference  to  the  processes  in  the  human  and  animal  I 
organisation;  [endosmosis],  (In  Graham,  T.,  Chemical  re- 
ports and  memoirs,  1848,  p.  85-117.) 

— Semiology  of  the  human  urine.  (In  Neubauer,  C.  T.  L.,  <£•  J. 

Vogel,  Guide  to  analysis,  1863,  p.  277-440  ; 1879,  p.  355-539.) 
Vogel  (Julius  Rudolph  Theodor).  See  Hooker  (W.  J.),  Niger  flora,, 
with  sketch  of  life  of  Vogel,  1849. 

Vogel  (Rud.  August.).  Institutiones  chemife.  Editio  nova.  Fran- 
cofurti,  1762.  8 + 392  p. 

— See  also  Cullen  (W.),  Nosology,  1800. 
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Vogin  (H.  J.).  See  Picard  (II.),  New  pocket  dictionary  of  the 
English-Dutch  and  Dutch-English  languages,  5th  ed.,  1877. 
Vogl  (August  E.).  Die  Chinarinden  des  Wiener  Grosshandels  und 
der  Wiener  Sammlungen,.  mikroskopisch  untersucht  und  be- 
schreiben.  Wien,  1867.  8+136  p. 

- Nahrungs-  und  Genussmittel  aus  dem  Pflanzenreiche  ; Anleitung 
zum  richtigen  Erkennen  und  Priifen  der  wichtigsten  im  Handel 
vorkommenden  Nahrungsmittel,  Genussmittel  und  Gewiirze  mit 
Hilfe  des  Mikroskops.  Wien,  1872.  8+138  p. 

Beitrage  zur  Kenntniss  der  sogenannten  falschen  Chinarinden. 
Wien,  1876.  26  p.  +1  pi.  2 copies. 

— Anatomischer  Atlas  zur  Pharmakognosie  ; 60  Tafeln  in  Holz- 

schnitt.  Wien,  1887.  6+122  p. 

— Pharmakognosie.  Wien,  1892.  6 + 694  p. 

Die  wichtigsten  vegetabilischen  Nahrungs-  und  Genussmittel. 
Berlin,  1899.  16  + 576  p. 

— See  also  Austria,  Commentar  zur  osterr.  Pharmacopoe,  1880-81. 
Vogler  (Joh.  Phil.).  Pharmaca  selecta,  observationibus  clinicis 

comprobata.  Denuo  edita.  Wetzlarke,  1788.  128  p. 

Volcanoes.  Bunsen  (R.  [W.  E.]),  On  the  intimate  connection  exist- 
ing between  the  pseudo-volcanic  jihenomena  of  Iceland,  1848. 
/’dicker.  See  Voelcker. 

/olhard  (Jacob).  See  Annalen  der  Chemie. 

/olkmann  (Alfred  Guliemus  [sic,  or  Alfred  Wilhelm]).  Observa- 
tions biological  de  magnetismo  animali  et  de  ovorum  animali- 
umque  caloris  quadam  constantia  ejusque  explicatione.  Lipsia; 
[1826  ?].  68  p.  (Pam.  63.) 

rolumetric  analysis.  Fleischer  (E.),  System  of  volumetric 
analysis,  1877. 

— Meyer  (A.),  Handbuch  der  qualitativen  chemischen  Analyse, 

nebst  Anleitung  zur  volumetrischen  Analyse,  1884. 

— Sutton  (F.),  Systematic  handbook  of  volumetric  analysis,  1863  ; 

2nd  ed.,  1871;  3rd  ed.,  1876  ; 4th  ed.,  1882;  5th  ed  ’ 1886- 

6th  ed.,  1890;  7th  ed.,  1896;  8th  ed.,  1900;— Fr.,  Manuel' 
1883.  ’ 


on,  prefix  to  surnames.  See  the  word  following  the  prefix. 

’orwerk  (F.).  See  Jaiirbuch  fur  practische  Pharmacie,  1862-73. 
oyages.  See  Travel. 

nese  ( Willem  Ilendrik  de).  Memoire  sur  le  camphrier  de  Sumatra 
et  de  Borneo.  Leide,  1856.  4 + 24  p.  +2  pi 

ulpian  (Edme  Felix  Alfred).  See  Journal  de  pharmacie  et  de 
chimie,  1880-87. 

yvere  (E.  Van  de).  Nee  International  Pharmaceutical  Congress 
Gompte  rendu,  1885. 
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W.  (J.).  See  Royal  College  of  Physicians  of  London,  Pharmaco- 
poeia Londinensis,  by  N.  Culpeper,  with  additions,  1661. 

W.  (J.).  See  Tachenius  (O.),  Hippocrates  chymicus,  1677,  1690. 
Wackenroder  (Heinrich).  See  Deutscher  Apotheker-Verein, 
Archiv  der  Pliarmacie,  1838-54. 

Waddell  (Laurence  Augustine).  See  Warden  (C.  J.  H.)  d-  L.  A.  W., 
The  non-bacillar  nature  of  abrus-poison,  1884. 

Waeber  (N.).  Untersuchung  einiger  aetherischer  Oele.  [St. 

Petersburg,  1886.]  4 p.  +3  tab.  (Pam.  28.) 

Waeber  (Nikolai),  H.  von  Rosen  <1-  J.  Lindenberg.  Ueber  einige 
ostindische  Heilmittel.  St.  Petersburg,  1886.  30  p.  (Pam.  28.) 
Wagner  (Rudolf  von).  Handbook  of  chemical  technology  ; trans- 
lated by  W.  Crookes.  London,  1872.  16  + 746-1-16  p. 

— Manual  of  chemical  technology  ; translated  and  edited  by  W. 

Crookes  from  the  thirteenth  German  edition,  as  remodelled  by 
F.  Fischer.  London,  1892.  24  + 968  p. 

Wallltuch  (Adolphe).  Dictionary  of  materia  medica  and  thera- 
peutics. London,  1868.  12  + 484  p. 

Wakley  (James  Goodchild).  See  Lancet,  1868-86. 

Wakley  (Thomas).  See  Lancet,  1825-61. 

Wakley  (Thomas  Henry).  See  Lancet,  1887-1900. 

Wakley  jun.  (Thomas).  See  Lancet,  1887-1900. 

Walcott  (Sylvanus).  New  and  complete  natural  history.  [London, 
1795  ?]  622  p.  +51  pi. 

Walker  (Charles  V.).  See  La  Rive  (A.  de),  Treatise  on  electricity. 
Walker  (G[eorge]  A[lfred]).  Gatherings  from  graveyards,  par- 
ticularly those  of  London  ; with  a history  of  modes  of  inter- 
ment among  different  nations,  etc.  London,  1839.  18  + 258  p. 

— Grave  yards  of  London.  London,  1841.  34  + 14  p.  (Pam.  36.) 

— Interment  and  disinterment ; further  exposition  of  practices 

pursued  in  metropolitan  places  of  sepulture,  and  the  results. 
London,  1843.  4 + 28  p.  (Pam.  36.) 

Walker  (James).  Introduction  to  physical  chemistry.  London, 
1899.  10  + 336  p. 

— See  also  Ostwald  (W.),  Outlines  of  general  chemistry,  1890 ; — 

Manual  of  physico-chemical  measurements,  1894. 

Walker  (John).  Lectures  on  natural  history.  2 + 714  + 30  p.  ms.  * 

— Institutes  of  natural  history,  containing  the  heads  of  the  Lectures. 

Edinburgh,  1792.  2 + 170  p. 

Walker  (Joseph).  See  British  Dental  Association,  Journal. 
Walker  (Richard).  Account  of  some  remarkable  discoveries  in  the 
production  of  artificial  cold  ; Experiments  on  the  congelation  of 
quicksilver  in  England  ; Observations  on  methods  of  producing 
artificial  cold.  Oxford,  1796.  6 + 28+98  p.  + 1 pi.  (Pam.  48.) 
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Walker  (William).  See  Royal  Agricultural  and  Commercial 
Society,  British  Guiana  at  the  Paris  Exhibition,  1878. 

Wall  (E.  J.).  Dictionary  of  photography.  London,  1889.  9 + 4 

+ 261  p. 

— Same.  By  T.  Bolas,  seventh  edition.  London,  1897.  4 + 632  p. 

Wall  (Martin).  Syllabus  of  lectures  in  chemistry.  Oxford,  1782. 

4 + 64  p. 

— Dissei’tations  on  select  subjects  in  chemistry  and  medicine.  Ox- 

ford, 1783.  18  + 168  p. 

— Clinical  observations  on  the  use  of  opium  in  low  fevers,  and  in 

the  synochus;  with  remarks  on  the  epidemic  fever  in  1785,  at 
Oxford,  and  in  neighbouring  counties ; in  a letter  to  J . Badeley . 
Oxford,  1786.  2 + 8 + 74  p.  (Pam.  29.) 

Wall  (Otto  A.).  See  Oldberg  (0.)  <&  O.  A.  W.,  Companion  to  the 
United  States  pharmacopoeia,  1884. 

Wall  paper.  Hogg  (J.),  Inflammation  of  the  eye  and  injuries  to 
the  health  by  arsenical  wall-paper  poisoning,  1879. 

Wallace  (Alfred  Russel).  Palm  trees  of  the  Amazon  and  their 
uses.  London,  1853.  8+130  p.  +48  pi.  15.  * 

— Island  life  ; or,  Phenomena  and  causes  of  insular  faunas  and 

floras,  including  a revision  and  attempted  solution  of  the 
problem  of  geological  climates.  London,  1880.  20  + 528  p. 

+ 3 col.  maps. 

— Darwinism : the  theory  of  natural  selection.  London,  1889. 

16  + 494  p.  +lpor.  + 1 pi. 

Waller  (John  Augustus).  See  Orfila  (M.  J.  B.),  Treatise  on 
mineral,  vegetable,  and  animal  poisons,  2nd  ed.,  1818. 

Waller  (Thomas  Hutchinson).  See  Kohlrausch  (F.),  Introduction 
to  physical  measurements,  2nd  ed.,  1883. 

Wallerius  (Jean  \or  Johann]  Gotschalk).  Mineralogie;  traduit  de 
l’allemand.  Paris,  1753.  2 tomes. 

Wallich  (Nathaniel).  Plant®  Asiatic®  rariores  ; or,  Descriptions 
and  figures  of  unpublished  East  Indian  plants.  London, 
1830-32.  3 vol.  in  12  parts,  296  col.  pi.  +1  map.  * 

Wallis  (George).  Jewellery.  (In  Bevan,  G.  P.,  British  manufac- 
turing industries,  2nd  ed.,  1878,  Jewellery,  etc.,  p.  1-50.) 

Walz  (G.  F .).  See  Jahrbuch  fur  practise!®  Pharmacie,  1850-62. 
Wanklyn  (J[ames]  Alfred).  Milk-analysis  : a practical  treatise  on 
the  examination  of  milk,  cream,  butter,  and  cheese.  London, 
1874  [pub.  1873].  8 + 72  p. 

— Tea,  coffee,  and  cocoa  : a practical  treatise  on  the  analysis  of  tea, 

coffee,  cocoa,  chocolate,  mate  [or]  Paraguay  tea,  etc.  London, 
1874.  8+60  25-  2 copies. 

• — The  gas  engineer’s  chemical  manual,  London,  1886.  10+92  p. 
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Wanklyn  ( J [ames]  Alfred)  <£.•  E.  T.  Chapman.  Water  analysis: 
a practical  treatise  on  the  examination  of  potable  water. 
London,  1868.  12  + 104  p. 

- Same.  Third  edition,  by  J.  A.  W.  London,  1874.  2+12  + 140  p. 

— Same.  Fourth  edition,  by  J.  A.  W.  London,  1876.  10+182  p. 

— Same.  Fifth  edition,  by  J.  A.  W.  London,  1879.  194  p. 

— Same.  Sixth  edition,  by  J.  A.  W.  London,  1884.  192  p. 

— Same.  Seventh  edition,  by  J.  A.  W.  London,  1889.  214  p. 

— Same.  Tenth  edition,  by  J.  A.  W.  London,  1896.  206  p. 

Wanklyn  (J[ames]  Alfred)  <fc  W.  J.  Cooper.  Bread-analysis:  a 

practical  treatise  on  the  examination  of  flour  and  bread.  Lon- 
don, 1886.  8 + 78  p. 

Want  (John).  See  Medical  and  physical  journal,  1814. 

Warburg  (Otto).  See  Semler  (H.),  Die  tropische  Agrikultur. 

Ward  (Mr.).  See  Page  (J.),  Receipts  for  medicines,  1763. 

Ward  (Harry  Marshall).  See  Sachs  (J.  v.),  Lectures  on  the 
physiology  of  plants,  1887. 

Ward  (N[athaniel]  B[agsbaw]).  On  the  growth  of  plants  in  closely 
glazed  cases.  London,  1842.  2 + 8+96  p. 

Ward  (R.  H.).  See  Behrens  (W.  J.),  The  microscope,  1885. 

Warde  (William).  See  Alessio,  Secretes  of  Alexis,  1560-68. 
Warden  (Charles  James  Hislop).  See  Dymock  (W.),  C.  J.  H.  W. 

cfc  D.  Hooper,  Pharmacographia  Indica,  1889-93. 

Warden  (C[harles]  J[ames]  H[islop])  <1-  L.  A.  Waddell.  The 
non -bacillar  nature  of  abrus-poison,  with  observations  on  its 
chemical  and  physiological  properties.  Calcutta,  1884.  4 + 4 

+ 76  p.  + 2 pi. 

Waring  (Edward  John).  On  the  therapeutic  applications  of  the 
neem  or  margosa  tree.  [Calcutta,  1857.]  10  p .,n.  t.-p.  (Pam. 

37.) 

— Same.  Another  copy.  il|.  * 

— Notes  on  some  of  the  principal  indigenous  tonics  of  India. 

[Calcutta,  1858.]  56  p.,  n.  t.-p.  (Pam.  37.) 

— Same.  Another  copy.  (B.  * 

— Notes  on  some  of  the  principal  indigenous  anthelmintics  of 

India.  [Calcutta,  1859.]  26  p.,  n.  t.-p.  (Pam.  37.) 

— Same.  Another  copy.  ©.  * 

— Notes  on  some  of  the  indigenous  medical  plants  of  India.  [Madras, 

1860-62.]  5 pamphlets,  n.  t.-p.  (Pam.  37.) 

— Same.  Another  copy.  (B.  * 

— Remarks  on  the  uses  of  some  bazaar  medicines  and  common 

plants  of  India.  Travancore,  1860.  18  + 214  p.  iB.  * 

— Same.  Second  edition.  London,  1874.  2 + 18  + 212  p.  B. 

— Same.  Fourth  edition.  London,  1883,  16  + 264  p. 
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Waring  (Edward  John) — continued. 

— Contribution  to  Indian  materia  medica  ; inorganic  substances. 

[Madras,  1862.]  10  p.,  n.  t.-p.  (Pam.  37.) 

— Same.  Another  copy.  B.  * 

— Manual  of  practical  therapeutics,  with  reference  to  articles  of  the 

materia  medica.  Third  edition.  London,  1871.  8 + 876  p. 

— Same.  Another  copy.  ^.  * 

— Same.  Edited  by  D.  W.  Buxton  ; fourth  edition.  London,  1886. 

28  + 638  p. 

— Bibliotheca  therapeutica,  or  Bibliography  of  therapeutics,  chiefly 

in  reference  to  articles  of  materia  medica,  with  annotations,  and 
appendix  containing  the  bibliography  of  British  mineral  waters. 
London,  1878-79.  2 vol.  (New  Sydenham  Soc.,  vol.  78,  82.)  * 

— See  also  Great  Britain  and  Ireland,  India  Office,  Pharmacopoeia 

of  India,  1868. 

Warington  [sen.]  (Robert).  See  Pereira  (J.),  Manual  of  materia 
medica  and  therapeutics,  1865. 

Warington  [jun.]  (R[obert]).  Chemistry  of  the  farm.  London, 
1881.  10  + 134  p. 

Warming.  See  Heating  ; — Stoves. 

Warming  (E.).  Handbook  of  systematic  botany  ; with  revision  of 
fungi  by  E.  Knoblauch  ; translated  and  edited  by  M.  C. 
Potter.  London,  1895.  12  + 620  p. 

Warwick.  See  Society  for  the  Extension  of  Dispensaries. 
Warwickshire.  Bagnall  (J.  E.),  Flora,  1891.  * 

Washer.  Reid  (J.),  Description  of  a revolving  washer,  1867. 
Washington  ( Capt .).  On  naval  architecture  : ships,  steam-engines, 
and  life-boats.  ( In  Society  for  the  Encouragement  of  Arts, 
Lectures  on  results  of  Gt.  Exhib.,  1st  ser.,  1852,  p.  539-622.) 
Washington,  U.  S.  A.  See  National  Convention  for  Revising  the 
Piiarmacopceia  ; — Smithsonian  Institution. 

Waste  products.  Great  Britain  and  Ireland,  Committee  of 
Council  on  Education,  Bethnal  Green  Museum  catalogue  of 
collection  illustrating  utilization  of  waste  products,  1875. 
Watches.  Britten  (F.  J.),  Watches  and  clocks,  2nd  ed.,  1878. 
Water,  including  Aerated  and  Mineral  waters.  ( See  also  Bathing 
and  Baths; — Tar- water.) 

— Accum  (F.),  Practical  treatise  on  chemical  tests,  with  directions 

for  analysing  mineral  waters,  2nd  ed.,  1818. 

— Acheson  (F.),  Essay  on  the  collection  and  storage  of  water 

in  Victoria,  1861. 

— Addison  (W.),  Dissertation  on  Malvern  water,  2nd  ed.,  1831. 

— Alibert  (J.  L.),  Nouveaux  elemens  de  therapeutique,  5me  ed., 

[suivi  d’un  precis  sur  les  eaux  minerales,]  1826. 
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Water,  including  Aerated  and  Mineral  waters — continued. 

' Allen  (B.),  Natural  history  of  the  chalybeat  and  purging  waters 
of  England,  with  their  uses,  1699. 

’ — Attfield  (J.),  Water  and  water-supplies,  3rd  ed.,  1884. 

’ — Bouciiardat  (A.),  Nouveau  formulaire  magistral,  [avec]  precis 
sur  les  eaux  minerales,  2me  <M.,  1843;  17me  ed.,  1872  ; 28me 
ed.,  1889. 

— Buignet  (Ii.),  Nouveau  procede  de  dosage  de  l’acide  carbonique 

dans  les  eaux  minerales,  suivi  de  considerations  sur  la  con- 
stitution des  eaux  de  Vichy,  [1856]. 

Cavendish  (H.),  Life,  including  ...  a critical  inquiry  into  the 
claims  of  all  the  alleged  discoverers  of  the  composition  of  water, 
by  G.  Wilson,  1851. 

- — Ciiernoviz  (P.  L.  N.),  Eormulario,  compendio  alphabetico  das 
aguas  mineraes,  etc.,  11a  ed.,  1884. 

Dalton  (J.),  On  the  phosphates  and  arseniates,  microcosmic  salt, 
acids,  bases,  and  water,  1840-42. 
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action  of  worms,  with  observations  on  their  habits,  1881. 

— France,  Account  of  the  tenia  or  long  tape  worm,  transl.,  1777. 

— Harrison  (J.),  Remarkable  effects  of  fixed  air,  to  which  is  ' 

added  the  History  of  some  worm  cases,  1784. 

Wornum  (R.  N.).  On  the  progress  of  the  fine  arts  during  the 
[19th]  century,  more  especially  in  Great  Britain.  [17]  p. 

(I n Popular  encyclopedia,  new  ed.,  1862,  vol.  4.)  * 

Worsted.  Forbes  (H.),  Rise,  progress,  and  present  state  of  the  I 
worsted,  alpaca,  and  mohair  manufactures  of  England,  1853. 


wott — wutt 


599 


Wortcunning.  Cockayne  ([T.]  0.),  Leechdoms,  etc.,  1864-66. 
Worthington  (A.  M.).  Elementary  course  of  practical  physics. 
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Zoology — continued. 
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manifested  in  the  creation  of  animals,  1835. 

— Linnean  Society  of  London,  Transactions,  1791-1875.  * 

• Proceedings,  from  1838  to  1900.  * 

Journal,  185[5]-85.  * 
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2.  Subscribers  to  the  Society  may  obtain  books  on  making 
personal  or  written  application  for  them. 

3.  No  person  shall  have  more  than  two  volumes  at  a time,  or 
be  entitled  to  keep  any  book  for  a longer  period  than  fourteen  days, 
except  Subscribers  residing  in  the  provinces,  who  shall  be  allowed 
to  retain  books  twenty-one  days.  But  when  a book  is  returned 
it  may  be  borrowed  again,  provided  it  has  not  been  bespoken  by  any 
other  person.  Books  which  have  been  bespoken  shall  circulate  in 
rotation,  according  to  priority  of  application. 

4.  The  scientific  journals  shall  not  be  circulated  until  the  expiration 
of  the  month  of  publication.  Works  containing  valuable  plates,  and 
various  standard  works  of  reference,  shall  not  be  circulated  ; such 
books  shall  be  distinguished  in  the  Catalogue  by  an  asterisk. 

5.  If,  under  special  circumstances,  more  than  the  stipulated  number 
of  volumes,  or  the  loan  of  any  volume  marked  with  an  asterisk,  be 
required,  the  Librarian  is  authorised  to  supply  them,  on  receiving 
the  sanction  of  the  Secretary,  who  shall  report  the  loan  to  the  Library 
Committee  at  their  next  meeting. 

6.  The  outward  carriage  of  books  borrowed  by  Subscribers  residing 
in  the  provinces  will  be  defrayed  by  the  Society. 

7.  If  any  book  be  retained  by  a borrower  after  written  application 
has  been  made  for  it,  the  Council  may  order  it  to  be  replaced,  and 
charge  the  borrower  in  default  with  the  amount  thus  incurred.  If 
any  book,  when  returned,  is  found  to  have  been  damaged,  the 
borrower  shall  make  good  the  damage  or  replace  the  book. 
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Abercrombie  (John).  Philosophy  of  the  moral  feelings.  Ninth 
edition.  London,  1853.  16+192  p. 

— Sketch  of  life  and  character  of  Dr.  A.,  by  D.  Maclagan.  Edin- 

burgh, 1854.  32  p. 

Aberdeen  Royal  Infirmary.  Pharmacopoeia  in  usum  Nosocomii 
Regii  Aberdonensis.  Aberdeen,  1827.  58  p. 

— Same.  Revised  edition.  Aberdeen,  1888.  20  p. 

Abney  (W.  de  Wiveleslie).  Treatise  on  photography.  Third 
edition.  London,  1885.  16  + 326  p. 

Accum  (Fredrick).  System  of  theoretical  and  practical  chemistry. 

Second  edition.  London,  1807.  2 vol.,  pi. 

Acetous  acid.  Higgins  (B.),  Experiments  and  observations,  1786. 
Acids.  Dalton  (J.),  On  microcosmic  salt,  acids,  etc.,  1840-42. 
Aconite.  Fleming  (A.),  Inquiry  into  the  properties,  1845. 

Actonian  prize  essay.  Fownes  (G.),  Chemistry,  2nd  ed.,  1849. 
Adams  (Francis).  See  Paulus  ^Egineta,  Seven  books,  1844-47. 
Adrian.  Etude  historique  sur  les  extraits  pharmaceutiques.  Paris 
1889.  16  + 382  p. 

Adulterations.  Squibb  (E.  R.),  Proposed  legislation  on  adultera- 
tion [in  the  United  States],  1879. 

-®sop.  See  Ph^drus  (A.  L.),  Fabuke  ^Esopke,  1860. 

Africa  (South).  Livingstone  (D.),  Missionary  travels,  etc.,  1857. 
Agriculture.  Davy  (H.),  Collected  works,  1839-40,  vol.  7-8  (see). 

— Monk  (J.),  Agricultural  dictionary,  1794. 

Agrippa  (Henry  Cornelius).  Life  of  H.  C.  A.,  von  Nettesheim  ; by 
II.  Morley.  London,  1856.  2 vol. 

Air.  Arbuthnot  (J.),  Essay  concerning  the  effects  of  air  on  human 
bodies,  1733. 

— Priestley  (J.),  Experiments  and  observations,  1790. 

&CHEELE  (C.  W.),  Chemical  observations  and  experiments,  1780. 
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Aitken  (W.).  Science  and  practice  of  medicine.  Third  edition. 
London,  1864.  2 vol. 

Alexander  (Thomas).  See  Royal  Infirmary,  Edinburgh .. 

Allen  (Alfred  H[enry]).  Commerical  organic  analysis.  Second 
edition.  London,  1885-98.  4 vol.  in  6. 

— Same.  Third  edition.  London,  1898-99.  Vol.  1 ; vol.  2,  pt.  1. 

— Chemistry  of  urine.  London,  1895.  12  + 212  p. 

Allen  (William).  Life  of  W.  A.,  with  selections  from  his  corre- 
spondence. London,  1846-47.  3 vol. 

Aloes  and  Aloin.  Craig  (W.),  Notes  on  changed  aloin  and  resin  of 
aloes,  1875. 

— Craig  (W.),  Therapeutics  of  aloin,  1877. 

Alpe  (E.  N.).  Handy  book  of  medicine  stamp  duty,  with  the 
statutes  and  appendices.  London,  [1888].  142  p. 

Alumni  Association.  See  Philadelphia  College  of  Pharmacy. 
American  druggist,  1884-1900.  See  New  remedies. 

American  journal  of  pharmacy.  See  Philadelphia  College  of  P. 
American  Pharmaceutical  Association.  Proceedings.  Philadelphia, 
1854-58  ; Boston,  1859  ; Philadelphia,  1862,  1866-93  ; Balti- 
more, 1894-1900. 

— Report  on  the  revision  of  the  U.  S.  pharmacopoeia,  prepared  by 

C.  Rice,  chairman  of  committee.  New  York,  1880.  18  + 202  p. 

— National  formulary  of  unofficinal  preparations.  [Philadelphia,] 

1888.  12  + 176  p. 

— Same.  Revised  edition.  [Philadelphia,]  1896.  14+196  p. 

Analysis  (Chemical).  See  Chemistry. 

Analyst  (The).  General  index  to  the  Proceedings  of  the  Society  of 
Public  Analysts,  vol.  1,  1876,  and  to  the  Analyst,  vol.  1-20, 
1877-96.  London,  1897.  4 + 184  p. 

Anatomy.  ( For  Vegetable  anatomy,  see  Botany.) 

— Lectures  on  comparative  anatomy,  ms. 

— Quain  (J.),  Elements  of  anatomy,  6th  ed.,  1856. 

Anderson  (Mrs.  E.  Garrett).  See  London  School  of  Medicine 
for  Women. 

Anderson  (Thomas).  See  Edinburgh  philosophical  journal. 

Animals.  See  Zoology. 

Annals  of  pharmacy  and  practical  chemistry  ; edited  by  W.  Bastick 
and  W.  Dickinson.  London,  1852.  Vol.  1. 

Annals  of  philosophy;  by  T.  Thomson,  etc.  Lond.,  1813-26.  28vol. 
Annuaire  pharmaceutique  ; par  L.  Parisel.  Paris,  [1869]. 

Annual  report  of  progress  of  chemistry,  etc.  See  Jahresbericht. 
Anthrax.  Ritchie  (R.  P.),  On  the  remedies  used  by  the  Cadres  to 
prevent  blood  poisoning  from  anthrax,  1887. 

Antiseptics.  Cumming  (J.),  Theory  and  practice  of  antis,  surg.,  1872. 
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Antitoxin.  Fraser  (T.  R.),  The  limitations  of  the  antidotal  power, 
1896. 

Antivenene.  Fraser  (T.  R.),  Immunisation  against  serpents’  venom, 
and  the  treatment  of  snake-bite,  1896. 

Antwerp  pharmacopoeia.  See  Placotomus  (J.),  1560. 

Apothecaries.  See  Society  of  Apothecaries. 

Arbuthnot  (John).  Essay  concerning  the  effects  of  air  on  human 
bodies.  London,  1733. 

Arithmetic.  Dittmar  (W.),  Chemical  arithmetic,  1890. 

Arran.  Ramsay  (A.  C.),  Geology  of  the  island,  1841. 

Art  (The)  of  dispensing.  London,  1885.  4+196  p. 

Same.  [New  edition.]  London,  1888.  8 + 280  p. 

— Same.  Sixth  edition.  London,  1900.  8 + 490  p. 

Arthur  (Charles).  See  Royal  Infirmary,  Edinburgh. 

Arts.  ( See  also  Chemistry  ; — Mechanics.) 

— Journal  of  natural  philosophy,  etc.,  by  W.  Nicholson,  1797-1802. 

— Lardner  (D.),  Museum  of  science  and  art,  1854. 

— Ure  (A.),  Dictionary  of  arts,  manufactures,  etc.,  4th  ed.,  1853. 
Asclepiadacese.  Ricardou  (J.  M.),  Contribution  a l’etude  des 

asclepiadacees,  1893. 

Asociacion  farmaceutica  de  Buenos  Aires.  See  Sociedad  de 

FARMACIA  NACIONAL  ARGENTINA. 

Assaying.  Mitchell  (J.),  Manual  of  practical  assaying,  1846. 
Asthma.  Yeoman  (T.  H.),  Catarrh,  influenza,  etc.,  1849. 

Astringents  (Vegetable).  Stockman  (R.),  1886. 

Atkinson  (E.).  See  Ganot  (A.),  Elementary  treatise  on  physics,  etc. 
Attfield  (John).  Introduction  to  pharmaceutical  chemistry.  London, 
1867.  6 + 448  p.  + 1 tab.  +3  pi.  Wants  p.  383-90. 

— Chemistry : general,  medical,  and  pharmaceutical.  [Second 

edition  of  Introduction.]  London,  1869.  8 + 624  p.  +1  tab. 

+ 2 pi. 

— Same.  Fourth  edition.  London,  1872.  16  + 696  p.  +1  tab. 

+ 2 pi.  2 copies. 

— Same.  Sixth  edition.  London,  1875.  18  + 766  p.  + 2 tab.  + 3 pi. 

— Same.  Ninth  edition.  London,  1881.  20  + 806  p.  +3  tab.  +3  pi. 

— Same.  Eleventh  edition.  London,  1885.  24  + 870  p.  +4  tab. 

+ 3 pi.  2 copies. 

— Same.  Thirteenth  edition.  London,  1889.  24+ 862  p.  + 4 tab. 

+ 3 pi. 

— Same . Fifteenth  edition.  London,  1893.  24  + 888  p.  +4  tab. 

+ 3 pi.  2 copies. 

— Same.  Seventeenth  edition.  London,  1898.  22  + 886  p.  +4  tab. 

+ 3 pi.  2 copies. 

— Microscopic  examination  of  urinary  sediments.  [London,  1867.] 
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Attfield  (John)  — continued. 

— Water  and  water  supplies,  and  unfermented  beverages.  Third 
edition.  London,  1884.  10  + 114  p. 

See  also  General  Council  of  Medical  Education,  etc.,  Reports 

on  the  British  pharmacopoeia. 

Australasia.  See  Pharmaceutical  Society  of  Australasia. 
Australasian  journal  of  pharmacy.  Melbourne,  1887-99.  Vol.  2-14. 
Australia.  ( See  also  South  Australia.) 

Maiden  (J.  H.),  Bibliography  of  Australian  economic  botany, 

1892. 


Babington  (Charles  Cardale).  Manual  of  British  botany.  Eighth 
edition.  London,  1881.  48  + 486  p. 

Bache  (Franklin).  See  Wood  (G.  B.)  & F.  B.,  Dispensatory. 
Bacteriology.  Bary  ([H.J  A.  de),  Comparative  morphology  and 
biology  of  the  fungi,  mycetozoa,  and  bacteria,  1887. 

— Frankland  (P.  [F.  <£•  G.  C.]),  Micro-organisms  in  water,  1894. 

— Woodhead  (G.  S.),  Bacteria  and  their  products,  1891. 

Baildon  (Henry  Bellyse).  The  spirit  of  nature  : being  a series  of 
interpretative  essays  on  the  history  of  matter  from  the  atom 
to  the  flower.  London,  1880.  16  + 216  p. 

Baildon  (Henry  C.).  Baildon’s  nature-printed  ferns  ; descriptions 
by  T.  Moore.  London,  1869.  12  p.  +4  col.  pi. 

Bain  (James).  See  Evans  (E.),  The  garden  of  Queensland. 

Baker  (J.).  Epitome  of  chemistry.  Portsmouth,  1838.  4 + 8 + 

244  p. 

Bakerian  lectures.  Davy  (IL),  Collected  works,  1839-40,  vol.  5. 
Bakewell  (F.  C.).  Great  facts  : history  and  description  of  remarkable 
inventions  during  the  present  century.  London,  1859. 

Balfour  (John  Hutton).  Class  book  of  botany.  Edinburgh,  1854. 
2 parts. 

— Outlines  of  botany.  Edinburgh,  1854.  16  + 616  p. 

— Manual  of  botany.  Fourth  edition.  Edinburgh,  1863. 

— Same.  Fifth  edition.  Edinburgh,  1875.  24  + 860  p. 

— Remarks  on  the  ipecacuanha  plant.  Edin.,  1872.  8 p.  +2  pi. 

— First  book  of  botany.  London  and  Glasgow,  1874. 

— Second  book  of  botany  : introduction  to  systematic  and  economic 

botany.  London  and  Glasgow,  1873.  140  p. 

— Elements  of  botany.  Third  edition.  Edinburgh,  1876.  14  + 356  p. 

— See  also  Edinburgh  philosophical  journal. 

Barchusen  (Joan.  Conrad.).  Synopsis  pharmacise.  Editio  tertia. 
, Lugduni,  [1796]. 

Compendium  ratiocinii  chemici  more  geometrarum.  Lugduni, 

1712. 
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Barrister  (A).  Chemist’s  legal  hand-book.  London,  1892.  6 + 244  p. 
Barry  (T.  D.).  See  Payen  (A.),  Industrial  chemistry,  1878. 

Bary  ([H.]  A.  de).  Comparative  morphology  and  biology  of  the 
fungi,  mycetozoa,  and  bacteria.  Oxford,  1887.  20  + 526  p. 

Bases.  Dalton  (J.),  On  ...  acids,  bases,  and  water,  etc.,  1840-42. 
Bastick  (William).  See  Annals  of  pharmacy  and  pract.  chemistry. 
Bastin  (Edson  S.).  Laboratory  exercises,  in  botany.  Philadelphia, 
1895.  540  p. 

Bate  (George).  Pharmacopoeia  Bateana.  Cura  J.  S[hipton] ; 
editio  tertia,  cum  appendice.  Londini,  1700.  8 + 4 + 286  p. 

— Eng.  Pharmacopoeia  Bateana,  or  Bate’s  dispensatory  ; translated 

from  the  Latin,  by  W.  Salmon.  London,  1694.  16  + 984  p. 

Bates  (Joseph).  See  Journal  of  materia  medica,  1859-60. 

Beale  (Lionel  S.).  How  to  work  with  the  microscope.  Fourth 
edition.  London,  1868.  20  + 388  p.  +1  phot.  +69  pi. 

— Same.  Fifth  edition.  London,  1880.  16  + 524  p.  +97  pi. 

Beasley  (Henry).  Pocket  formulary.  Ninth  edition.  London, 

1872.  12  + 548  p. 

— Same.  Eleventh  edition.  London,  1886.  8 + 518  p. 

— Same.  Continued  under  Braithwaite  (J.  O.). 

— Book  of  prescriptions.  Fifth  edition.  London,  1876. 

— Same.  Seventh  edition.  London,  1892.  20  + 600  p. 

— Druggist’s  general  receipt-book.  2nd  ed.  Lond.,1852.  8 + 460p. 

— Same.  Eighth  edition.  London,  1878.  10  + 510  p. 

— Same.  Ninth  edition.  London,  1886.  8 + 508  p. 

Bell  (Jacob).  Concise  historical  sketch  of  the  progress  of  pharmacy 
in  Great  Britain.  London,  1843.  108  p. 

— Same.  [New  edition,  with  continuation]  by  T.  Redwood. 

London,  Pharmaceutical  Society,  1880.  2 + 416  p. 

Bengal.  Government.  Bengal  dispensatory  and  pharmacopoeia, 
by  W.  B.  O’Shaughnessy.  Calcutta,  1841.  8 + 402  p. 

Bengal  pharmacopoeia,  by  W.  B.  O’Shaughnessy.  Calcutta, 

1844.  10  + 454  p. 

Bentham  (George).  Handbook  of  the  British  flora.  Fifth  edition. 
London,  1887.  80  + 584  p. 

— Same.  [Another  edition ;]  with  illustrations  from  drawings  by 

W.  Fitch.  London,  1865.  2 vol. 

Bentham  (G.)  <£•  J.  D.  Hooker.  Genera  plantarum.  Londini, 
1862-83.  3 vol.  * 

Bentley  (Robert).  Manual  of  botany.  London,  1861.  32  + 812  p. 

— Same.  Second  edition.  London,  1870.  32  + 832  p. 

— Same.  Third  edition.  London,  1873.  32  + 816  p. 

— Same.  Fourth  edition.  London,  1882.  32  + 870  p. 

— Same.  Fifth  edition.  London,  1887.  32  + 902  p. 
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Bentley  (Robert) — continued. 

— Student’s  guide  to  structural,  morphological,  and  physiological 

botany.  London,  1883.  14  + 482  p. 

— Text-book  of  organic  materia  medica.  London,  1887.  28  + 416  p. 

— See  also  Pereira  (J.),  Manual  of  materia  medica,  etc. 

Bentley  (Robert)  <k  H.  Trimen.  Medicinal  plants.  London,  1880. 

4 vol.,  col.  pi.  * 

Bergman[n]  (Torbern  [Olof]).  Outlines  of  mineralogy ; translated 
by  W.  Withering.  Birmingham,  1783. 

— Dissertation  on  elective  attractions.  London,  1785.  16  + 384  p. 

+ 7 tab. 

— Physical  and  chemical  essays.  London,  1788.  Vol.  1-2.  Edin- 

burgh, 1791.  Yol.  3. 

Berkeley  (Rev.  M.  J.).  See  Griffith  (-J.  W.)  & A.  Henfrey. 
Bernthsen  (A.).  Text- book  of  organic  chemistry,  translated  by  G.  : 
M‘Gowan.  Third  edition.  London,  1896.  20  + 596  p. 

Berzelius  (Jons  Jakob).  View  of  the  progress  and  present  state  of 
animal  chemistry  ; translated  from  the  Swedish.  London,  1818.  j 

8 + 116  p. 

— Traite  de  chimie  ; par  B.  Valerius.  Bruxelles,  1838.  3 tomes. 

Bible.  Selectse  h vet.  testamento  historise.  Ed.  nova.  Etonse,  1839.  I 
Billing  (Archibald).  First  principles  of  medicine.  Fourth  edition.  ; 

London,  1841. 

— Diseases  of  the  lungs  and  heart.  London,  1852. 

Biography.  (See  also  Brougham,  H.  Brown,  J.) 

— Abercrombie  (J.),  Sketch  of  life  & character,  by  Maclagan,  1854. 

— Agrippa  (H.C.),  Life  of  H.  C.  A.,  von  Nettesheim,  by  Morley,  1856. 

— Allen  (W.),  Life,  with  correspondence,  1846-47. 

— Cavendish  (H.),  Life  of  H.  C.,  by  G.  Wilson,  1851. 

— Christison  (R.),  Life  of  Sir  R.  C.,  by  his  sons,  1886. 

— Dalton  (J.),  Memoirs,  by  W.  C.  Henry,  1854. 

— Davy  (11.),  Memoirs  of  life  of  II.  D.,  by  J.  Davy,  1839. 

Life  of  H.  D.,  by  J.  A.  Paris,  1831. 

— Fergusson  (W.),  Notes  and  recollections  of  a professional  life,  1846. 

— Graham  (T.),  Life  and  works,  by  R.  A.  Smith,  1884. 

— Newton  (I.),  Memoirs  of  I.  N.,  by  D.  Brewster,  1860. 

— Ph;EDrus  (A.  L.),  Fabuke,  vita,  etc.,  1860. 

— Reid  (J.),  Life  of  Dr.  J.  R.,  by  G.  Wilson,  1852. 

— Stephenson  (G.),  Story  of  life  of  G.  S.,  by  S.  Smiles,  1860. 

— Vicars  (H.),  Memorials  of  Captain  Vicars,  1856. 

— Wilson  (G.),  Memoir  of  G.  W.,  by  J.  A.  Wilson,  1860. 

Bischof  (Gustav).  Elements  of  chemical  and  physical  geology  ; j 

translated.  London,  1854-55.  Vol.  1-2.  (Cavendish  Society.) 
Blasius  (Gerardus).  See  Morellus  (P.),  Method,  praescrib.,  1680, 
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Blood.  Gamgee  (A.),  Researches  on  the  blood,  the  action  of  nitrites 
on  the  blood,  [1869]. 

— Rees  (G.  0.),  On  the  analysis  of  blood  and  urine,  [1836?]. 

Bloxam  (Charles  Loudon).  Chemistry,  inorganic,  and  organic,  with 

experiments.  Second  edition.  London,  1872.  28  + 666  p. 

— Same.  Sixth  edition.  London,  1888.  12  + 788  p. 

- — Same.  Eighth  edition.  London,  1895.  12  + 848  p. 

Blyth  (Alexander  Wynter).  Foods,  their  composition  and  analysis. 

Third  edition.  London,  1888.  32  + 640  p.  +6  tab.  +3  pi. 

Blyth  (John).  See  Liebig  (J.  v.),  Familiar  letters  on  chem.,  1859. 
Boerhaave  (Hermann).  Elementa  chemhe.  Lugduni  Batavorum, 
1732.  2 tomi. 

Bolley  (P.  A.).  Manual  of  technical  analysis  : guide  for  testing 
substances  employed  in  arts,  etc.  ; founded  upon  Handbuch  der 
technisch-chemischen  Untersuchungen ; edited  by  B.  H.  Paul. 
London,  1857.  12  + 426  p. 

Bolton  (Henry  Carrington).  Select  bibliography  of  chemistry,  1492- 
1892.  Washington,  1893.  14  + 1212  p. 

Bone-marrow.  Fraser  (T.  R.),  1894. 

Booth  (James  C.)  & C.  Morfit.  Report  on  recent  improvements  in 
the  chemical  arts.  Washington,  1851.  216  p. 

Botany.  (See  also  Agriculture  ; — Horticulture,  etc.) 

— Babington  (C.  C.),  Manual  of  British  botany,  8th  ed.,  1881. 

— Balfour  (J.  H.),  Class  book  of  botany,  1854. 

Outlines  of  botany,  1S54. 

Manual  of  botany,  4th  ed.,  1863  ; 5th  ed.,  1875. 

— - — First  book  of  botany,  1874. 

Second  book  of  botany,  1873. 

Elements  of  botany,  3rd  ed.,  1876. 

— Bastin  (E.  S.),  Laboratory  exercises  in  botany,  1895. 

Bentham  (G.),  Handbook  of  British  flora,  5th  ed.,  1887  ; [another 

ed.,]  with  illustrations,  1865. 

— Bentham  (G.)  <&  J.  D.  Hooker,  Genera  plantarum,  1862-83.  * 

— Bentley  (R.),  Manual  of  botany,  1861 ; 2nd  ed.,  1870;  3rd  ed., 

1873  ; 4th  ed.,  1882  ; 5th  ed.,  1887. 

Students’  guide  to  structural,  morphological,  and  physio- 
logical botany,  1883. 

- — Bentley  (R.)  & H.  Trimen,  Medicinal  plants,  1880.  * 

— Bower  (F.  O.),  Course  of  practical  instruction  in  botany,  1891. 
Practical  botany  for  beginners,  1895. 

— Brown  (J.  E.),  Forest  flora  of  South  Australia,  1882. 

— Davies  (F.),  Practical  histological  botany,  1894. 

— Dictionnaire  botanique  et  pharmaceutique,  1802. 

— Dragendorff  (G.),  Plant  analysis,  1884. 
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— Edmonds  (H.),  Elementary  botany,  1894. 

— Gerard  (J.),  Herball,  or  Generali  histone  of  plantes,  1633. 

— Gordon  (W.  J.),  Our  country’s  flowers. 

— Graves  (G.)  J’J.  D.  Morries,  Hortus  medicus,  figures  and  de- 

scriptions of  important  plants  used  in  medicines,  1834. 

— Great  Britain  and  Ireland,  India  Office,  Index  to  native  and 

scientific  names  of  ...  plants,  by  J.  F.  Watson,  1868. 

- — Green  (J.  R.),  Manual  of  botany,  1895-96. 

• — Greshoff,  Monograph  of  plants  used  as  fish-poisons,  1893. 

— Grevillea,  record  of  cryptogamic  botany,  1872-93. 

— Grew  (N.),  Anatomy  of  plants,  etc.,  1682. 

— Grierson  (G.  A.),  Lessons  from  fields  and  lanes,  1892. 

— Hanbury  (D.),  Science  papers,  pharmacol.  and  botanical,  1876. 

— Hayward  (W.  R.),  Botanist’s  pocket-book,  5th  ed.,  1887. 

— Historia  plantarum,  1561.  * 

— - Holmes  (E.  M.),  H.’s  botanical  note  book,  1878. 

— Iinouma  Yokoussai,  [Botany  of  Japan,  2nd  ed.,]  1874.  * 

— India,  Revenue  and  Agricultural  Department,  Dictionary  of 

economic  products  of  India,  by  G.  Watt,  1889-96. 

— Journal  of  botany,  British  and  foreign,  1863-99. 

— Kerner  von  Marilaun  (A.),  Natural  history  of  plants,  1894-95. 

— Kew  Royal  Gardens,  Bulletin  of  miscell.  information,  1887-1900. 

— Lindleyt  (J.),  School  botany,  1846. 

— Bindley  (J.)  J-  T.  Moore.  Treasury  of  botany,  new  ed.,  1876. 

— Linne  (C.  v.),  Elements  of  botany,  1775. 

— Linnean  Society  of  London,  Transactions,  1855-75. 

Journal,  1891-93. 

— Lloyd  (G.  N.),  Botanical  terminology,  1826. 

— Lowson  (J.  M.),  Text-book  of  botany,  1900. 

— Lubbock  (J.),  On  British  wild  flowers,  4th  ed.,  1882. 

— M‘Alpine  (D.),  Botanical  atlas,  1883.  * 

— Maiden  (J.  IL),  Bibliography  of  Australian  economic  botany,  1892. 

— Masters  (M.  T.),  Vegetable  teratology,  1869. 

— Nees  von  Esenbeck  (T.  F.  L.),  Plantse  medicinales,  1828-33.  * 

— Nees  von  Esenbeck  (T.  F.  L.)  & K.  H.  Ebermeier,  Handbuch 

der  medizinisch-pharmaceutischen  Botanik,  1830-31. 

— Nooten  (B.  II.  van),  Fleurs,  fruits,  et  feuillages  de  Java,  1863.  * 

— Oliver  (D.),  Lessons  in  elementary  botany,  2nd  ed.,  1869. 

— Oliver  (J.  W.),  Student’s  introductory  handbook  of  systematic 

botany,  1894. 

— Prantl  (K.),  Elementary  text-book  of  botany,  2nd  ed.,  1881  ; 

5th  ed.,  1892. 

— Prior  (R.  0.  A.),  On  the  popular  names  of  British  plants,  1863. 
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— Sachs  (J.),  Text-book  of  botany,  2nd  ed.,  1882. 

— Salmon  (W.),  Botanologia,  the  English  herbal,  1710. 

— Scott  (D.  Id.),  Introduction  to  structural  botany,  3rd  ed.,  1895. 
Society  op  Apothecaries,  Catalogus  plantarum  medicinalium 

in  horto  Chelse[iano],  1830. 

Sohn  (0.  E.),  Dictionary  of  the  active  principles  of  plants,  1894. 
Sontag  (C.  O.),  Pocket  flora  of  Edinburgh,  1894. 

Smith  (James  E.),  Compendium  florie  Britannicse,  1816. 

— Strasburger  (E.),  F.  Noll,  H.  Schenk  & A.  F.  W.  Schimper, 

Text-book  of  botany,  1898. 

Thomson  (A.  T.),  Lectures  on  the  elements  of  botany,  1822. 
Vines  (S.  H.),  Lectures  on  the  physiology  of  plants,  1886. 

Students’  text- book  of  botany,  1895. 

I Withering  (W.),  Systematic  arrangement  of  British  plants,  1801. 
Boudault  ([P.  C.]).  On  pepsine;  translated.  Second  edition. 
London,  1858.  32  p. 

Bower  (F.  0.).  Course  of  practical  instruction  in  botany.  Third 
edition.  London,  1891.  12  + 548  p. 

— Practical  botany  for  beginners.  London,  1895.  12  + 276  p. 

Bowman  (John  E.).  Introduction  to  practical  chemistry.  Fourth 

edition.  London,  1861.  16  + 312  p. 

Biadley  (Thomas).  Nee  Fox  (J.)  e&T.  B.,  New  med.  dictionary,  1803. 
f—  $ee  Medical  and  physical  journal,  1799-1801. 

Jraithwaite  (J.  Oldham).  Pharmaceutical  formulary  ; being  the 
twelfth  edition  of  Beasley’s  Pocket  formulary.  London,  1899. 

8 + 464  p. 

Jraithwaite  (W.  & J.).  See  E,etrospect  of  medicine,  1840-69. 

3rande  (William  Thomas).  Manual  of  pharmacy.  Third  edition. 
London,  1833.  8 + 544  p. 

Brande  (William  Thomas)  & A.  S.  Taylor.  Chemistry.  London 
1863.  12  + 892  p. 

Bread.  Maclagan  (D.),  On  the  composition  of  bread,  1855. 

Jrewster  (>S ir  David).  See  Edinburgh  philosophical  journal. 

— See  Newton  (I.),  Memoirs  of  Sir  Isaac  N.,  by  D.  B.,  1860. 
Bridgewater  treatise.  Prout  (W.),  Chemistry,  etc.,  [2nd  ed.,]  1834. 
Bristow  (II.  W.).  Glossary  of  mineralogy.  London,  1861. 

British  and  colonial  druggist.  London,  1886-1900. 

British  and  colonial  druggist’s  diary.  London,  1889-1900. 

British  Association  for  the  Advancement  of  Science,  lieport, 
1845[— 61],  London,  1846-62. 

British  flora.  See  Botany. 

British  Homoeopathic  Society,  London.  British  homoeopathic  phar- 
macopoeia. Third  edition.  London,  1882.  20  + 456  p. 
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British  Medical  Association,  London.  British  medical  journal, 
edited  by  E.  Hart.  London,  1883-1900. 

British  Pharmaceutical  Conference.  Proceedings.  [London,]  1864- 
69.  6 pam.  in  1 vol. 

— Year-book  of  pharmacy,  with  proceedings  [transactions]  of  the 

B.  P.  C.  London,  1870-99.  30  vol.  2 copies  of  1870-99. 

— General  index  to  Year-book,  1864-85.  London,  1886.  4 + 246  p. 

— Unofficial  formulary.  London,  1887.  20  p.  2 copies. 

— Same.  [New  edition.]  London,  1888.  28  p. 

British  pharmacopoeia.  See  General  Council  of  Med.  Education. 

Bronchitis.  Yeoman  (T.  IL),  Catarrh,  influenza,  etc.,  1849. 

Brough  (John  Cargill).  See  Cooley  (A.  J.),  Cyclopaedia,  4.  ed.,  1864. 

Brougham  (Henry,  Lord).  Lives  of  philosophers  of  the  time  of 
George  III.  London,  1855. 

Brown  (Alexander  Crum)  & T.  R Eraser.  On  the  connection 
between  chemical  constitution  and  physiological  action.  Cam- 
bridge, 1868. 

Brown  (Isaac  Baker).  On  scarlatina.  London,  1846. 

Brown  (J.  E.).  Forest  flora  of  South  Australia.  Adelaide,  1882. 
Parts  1-3,  14  col.  pi. 

Brown  (John),  M.D.  Horse  subsecivse.  Edinburgh,  1862. 

Brunton  (T[homas]  Lauder).  Text-book  of  pharmacology,  thera- 
peutics, and  mat.  med.  [Seconded.]  Lond.,  1885.  44-1-1140  p. 

— Same.  Third  edition.  London,  1891.  52  + 1262+ 16  p. 

Buchan  (William).  Domestic  medicine.  London,  1792. 

Buignet  (Henri).  Nouveau  procede  de  dosage  de  l’acide  carbonique 
dans  les  eaux  minerales,  suivi  de  considerations  sur  1a.  consti- 
tution des  eaux  de  Yichy.  Paris,  1856.  14  p. 

Bulletin  of  miscellaneous  information.  See  Kew  Royal  Gardens. 

Burmeister  (H.).  Manual  of  entomology ; translated  by  W.  E. 
Shuckard.  London,  1836. 

Calculus.  Higgins  (W.),  Comparative  view  of  phlogistic  and  anti- 
phlogistic theories,  Analysis  of  the  human  calculus,  etc.,  1789. 

Caloric.  Metcalfe  (S.  L.),  Caloric,  its  agencies  in  nature,  1843. 

Campbell  (Hector).  See  Royal  College  of  Physicians  of  London, 
Pharmacopoeia,  translated,  1809. 

Campbell  (Robert  Corbett).  See  Ivobell  (F.  v.),  Instructions,  1841. 

Canadian  pharmaceutical  journal,  1874-87.  See  Ontario  College. 

Cape  of  Good  Hope.  Colonial  Medical  Council,  etc.  The  medical 
and  pharmacy  register.  Cape  Town,  1895,  1897-98. 

Carbonic  acid.  Buignet  (H.),  Nouveau  procede  de  dosage  de  l’acide 
carbonique  dans  les  eaux  minerales,  1856. 

Carex  frigida.  Sadler  (J.),  Note  on  salix  and  carex,  1874. 
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Carpenter  (William  Benjamin).  The  microscope  and  its  revelations. 
Fifth  edition.  London,  1875.  32  + 848  p.  +25  pi. 

— Same.  Seventh  edition.  London,  1891.  18  + 1100  p.  +21  pi. 

Carson  (Joseph).  See  University  of  Pennsylvania,  Medical  com- 
mencement, with  valedictory,  1860  ; — Introd.  lecture,  1860. 

Caspari  jr.  (Charles).  Treatise  on  pharmacy.  Phila.,  1895.  680  p. 
Castle  (Frederick  A.).  See  New  remedies,  1883-88. 

Castle  (Thomas).  See  Royal  College  of  Physicians  of  London, 
Lexicon  pharmaceuticum,  2nd  ed.,  1828. 

Catalogues.  See  Libraries  ; — Museum  ; etc. 

Catarrh.  Yeoman  (T.  H.),  Catarrh,  influenza,  etc.,  1849. 

Cavendish  {Hon.  Henry).  Life  of  H.  C.,  including  abstracts  of 
scientific  papers,  etc.  ; by  G.  W7ilson.  London,  1851.  14+  478  p. 
+ por.  (Cavendish  Society.) 

Cavendish  Society,  London.  Works.  See  Bischof  (G.) ; — Cavendish 
(H.)  • — Dalton  (J.) ; — Gmelin  (L.). 

Cell  (Vegetable).  Geddes  (P.),  Recent  contributions  to  the  know- 
ledge of  the  morphology  and  physiology  of  the  cell,  1882. 

Celsus  (Aurelius  Cornelius).  Of  medicine,  in  eight  books.  Second 
edition,  by  E.  Milligan.  Edinburgh,  1831.  68  + 640  p. 

Chalmers  (Frederick).  English  hearts  and  English  hands  ; or,  the 
railway  and  the  trenches.  London,  1858.  16  + 356  p. 

Chambers  (Robert).  Domestic  annals  of  Scotland.  Edinburgh, 
1859.  2 vol. 

— Traditions  of  Edinburgh.  Edinburgh,  [18 — ]. 

Chambers  s Encyclopaedia : a dictionary  of  universal  knowledge. 

New  edition.  London  and  Edinburgh,  1888-92.  10  vol.,  maps. 
Channing  (William  Ellery).  Complete  works.  London,  1884. 
637  + 21  p. 

Chapman  (Ernest  Theophron).  See  Wanklyn  (J.  A.). 

Chaptal  (J[ean]  A.  [C.]).  Chemistry  applied  to  arts  and  manu- 
factures. London,  1807.  4 vol. 

[Charas  (Moise)  or]  Moses  Charras.  Royal  pharmacopoeia,  Galeni- 
cal and  chymical ; Englished  [from  the  French],  London,  1678. 
8 + 284  + 248  p.  +6  pi. 

Chelsea  Botanic  Garden.  Society  of  Apothecaries,  Memoirs,  his- 
torical and  illustrative,  by  H.  Field,  1820. 

Chemical  news,  [and  journal  of  physical  science]  ; edited  by  W. 

Crookes.  London,  1860-64,  1883-1900.  Vol.  1-10,  48-82. 
Chemical  Society  of  London.  Journal,  edited  by  H.  Watts,  etc. 
London,  1867-1900.  A7ol.  20-78. 

— Catalogue  of  the  library.  London,  1869.  112  p. 

— Same.  London,  1874.  138  p. 

— List  of  officers  and  fellows.  London,  1897. 


620 


N.  B.  BRANCH:  CHE 


Chemist  (The).  London,  1824.  Yol.  1. 

Chemist  (The);  edited  by  0.  and  J.  Watt.  London,  1840-43.  4 vol. 
Chemist  and  druggist  (The).  London,  1859-60,  1873-1900. 

Chemistry,  including  Chemical  analysis  and  Chemical  technology. 

(See  also  headings  preceding  and  following  this  heading ; also 
Geology  ; — Phlogiston  Wine,  etc.) 

— Accum  (F.),  System  of  chemistry,  2nd  ed.,  1807. 

— Allen  (A.  H.),  Commercial  organic  analysis,  2nd  ed.,  1885-96  ; 

3rd  ed.,  1898-99. 

Chemistry  of  urine,  1895. 

— Analyst  (The),  general  index,  1876-96. 

— Annals  of  pharmacy  and  practical  chemistry,  1852. 

— Attfield  (J.),  Introduction  to  pharmaceutical  chemistry,  1867. 
Chemistry,  general,  medical,  and  pharmaceutical,  [2nd  ed.  of 

Introduction,]  1869  ; 4th  ed.,  1872  ; 6th  ed.,  1875  ; 9th  ed.,  1881 ; 
11th  ed.,  1885  ; 13th  ed.,  1889  ; 15th  ed.,  1893  ; 17th  ed.,  1898. 

— Baker  (J.),  Epitome  of  chemistry,  1838. 

— Barchusen  (J.  C.),  Compendium  ratiocinii  chemici  more  geo- 

metrarum,  1712. 

— Bergman[n]  (T.  [O.]),  Physical  and  chemical  essays,  1788-91. 

Dissertation  on  elective  attractions,  1785. 

— Bernthsen  (A.),  Text-book  of  organic  chemistry,  3rd  ed.,  1896. 

— Berzelius  (J.  J.),  View  of  animal  chemistry,  translated,  1818. 
Traite  de  chimie,  par  B.  Valerius,  1838. 

— Bloxam  (C.  L.),  Chemistry,  inorganic  and  organic,  2nd  ed.,  1872 ; 

6th  ed.,  1888  ; 8th  ed.,  1895. 

— Boerhaave  (II.),  Elementa  chemue,  1732. 

— Bolley  (P.  A.),  Manual  of  technical  analysis,  1857. 

— Bolton  (H.  C.),  Select  bibliography  of  chemistry,  1893. 

— Booth  (J.  C.)  <L-  C.  Morfit,  Report  on  chemical  arts,  1851. 

— Bowman  (J.  E.),  Introduction  to  practical  chem.,  4th  ed.,  1861. 

— Brande  (W.  T.)  & A.  S.  Taylor,  Chemistry,  1863. 

— British  and  colonial  druggist,  1886-1900. 

— Brown  (A.  C.)  & T.  R.  Fraser,  On  the  connection  between 

chemical  constitution  and  physiological  action,  1868. 

— Chaptal  (J.  A.  [C.]),  Chemistry  applied  to  arts  and  manu- 

factures, 1807. 

— Church  (H.  J.),  Chem.  processes  of  British  pharmacopoeia,  1864. 

— Daniell  (J.  F.),  Introduction  to  chemical  philosophy,  2nded.,  1843. 

— Davy  (H.),  Collected  works,  edited  by  J.  Davy,  1839-40. 

— Dittmar  (W.),  Analytical  chemistry,  qualitative,  new  ed.,  1886  ; 

new  ed.,  1892. 

Exercises  in  quantitative  chemical  analysis,  1887. 

Chemical  arithmetic,  1890. 
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Chemistry — continued. 

— [Dossie  (R.),j  Elaboratory  laid  open,  secrets  of  ch.  revealed,  1758. 

— Dragendorff  (G.),  Plant  analysis,  1884. 

— Faraday  (M.),  Chemical  manipulation,  new  ed.,  1830;  3 ed.,  1842. 

— Fluckiger(F.  A.),  Reactions,  1893. 

— Fourcroy  (A.  F.  de),  Philosopliie  chimique,  nouv.  <kl. 

Elements  of  natural  history  and  chemistry,  1790. 

— Fownes  (G.),  Manual  of  elementary  chemistry,  1844  ; 9th  ed., 

1863  ; 11th  ed.,  1873  ; 12tli  ed.,  1877  ; 13th  ed.,  1883-86. 

Chemistry,  as  exemplifying  the  wisdom  and  beneficence  of 

God,  2nd  ed.,  1849. 

— Fresenius  (C.  R.),  Qualitative  chemical  analysis,  3rd  ed.,  1850  ; 

6th  ed.,  1864  ; 9th  ed.,  1876  ; 10th  ed.,  1887. 

Quantitative  chemical  analysis,  4th  ed.,  1865  ; 7th  ed.,  1876. 

— Fuchs  (J.  N.  v.),  Gesammelte  Schriften,  1856. 

— Fyffe  (A.),  Elements  of  chemistry,  1830. 

— Gattermann  (L.),  Practical  methods  of  organic  chemistry,  1896. 

— Gmelin  (L.),  Handbook  of  chemistry,  tr.  by  H.  Watts,  1848-72. 

— Graham  (T.),  Elements  of  chemistry,  part  6,  1842;  2nd  ed., 

1850-58. 

— Gray  (S.  F.),  The  operative  chemist,  1831. 

— Gregory  (W.),  Handbook  of  organic  chemistry,  3rd  ed.,  1852. 
Handbook  of  inorganic  chemistry,  4th  ed.,  1857. 

— Griffin  (J.  J.),  Chemical  recreations,  10th  ed.,  1854-60. 

— Halliburton  (W.  D.),  Essentials  of  chemical  physiology,  1893. 

— Jahresbericht,  Eng.,  Annual  report  of  progress  [for  1847-50], 

— Johnston  (J.  F.  W.),  Chemistry  of  common  life,  1855  ; 1885. 

— Journal  of  natural  philosophy,  etc.,  by  W.  Nicholson,  1799-1802. 

— Kane  (R.  [J.]),  Elements  of  chemistry,  2nd  ed.,  1849. 

— Ladenburg  (A.),  Lectures  on  history  of  chemistry,  1900. 

— Lassar-Coiin  {Dr.),  Laboratory  manual  of  organic  chemistry,  1895. 
Chemistry  in  daily  life,  1896. 

■ — Lavoisier  ([A.  L.]),  Elements  of  chemistry,  1790. 

— Lehmann  (C.  G.),  Physiological  chemistry,  1851-54. 

— Liebig  (J.  v.),  Familiar  letters,  3rd  ed.,  1851  ; 4th  ed.,  1859. 

— Mendeleeff  (H.),  Principles  of  chemistry,  1891. 

— Meyer  (L.),  Modern  theories  of  chemistry,  1888. 

— Miller  (W.  A.),  Elements  of  chemistry,  1855-57  ; 2nded.,  1862, 

pt.  3 ; 6th  ed.,  1877-78,  pts.  1-2. 

— Mitsciierlich  (E.),  Practical  and  experimental  chemistry,  adapted 

to  arts  and  manufactures,  1846. 

— MPller  (F.  P.),  Cod-liver  oil  and  chemistry,  1895. 

— Muir  (M.  M.  P.),  Treatise  on  the  principles  of  chemistry,  1884. 

— Murray  (J.),  System  of  chemistry,  1806  ; 4th  ed.,  1819. 
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— Murray  (R.  M.),  Chemical  notes  and  equations,  1888. 

— Muter  (J.),  Introduction  to  pharmaceutical  and  medical  chemistry, 

[2nd  ed.,  1879]. 

Introduction  to  analytical  chemistry,  3rd  ed.,  [1882]  ; 8th  ed., 

1898. 

— Naquet  ([J.]  A.),  Principles  of  chemistry,  1868. 

— Newth  (G.  S.),  Text-book  of  inorganic  chemistry,  5th  ed.,  1897. 

— Nicholson  (W.),  Dictionary  of  chemistry,  1808. 

— Nisbet  (W.),  General  dictionary  of  chemistry,  1805. 

— Noad  (H.  M.),  Chemical  manipulations  and  analysis,  1852. 

— Odling  (W.),  Lectures  on  animal  chemistry,  1866. 

— Ostwald  (W.),  Outlines  of  general  chemistry,  1890. 

— Parkes  (S.),  Chemical  essays,  relating  to  arts,  etc.,  1815. 

— Parnell  (E.  A.),  Elem.  of  chem.  analysis,  1842  ; new  ed.,  1845. 

— Payen  ([A.]),  Industrial  chemistry,  1878. 

— Pearmain  (T.  H.)  & C.  G.  Moor,  Aids  to  the  analysis  of  food 

and  drugs,  1895. 

— Perkin  jun.  (W.  H.)  & F.  S.  Kipping,  Organic  chemistry,  1895. 

— Pharmaceutical  Society  of  Great  Britain  (see). 

— Proctor  (B.  S.),  Manual  of  pharmaceutical  testing,  1890;  2nd 

ed.,  1899. 

— Prout  (W.),  Chemistry  and  natural  theology,  [2nd  ed.,]  1834. 

• — - Ramsay  (W.),  Elementary  systematic  chemistry,  1891. 

— Reid  (D.  B.),  Academical  exam,  on  principles  of  chem.,  1825,  v.  2. 

Rudiments  of  chemistry,  1841. 

— Remsen  (I.),  Organic  chemistry,  1886. 

Inorganic  chemistry,  1889. 
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Chemistry — continued. 
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— Wurtz  (C.  A.),  History  of  chemical  theory,  1869. 

Elements  of  modern  chemistry,  1896. 
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Clarke  (Edward  Goodman).  Conspectus  of  the  London,  Edinburgh 
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Clinical  cases.  Home  (Dr.),  Notes  on  clinical  cases,  ms. 

Coblentz  (Virgil).  Handbook  of  pharmacy.  Second  edition.  London, 
1897.  14  + 572  p. 
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College  of  Preceptors,  London.  Calendar.  London,  1887,  1896-99. 
Collegium  Medicum,  Augsburg.  Pharmacopoeia  Augustana  reformata 
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— Chemical  arithmetic.  Glasgow,  1890.  Part  1. 

Dobbin  (Leonard).  See  Ladenburg  (A.),  Lectures,  1900. 
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Haselden  (A[dolphus]  F[rederic]).  Notes  on  the  British  pharma- 
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— Frazer  (W.),  Elements  of  materia  medica,  2nd  ed.,  1864. 

— Garrod  (A.  B.),  Essentials  of  materia  medica  and  therapeutics, 

2nd  ed.,  1864. 

— Gerard  (J.),  Herball,  <*r  Generali  historic  of  plantes,  1633. 

— Gerrard  (A.  W.),  Elements  of  mat.  med.  and  pharmacy,  1886. 

— Goebel  (C.  C.  T.  F.)  & G.  Kunze,  Pharmaceutische  Waarenkunde, 

1827-34. 

— Graves  (G.)  <&■  J.  D.  Morries,  Hortus  medicus,  1834. 

— Gray  (S.  F.),  Supplement  to  the  pharmacopoeia,  1818  ; 2nd  ed., 
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— Greenish  (H.  G.),  Introduction  to  study  of  materia  medica,  1899. 

— Griffiths  (W.  H.),  Materia  medica  and  pharmacy,  1879. 

— Hanbury  (D.),  Science  papers,  pharmacological  and  botan.,  1876. 
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— Helbing  (H.),  Modern  materia  medica,  3rd  ed.,  1892  ; 4th  ed.,  1895. 
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— India,  Revenue  and  Agricultural  Department,  Dictionary  oi 

economic  products,  by  G.  Watt,  1889-96. 

— Jackson  (R.  E.  Scoresby-),  Note-book  of  materia  medica,  phar- 

macology, and  therapeutics,  1866 ; 3rd  ed.,  1875 ; 4th  ed., 
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— Squibb  (E.  R.)  (see). 

— Thomson  (A.  T.),  Elem.  of  mat.  med.  and  ther.,  3rd  ed.,  [1843]. 

— Trousseau  (A.)  <0  H.  Pidoux,  Traite  de  therapeutique  et  de 

matiMe  mddicale,  7me  ed.,  1862. 
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— Tschirch  (A.)  c(-  O.  Oesterle,  Anatomischer  Atlas  der  Pharma- 

kognosie  und  Nahrungsmittelkunde,  1893-1900. 

— Vogl  (A.  E.),  Anatomischer  Atlas  zur  Pharmakognosie,  1887. 
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— Wills  (G.  S.  V.),  Manual  of  vegetable  mat.  med.,  9th  ed.,  1886. 
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Matteucci  (Carlo).  Lectures  on  physical  phenomena  of  living 
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Mead  (Richard).  Mechanical  account  of  poisons.  London,  1720. 
Measures.  See  Weights  and  Measures. 

Mechanics  and  Mechanism.  Goodeve  (T.  M.),  Elements  of 
mechanism,  4th  ed.,  1874. 

— Goodeve  (T.  M.),  Principles  of  mechanics,  new  ed.,  1887. 

- — Young  (T.),  Course  of  lectures  on  natural  philosophy  and  the 
mechanical  arts,  new  ed.,  [1807]. 

Medical  and  physical  journal,  by  T.  Bradley  and  A.  F.  M.  Willich, 
etc.  London,  [1 799]— 1801.  Yol.  1-6. 

Medicine  or  Physic.  (See  also  Chemistry  ; — Cures  ; — Disease  ; — Dis- 
pensatory ; — Formulary  ; — Hygiene  ; — Materia  medica  and 
Therapeutics  ; — Pharmacopceia  ; — Pharmacy  ; — Prescribing 
and  Prescriptions; — Receipts  ; — Surgery  ; — Veterinary  art.) 

— Aitken  (W.),  Science  and  practice  of  medicine,  3rd  ed.,  1864. 

— Billing  (A.),  First  principles  of  medicine,  4th  ed.,  1841. 

— British  Medical  Association,  British  med.  journal,  1883-1900. 

— Buchan  (W.),  Domestic  medicine,  1792. 

— Celsus  (A.  C.),  Of  medicine,  in  8 books,  2nd  ed.,  1831. 

— Copland  (J.),  Dictionary  of  practical  medicine,  1844. 

— Cullen  (W.),  First  lines  of  the  practice  of  physic,  1816. 

— Dickson  (S.),  Principles  of  the  chrono-thermal  system,  1845. 

— Dobell  (H.),  On  the  class  of  literature  most  needed,  1857. 

— Duncan  jun.  (A.),  Notes  from  lectures  on  practice  of  physic,  ms.  * 

— Edinburgh  medical  journal,  1883-1900. 

— - Elliot  (J.),  Medical  pocket-book,  [178-?]. 

— Elliotson  (J.),  Principles  and  practice  of  medicine,  1839. 

— Fox  (J.)  <Sc  T.  Bradley,  New  medical  dictionary,  1803. 

— - Gairdner  (W.  T.),  Three  lectures  on  medicine,  etc.,  1858. 

— Gregory  (J.),  Conspectus  medicime  theoreticse,  1782. 

— Hall  (M.),  Practical  observations  and  suggestions  in  med.,  1845. 

— Hoblyn  (R.  D.),  Dictionary  of  terms,  12th  ed.,  1892. 

— Home  (Dr.),  Notes  on  clinical  cases,  ms.  * 

— Hooper  (R.),  Lexicon  medicum,  8th  ed.,  1848. 
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— Lancet  (The),  1844-52,  1875,  1883-1900. 

— Leeds  School  of  Medicine.  See  Yorkshire  College. 

— London  School  of  Medicine  for  Women  (see). 

— Medical  and  physical  journal,  1799-1801. 

— Motherby  (G.),  New  medical  dictionary,  2nd  ed.,  1785. 

— Paulus  NEgineta,  Seven  books,  with  commentary,  1844-47. 
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— Struthers  (J.),  On  the  study  of  medicine,  1856. 

— Taylor  (A.  S.),  Manual  of  medical  jurisprudence,  1891. 
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Medicine  stamp  duty.  Alpe  (E.  N.),  Handy  book,  [1888]. 
Memoirs.  See  Biography. 
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Merritt  (J .).  Ready  method  of  testing  pepsin.  (In  Squibb,  E.  R., 
On  the  relation  of  the  medical  profession,  etc.,  1880.) 

Metals.  Mitchell  (J.),  Manual  of  practical  assaying,  1846 
Metcalfe  (S.  L.).  Caloric,  its  agencies  in  the  phenomena  of  nature. 
London,  1843.  2 vol. 

Meteorology.  Indian  meteorological  memoirs,  by  J.  Eliot,  1894-99. 

— Jackson  (R.  E.  Scoresby-),  On  the  influence  of  weather  upon 
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— Prout  (W.),  Chemistry,  meteorology,  and  natural  theology,  1834. 
Metric  system  of  imperial  weights  and  measures,  and  thermometric 

equivalents.  London,  1898.  24  p. 

Meyer  (Lothar).  Modern  theories  of  chemistry.  Translated  from 
the  German,  5th  edition.  London,  1888.  44  + 588  p.  + 1 pi. 

Microcosmic  salt.  Dalton  (J.),  1840-42. 

Micrography.  See  Microscopy. 

Micro-organisms.  See  Bacteriology. 

Microscopy.  Beale  (L.  S.),  How  to  work  with  the  microscope,  4th 
ed.,  1868;  5th  ed.,  1880. 

— Carpenter  (W.  B.),  The  microscope,  5th  ed.,  1875  ; 7th  ed.,  1891. 

— Cole  (A.  C.),  Studies  in  microscopical  science,  1883-84. 
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— Griffith  (J.  W.)  (£■  A.  Henfrey,  Micrographic  dictionary,  3rd 

ed.,  1875. 

— Lee  (A.  B.),  The  microtomist’s  vade-mecum,  2nd  ed.,  1890. 

— Martin  (J.  H.),  Manual  of  microscopic  mounting,  2nd  ech,  1878. 

— Squire  (P.  W.),  Methods  and  formuke  used  in  the  preparation 
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— Testimony  of  the  rocks.  Edinburgh,  1858. 

— The  old  red  sandstone.  Edinburgh,  1858. 
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— - Same.  Sixth  edition.  London,  1877-78.  Parts  1-2. 

Milligan  (Eduardus).  See  Celsus  (A.  0.). 

Milne  (Alexander).  Manual  of  materia  medica  and  therapeutics. 
Second  edition.  Edinburgh,  1869. 

— Same.  By  W.  Craig  ; fourth  ed.  Edinburgh,  1879.  8 + 444  p. 

Mineralogy.  ( For  Mineral  Waters,  see  Waters,  Mineral.) 

— Bergman[n]  (T.  [0.]),  Outlines  of  mineralogy,  translated,  1783. 

— Bristow  (H.  W.),  Glossary  of  mineralogy,  1861. 

— Fuchs  (J.  N.  v.),  Gesammelte  Schriften,  1856. 

— Jahresbericiit,  Eng.,  Annual  report  of  progress  [for  1847-50], 

— Kobell  (F.  v.),  Instructions  for  discrimination  of  minerals,  1841. 

— IJre  (A.),  Dictionary  of  chemistry,  etc.,  4th  ed.,  1830. 

Mines.  Ure  (A.),  Dictionary  of  arts,  etc.,  4th  ed.,  1853. 

Missionary  travels  in  South  Africa.  See  Livingstone  (D.),  1857. 
Mitchell  (John).  Manual  of  practical  assaying.  London,  1846. 

18  + 426  p. 

Mitscherlich  (C[arl]  G[ustav]).  Lehrbuch  der  Arzneimittellehre. 

Zweite  Auflage.  Berlin,  1847-49.  Bd.  1-2. 

Mitscherlich  (E.).  Practical  and  experimental  chemistry  adapted 
to  arts  and  manufactures,  by  S.  L.  Hammick.  London,  1846. 
12  + 316  p. 

Moeller  (Jos.).  Pharmakognostischer  Atlas;  110  Tafeln.  Berlin, 
1892.  8 + 444  p.  * 

Mohr  ([Carl  Friedrich]).  Practical  pharmacy  ; by  Francis  [sfc]  M. 
and  T.  Redwood ; [translation,  with  additions].  London,  1849. 
8 + 390  + 2 p. 

Mailer  (F.  Peckel).  Cod-liver  oil  and  chemistry.  London,  1895. 
124  + 508  p. 
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Moor  (C.  G.).  See  Pearmain  (T.  H.)  & 0.  G.  M. 

Moore  (Thomas).  See  Baildon  (H.  C.),  B.’s  nat.-printed  ferns,  1869. 

— See  Lindley  (J.)  & T.  M.  Treasury  of  botany,  new  ed.,  1876. 
Moral  feelings.  Abercrombie  (J.),  Philosophy,  9th  ed.,  1853. 
Morellus  (Petrus).  Methodus  priescribendi  formulas  remediorum, 

recens.  a G.  Blasio.  Amstelodami,  1680. 

Morfit  (Campbell).  See  Booth  (J.  C.)  & C.  M.,  Report  on  recent 
improvements  in  the  chemical  arts,  1851. 

Morley  (IT.).  See  Agrippa  (H.  C.),  Life  of  H.  C.  A.,  1856. 

Morley  (H.  F.).  See  Watts  (H.),  Dictionary  of  chemistry,  1888-94. 
Morries  (J.  D.).  See  Graves  (G.)  <£•  J.  D.  M.,  Hortus  medicus,  1834. 
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German,]  edited  by  H.  B.  Jones.  London,  1857.  12  + 392  p. 
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Museum.  See  Pharmaceutical  Society  of  Great  Britain. 

Museum  of  science  and  art.  See  Lardner  (D.),  1854. 

Muter  (John).  Introduction  to  pharmaceutical  and  medical 
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Mycetozoa.  Bary  ([H.]  A.  de),  Comparative  morphology  and 
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Nagelvoort  (J.  B.).  See  Fluckiger  (F.  A.),  Reactions,  1893. 
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Vol.  28-62. 

Nature  printing.  Baildon  (H.  C.),  B.’s  nature-printed  ferns,  1869. 
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— Same.  Editio  altera.  Christianiae,  1870.  320  p. 

Novelties  in  experimental  science.  Glasgow,  [1841]. 

Odling  (William).  Lectures  on  animal  chemistry.  London,  1866. 

2 + 8+168  p. 

Odorographia.  Sawer  (J.  C.),  1892-94. 

Oesterle  (O.).  See  Tschirch  (A.)  <£•  O.  O.,  Anatomischer  Atlas. 
Officine  (L’).  See  Dorvault  (F.  L.  M.),  lOme  ed.,  1880. 

Ogilvie  (J.).  Imperial  English  dictionary,  technological  and  scien-  j 
tific.  London,  1868.  2 vol. 

Oils.  Idris  (T.  H.  W.),  Notes  on  essential  oils,  1898  ; 2nd  ed.,  1900. 
Oldberg  (Oscar).  Unofficial  pharmacopoeia,  comprising  over  700 
popular  non-official  preparations.  Philadelphia,  1881.  504  p. 

Oliver  (Daniel).  Lessons  in  elementary  botany.  Second  edition. 

London,  1869.  8 + 328  p. 

Oliver  (F.  W.).  See  Kerner  von  Marilaun  (A.). 

Oliver  (Joseph  W.).  Student’s  introductory  handbook  of  systematic 
botany.  London,  1894.  16  + 366  p. 

Ontario  College  of  Pharmacy.  Canadian  pharmaceutical  journal,  j 
Toronto,  1874-87. 

— Annual  announcement.  1893-1900. 
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Opium.  De  Quincey  (T.),  Confessions  of  an  English  opium  eater, 
1856. 

O'Shaughnessy  (Sir  W.  B.).  See  Bengal,  Government,  Bengal 
dispensatory,  1841  ; — Bengal  pharmacopoeia,  1844. 

Ostwald  (Wilhelm).  Outlines  of  general  chemistry,  translated  by 
J.  Walker.  London,  1890.  12  + 396  p. 

Otte  (E.  C.).  See  Humboldt  (F.  H.  A.  v.),  Cosmos,  transl.,  1860. 
Owens  College,  Manchester.  Calendar.  Manchester,  1896-1900- 
Oxide  (Nitrous).  See  Davy  (H.),  Collected  works,  1839-40,  vol.  3. 
Oxygen.  Discovery  of  oxygen,  1895. 

Paris.  Exposition  universelle  de  1867.  Great  Britain  and  Ireland, 
Exposition  universelle,  catalogue  of  the  British  section,  1867. 

Soubeiran  (J.  L.)  <£■  A.  [A.]  Delondre,  La  matiere  medicale 

h l’Exposition  de  1867,  1868. 

Paris.  Exposition  universelle  de  1878.  Great  Britain  and  Ire- 
land, Exposition  universelle,  report  of  H.  M.  commissioners,  1880. 

[Pharmaceutical  Society  of  Great  Britain,]  Universal 

International  Exhibition,  report  on  exhibits  connected  with 
materia  medica,  pharmacy,  chemical  industry,  etc.,  by  B.  H. 
Paul,  E.  M.  Holmes,  and  F.  [R.  B.]  Passmore,  1878. 

Paris  (John  Ayrton).  Pharmacologia.  Second  edition.  [London,] 
1812.  4 + 230  p.  +1  tab. 

- — Same.  Ninth  [edition].  London,  1843.  16  + 624  p. 

— See  also  Davy  (Sir  H.),  Life,  by  J.  A.  P.,  1831. 

Parisel  (L.).  See  Annuaire  pharmaceutique,  1869. 

Park  (A.).  Egypt  and  the  East ; travels  on  sea  and  land.  Edin- 
burgh, 1 857. 

Parkes  (Edmund  Alexander).  Manual  of  practical  hygiene.  Fourth 
edition.  London,  1873. 

— Same.  Eighth  edition.  London,  1891.  20  + 770  p.  + 10  pi. 

Parkes  (Samuel).  Chemical  essays,  principally  relating  to  arts  and 

manufactures.  London,  1815.  5 vol.,  23  pi. 

Parnell  (Edward  Andrew).  Elements  of  chemical  analysis.  London, 
1842.  12  + 312  p. 

— Same.  New  edition.  London,  1845.  14  + 520  p. 

Parrish  (Edward).  Treatise  on  pharmacy.  Third  edition.  Phila- 
delphia, 1864.  [842]  p.  2 copies,  one  dated  1867. 

— Same.  Fifth  edition.  London,  [1883  ?].  [1098]  p. 

Passmore  (Francis  Richard  Bonds).  See  Pharmaceutical  Society 

of  Great  Britain,  Universal  International  Exhibition,  report, 
1878. 

Patent  medicines.  Alpe  (E.  N.),  Handy  book  of  medicine  stamp 
duty,  [1888], 
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Paul  (Benjamin  Horatio).  See  Bolley  (P.  A.),  Manual  of  technical 
analysis,  1857. 

— See  Payen  (A.),  Industrial  chemistry,  1878. 

— See  Pharmaceutical  Society  of  Great  Britain,  Universal  Inter- 

national Exhibition,  report,  1878. 

Paulus  .ffigineta.  Seven  books,  translated  from  the  Greek,  with 
commentary,  by  F.  Adams.  London,  1844-47.  3 vol. 

Pavon  (Jose).  See  Howard  (J.  E.),  Examination  of  Peruvian 
barks,  1853. 

Payen  ([Anselme]).  Industrial  chemistry  ; based  upon  a transla- 
tion, partly  by  T.  D.  Barry,  of  Stohmann  and  Engler’s  German 
edition  of  P.’s  Precis  de  chimie  industrielle  ; edited  and  supple- 
mented by  B.  H.  Paul.  London,  1878.  2 + 6 + 988  p.  +1  tab. 

Pearmain  (T.  H.)  <£•  G.  C.  Moor.  Aids  to  the  analysis  of  food  and 
drugs.  London,  1895.  160  p. 

Peddie  (William).  Manual  of  physics.  London,  1892.  12  + 502  p. 

Peloponnesian  War.  Thucydides,  History  of  P.  W.,  translated,  1848. 
Pemberton  (H.).  See  Royal  College  of  Physicians  of  London, 
Dispensatory,  translated,  with  remarks,  etc.,  1746  ; 3rd  ed.,  1751. 
Pennsylvania.  See  University  of  Pennsylvania. 

Pepsine.  Boudault  ([P.  C.]),  On  pepsine,  2nd  ed.,  1858. 

— Squibb  (E.  R.),  On  the  relations  of  the  medical  profession  to 

trade  interests,  Note  on  pepsin,  1880. 

[Pereira  (Jonathan).  Elements  of  materia  medica  and  therapeutics. 
London,  1839.]  Vol.  1,  p.  1-160,  t.-p.  w. 

— Same.  Second  edition.  London,  1842.  Vol.  1. 

— Same.  Third  edition.  London,  1849-53.  2 vol.  in  3,  2 pi. 

2 copies. 

— Same.  Fourth  edition.  London,  1854.  Vol.  1. 

— Manual  of  materia  medica  and  therapeutics ; abridgment  of  the 

Elements,  ...  by  F.  J.  Farre,  R.  Bentley,  and  R.  Warington. 
London,  1865.  28  + 616  p.  2 copies. 

— Elements  of  materia  medica  and  therapeutics,  abridged  ; edited 

by  R.  Bentley  and  T.  Redwood.  London,  1872.  26+1096  p. 

— Treatise  on  food  and  diet.  London,  1843.  16  + 542  p. 

— Selecta  6 praescriptis.  Seventeenth  edition.  London,  1881. 

— Same.  Eighteenth  edition.  London,  1890. 

— See  also  Matteucci  (C.),  Lectures  on  physical  phenomena,  1847. 
Perfumery.  Piesse  (G.  W.  S.),  Art  of  perfumery,  2nd  ed.,  1856 ; 

4th  ed.,  1879  ; 5th  ed.,  1891. 

— Sawer  (J.  C.),  Odorographia,  1892-94. 

Periodicals.  See  the  first  word  of  the  title  of  the  periodical,  omitting 
the  article.  Publications  of  societies  or  other  bodies  will  be 
found  under  the  names  of  such  societies  or  bodies. 
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Perkin  jun.  (W.  I-T.)  <£■  F.  S.  Kipping.  Organic  chemistry.  London, 
1900.  12  p.  + p.  9-560. 

Phaedrus  (Augustus  Libertus).  Fabulse  ACsopise,  recognovit  atque 
de  poetae  vita  et  fabulis  praefatus  est  C.  T.  Dressier.  Lipsiae, 
1860.  8 + 84  p. 

Pharmaceutical  journal  and  transactions.  See  Pharmaceutical 
Society  of  Great  Britain. 

Pharmaceutical  record.  New  York,  1886-92.  Vol.  6-14. 
Pharmaceutical  Society  of  Australasia,  formerly  P.  S.  of  Victoria. 

Annual  report.  Melbourne,  1881,  1884-85,  1887-88,  1892. 

— See  also  Australasian  journal  of  pharmacy,  1887-1900. 
[Pharmaceutical  Society  of  Great  Britain.]  Pharmaceutical  journal 

and  transactions.  London,  184[1]— 59.  18  vol.,  pi.  2 copies. 

[ — ] Same.  Second  series.  London,  18[59]-70.  11vol.,  pi.  3 copies. 

[ — ] Same.  Third  series.  London,  187[0]-95.  Vol.  1-25.  3 copies. 

— Same.  Fourth  series.  London,  1895-1900.  Vol.  1-11. 

[ — ] Same.  Index  to  fifteen  volumes.  London,  1857. 

[ — ] Same.  Index  to  twelve  volumes.  London,  1869. 

[ — ] Same.  Index  to  ten  volumes.  London,  1880. 

— Catalogue  of  the  library  [in  London],  London,  1853.  4 + 72  p. 

— Same.  [Second  edition.]  London,  1873.  4+176  p. 

— Same.  Second  edition,  [second  issue],  London,  1874.  4+176  p. 

— Same.  Third  edition  ; appended  is  the  Catalogue  of  the  library, 

North  British  Branch.  London,  1880.  446  p. 

— Same.  Fourth  edition,  etc.  London,  1885.  518  p. 

— Same.  Fifth  edition,  etc.  London,  1888.  570  p. 

— Same.  Sixth  edition.  London,  1889.  580  p. 

— Calendar.  London,  1867-68,  1870-73,  1877-1900. 

— Registers  of  pharmaceutical  chemists  and  chemists  and  druggists 

London,  1870-75,  1877-79,  1882-1900. 

— Catalogue  of  the  library,  North  British  branch.  [First,  second, 

and  third  editions.]  Edinburgh,  1859,  1865,  1876. 

— Same.  Fourth  edition.  London,  1880. 

— Same.  Fifth  edition.  London,  1885. 

— Same.  Sixth  edition.  London,  1888. 

— Same.  Seventh  edition.  London,  1889. 

— Catalogue  of  the  collections  in  the  museum  [in  London] ; compiled 

by  E.  M.  Holmes.  London,  1878.  8 + 302  p. 

— Catalogue  of  the  Hanbury  herbarium,  compiled  by  E.  M.  Holmes. 

London,  1892.  6 + 136  + 14  p.  2 copies. 

— The  museum  report  : descriptive  list  of  donations  for  the  year 

1893-94  ; compiled  by  E.  M.  Holmes.  London,  1895.  4+  106  p. 

— Catalogue  of  medicinal  plants  in  the  museum  [in  London]  ; com- 

piled by  E.  M.  Holmes.  London,  1896.  216  p. 
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Pharmaceutical  Society  of  Great  Britain — continued. 

[ — ] Universal  International  Exhibition,  Paris,  1878;  report  on  the 
exhibits  connected  with  materia  medica,  pharmacy,  chemical 
industry,  etc. ; by  B.  II.  Paul,  E.  M.  Holmes,  and  F.  [R.  B.] 
Passmore.  London,  1878.  8 + 198  p. 

— See  also  Bell  (J\),  Historical  sketch  of  progress  of  pharmacy,  1880. 

— See  also  Dodds  (W.),  Complete  guide  to  preliminary,  1893,  1899. 

— See  also  International  Pharmaceutical  Congress,  Report,  1881. 

— See  also  Lescher  (F.  H.),  The  modified  examination,  1869. 

— See  also  Steggall  (J.),  First  lines  for  chemists  and  druggists,  1844  ; 

3rd  ed.,  1869. 

Pharmaceutical  Society  of  Ireland.  Calendar.  Dublin,  1885,  1898- 
1900. 

Pharmaceutical  Society  of  Victoria.  See  Pharmaceutical  Society 
of  Australasia. 

Pharmaceutical  times.  London,  1847.  Vol.  1. 

Pharmacist  (The),  1869-80.  See  Chicago  College  of  Pharmacy. 
Pharmacognosy.  See  Materia  medica  and  Therapeutics. 
Pharmacographia.  See  Fluckiger  (F.  A.)  A D.  Hanbury,  1874,  etc. 
Pharmacographia  Indica.  See  Dymock  (W.),  C.  J.  H.  Warden  & 
D.  Hooper,  1889-93. 

Pharmacology.  See  Materia  medica  and  Therapeutics. 
Pharmacopoeia.  See  below  ; also  Dispensatory  ; — Formulae,  etc. 
Pharmacopoea  Antwerpiana.  See  Placotomus  (J.),  1560. 
Pharmacopoeia  Augustana.  See  Collegium  Medicum,  Augsburg, 
Pharm.  Aug.  reformata,  cum  animadversionibus,  J.  Zwelfer,  167  2. 
Pharmacopoeia  Bateana.  See  Bate  (G.),  1694,  1700. 

Pharmacopoeia  (Bengal).  See  Bengal,  Government,  1841,  1844. 
Pharmacopoeia  (British).  See  General  Council  of  Medical  Edu- 
cation and  Registration,  1864,  1867,  1880,  1885,  1898,  etc. 
Pharmacopoeia  (British  Homoeopathic).  See  British  Homoeopathic 
Society,  3rd  ed.,  1882. 

Pharmacopoeia  (Dublin).  See  Christison  (R.),  Dispensatory,  or 
Commentary,  2nd  ed.,  1848. 

— See  Royal  College  of  Physicians  of  London,  New  London 

pharmacopoeia,  translated  and  arranged  with  Edinburgh  and 
Dublin  pharmacopoeias,  by  P.  Squire,  1851. 

— See  Thomson  (A.  T.),  Conspectus,  9th  ed.,  1828. 

Pharmacopoeia  Edinburgensis.  See  Royal  College  of  Physicians 

of  Edinburgh,  1722,  1732, 1735,  1744,  1756,  1792,  1807,  1813, 
1817,  1841,  etc. 

Pharmacopoeia  extemporanea.  See  Fuller  (T.),  Pharm.  extemp., 
ed.  3,  1705;  ed.  6,  1751. 

— See  Quincy  (J.),  Pharm  officinalis  et  extemp.,  1726,  1728,  1736. 
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Pharmacopoeia  (Extra).  See  Martindale  (W.)  & W.  W.  Westcott 
2nd  ed.,  1884;  4th  ed.,  1885;  5th  ed.,  1888;  6th  ed.,  1890; 
7th  ed.,  1892  ; 8th  ed.,  1895  ; 9th  ed.,  1898. 

Pharmacopoeia  (French).  See  France,  Codex,  1758,  1866,  1884. 
Pharmacopoea  Germanica.  See  Germany,  1872,  1882,  1890,  1900. 
Pharmacopcea  Helvetica.  See  Switzerland,  ed.  3,  1893. 
Pharmacopoeia  (Homoeopathic).  See  British  Homoeopathic  Society, 
British  homoeopathic  pharmacopoeia,  3rd  ed.,  1882. 
Pharmacopoeia  (Hospital).  Aberdeen  Royal  Infirmary,  Pharma- 
copoeia in  usum  Nosocomii  Regii  Aberdonensis,  1827,  1888. 

- Hospital  for  Diseases  of  the  Throat,  London , Pharmacopoeia 
2nd  ed.,  1873. 

Botal  Hospital  or  Infirmary,  Edinburgh,  Pharmacopoeia  Noso- 
comii, 1752,  1817,  1892,  1896. 

St.  Thomas’s  Hospital,  London,  Pharmacopoeia  Nosocomii,  1867. 

— Squire  (P.),  Pharmacopoeias  of  London  hospitals,  1863  ; 5th  ed., 

1885  ; 6th  ed.,  1891. 

Pharmacopoeia  (Italian).  See  Italy,  Farmacopea  ufficiale,  1892. 
Pharmacopoea  Japonica.  See  Japan,  ed.  2,  1891. 

Pharmacopoeia  Londinensis.  See  Royal  College  of  Physicians  of 
London,  1650,  1677,  1682,  1721,  1724,  1746,  1747,  1757  1788 
1790,  1836,  1851,  etc. 

Pharmacopoeia  medico-chymica.  See  Schroder  (J.),  1662. 
Pharmacopoea  Norvegica.  See  Norway,  1854  ; ed.  alt.,  1870. 
Pharmacopoeia  officinalis  et  extemporanea.  See  Pharm.  extemp. 
Pharmacopcea  Parisiensis.  See  France,  Codex  medicam.,  1758. 
Pharmacopoeia  pauperum.  See  Royal  Hospital,  Edin.,  1752,  1817. 
Pharmacopoeia  Radcliffiana.  See  Radcliffe  (J.),  2nd  ed.,  1716 
Pharmacopoeia  regia.  See  Zwelfer  (J.),  1672. 

Pharmacopoeia  (Royal).  See  Charas  (M.),  1678. 

Pharmacopoeia  (United  States).  See  National  Convention  for 
Prevising  the  Pharmacopoeia,  Washington,  1842,  1855  1883 
1893. 

Pharmacopoeia  (Universal).  See  James  (R.),  Pharmacopoeia  uni- 
versalis, 3rd  ed.,  1764. 

See  Jourdan(A.  J.  L.),  Phai-macopee  universelle,  2e  ed.,  1840  ; 

Eng.,  Pharmacopoeia  universalis,  ed.  by  J.  Rennie. 

— See  Lemery  (N.),  Pharmacopee  universelle,  3me  ed.,  1738. 
Pharmacopoeia  (Unofficial).  See  Oldberg  (0.),  1881. 

>harmacopoeia  (Veterinary).  See  Tuson  (R.  V.),  4th  ed.,  1886. 
’harmacopoeias.  Gray  (S.  F.),  Supplement  to  the  pharmacopoeias 

1818;  2nd  ed.,  1821. 

— Redwood  (T.),  Gray’s  Supplement  to  the  pharmacopoeias  1847  • 

2nd  ed.,  1848. 
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Pharmacy.  (See  also  Dispensatory  ; — Formulae  and  Formularies  ; 
—Pharmacopoeia  ; — Prescribing  and  Prescriptions  ; — Re- 
ceipts, etc.) 

American  Pharmaceutical  Association,  Proceedings,  1854-59, 

1862,  1866-1900. 

Annals  of  pharmacy  and  practical  chemistry,  1852. 

Annuaire  pharmaceutique,  par  L.  Parisel,  1869. 

Attfield  (J.),  Introduction  to  pharmaceutical  chemistry,  1867  ; 

Chemistry,  [2nd  ed.,]  1869  ; 4th  ed.,  1872  ; 6th  ed.,  18/5  ; 9th 
ed.,  1881;  11th  ed.,  1885;  13th  ed.,  1889  ; 15th  ed.,  1893; 
17th  ed.,  1898. 

— Australasian  journal  of  pharmacy,  1887-99, 

Barchusen  (J.  C.),  Synopsis  pharmacise,  ed.  tertia,  [1796]. 

Bell  (J.),  Concise  historical  sketch  of  the  progress  of  pharmacy  ; 

in  Great  Britain,  1843  ; [new  ed.,  with  continuation]  by  T. 
Redwood,  1880. 

Brande  (W.  T.),  Manual  of  pharmacy,  3rd  ed.,  1833. 

British  and  colonial  druggist,  1886-1900. 

British  and  colonial  druggist’s  diary,  1889-1900. 

British  Pharmaceutical  Conference,  Proceedings,  1864-69. 

— - Year-book  of  pharmacy,  1870-99. 

Caspari  (C.),  Treatise  on  pharmacy,  1895. 

Chemist  and  druggist,  1859-60,  1873-1900. 

Chemists’  and  druggists’  diary,  1879-80,  1882-1900. 

Chemist’s  desk  companion,  Year-book  of  pharmacy,  1865. 

Chemists’  journal,  1880-82. 

Chicago  College  of  Pharmacy,  Pharmacist,  1869-80. 

Coblentz  (Y.),  Handbook  of  pharmacy,  1897. 

Cripps  (R.  A.),  Galenic  pharmacy,  1893. 

Dictionnaire  botanique  et  pharmaceutique,  1802. 

Dorvault  ([F.  L.  M.]),  L’officine,  lOme  ed.,  1880. 

[Dossie  (R.),]  Elaboratory  laid  open,  secrets  of  ph.  revealed,  1753.1 

Elborne  (W.),  A laboratory  course  of  pharmacy,  etc.,  1890. 

Fluckiger(F.  A.),Documentezur  Geschiclite  der  Pharmacie,  1876. 

Foy  (G.),  Science  and  civilization,  their  influence  on  pharmacy,  i. 

1885. 

— Frazer  and  Green,  Druggists’  stock  and  price  book,  1873. 

Gerrard(A.  W.),  Elements  of  materia  medica  and  pharm.,  1886. 

Griffiths  (W.  H.),  Materia  medica  and  pharmacy,  1879. 

Hager  (H.),  Handbuch  der  pharmaceutischen  Praxis,  1882-83.  | 

Manuale  pharmaceuticum,  ed.  6,  1892. 

— Illinois  Pharmaceutical  Association,  Proceedings,  1887. 

Ince  (J.),  Latin  grammar  of  pharmacy,  2nd  ed.,  1883  ; 5th  ed., . 

1890  ; 6th  ed.,  1894. 
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Pharmacy — continued. 

— International  Pharmaceutical  Congress,  Report,  London,  1881 
Sixi&me  Congr6s,  Bruxelles,  1885,  Compte  rendu,  1886. 

— Lucas  (E.  W.),  Practical  pharmacy,  1898. 

— MacEwan  (P.),  Pharmaceutical  formulas,  1898. 

— Mackay  (J.),  Remarks  on  the  Pharmacy  act,  1868. 

— Massachusetts  College  of  Pharmacy,  Catalogue,  1882-83. 

— Massachusetts  Pharmaceutical  Association,  Proceedings,  1882. 

— Mohr  ([C.]  F.),  Practical  pharmacy,  by  T.  Redwood,  1849. 

— Murray  (J.),  System  of  materia  medica  and  pharmacjr,  2nd 

ed.,  1813. 

— New  remedies,  1883  ; — American  druggist,  1884-1900. 

— Ontario  College  of  Pharmacy,  Canadian  pharmaceutical  journal, 

1874-87. 

— Parrish  (E.),  Treatise  on  pharmacy,  3rd  ed.,  1864,  1867  ; 5th  ed., 

[1883  ?]. 

— Pharmaceutical  record,  1886-92. 

— Pharmaceutical  Society  of  Australasia  (see). 

— Pharmaceutical  Society  of  Great  Britain  (see). 

— Pharmaceutical  Society  of  Ireland,  Calendar,  1885. 

— Pharmaceutical  times,  1847. 

— Pharmacy  and  poison  laws  of  the  United  Kingdom,  etc.,  [1892], 

— Philadelphia  College  of  Pharmacy  (see). 

— Proctor  (B.  S.),  Lectures  on  practical  pharmacy,  1873  ; 2nd  ed., 

1883;  3rd  ed.,  1892. 

Manual  of  pharmaceutical  testing,  1890  ; 2nd  ed.,  1899. 

— Quincy  (J.),  Prselectiones  pharmaceutics,  course  of  lectures,  1723. 

— Remington  (J.  P.),  The  practice  of  pharmacy,  1886  ; 3rd  ed.,  1894. 

— Seabury  (G.  J.),  Shall  pharmacists  become  tradesmen  1 2nd  ed., 

1899. 

— Steggall  (J.),  First  lines  for  chemists  and  druggists,  1844;  3rd 

ed.,  1869. 

— University  of  Wisconsin,  Contributions  from  the  department 

of  pharmacy,  1886. 

— Vermont  Pharmaceutical  Association,  Proceedings,  1882. 

— Victoria,  Pharmacy  Board  (see). 

— Victorian  Chemists’  Assistants’  Association,  Annual  report, 

1875,  1877. 

— Whitla  (W.),  Elements  of  pharmacy,  etc.,  5th  ed.,  1889  ; 7th  ed., 

1898. 

— Wittstein  (G.  C.),  Practical  pharmaceutical  chemistry,  1853. 
Pharmacy  and  poison  laws  of  the  United  Kingdom,  etc.  London, 

[1892],  8 + 220  p. 

Phenyldimethylpyrazolidon.  Prentice  (B.),  1895. 


N.  B.  BRANCH  : PHI— PHY 


(558 

Philadelphia  College  of  Pharmacy.  American  journal  of  pharmacy  ; 
edited  by  W.  Procter,  jr.,  [and  J.  M.  Maisch].  Philadelphia, 
1860,  1862-64,  1868-73,  1879-88.  Vol.  32,  34-36,  40-45,  51-  j 
60.  Vol.  32,  35-36,  40-41  are  imperfect. 

— Annual  report  of  the  Alumni  Association.  Philadelphia,  1880, 

1882-93.  Reports  16,  18-29. 

— Prospectus  of  forty-fourth  annual  course  of  instruction  ; historical 

sketch  of  school.  Philadelphia,  1864.  16  p. 

Phillips  (Charles  D.  F.).  Materia  medica,  pharmacology,  and 
therapeutics  : inorganic  substances.  Second  edition.  London, 
1894.  14  + 898  p. 

Phillips  (Richard).  Experimental  examination  of  the  Pharma- 
copoeia Londinensis,  with  remarks  on  Powell’s  translation,  etc. 
London,  1811.  8+152  p. 

— Remarks  on  the  editio  altera  of  the  Pharmacopoeia  Londinensis, 

and  on  Powell’s  translation,  etc.  London,  1816.  14  + 66  p. 

— See  also  Royal  College  of  Physicians  of  London,  Translation  ■ 

of  the  Pharmacopoeia,  with  notes,  4th  ed.,  1841  ; [last  ed.,]  1851. 
Philosophy.  ( See  also  Chemistry  ; — Physics.) 

— Abercrombie  (J.),  Philosophy  of  the  moral  feelings,  9th  ed.,  1853.  j 

— Brougham  (H.,  Lord),  Lives  of  philosophers,  1855. 

— Dick  (T.),  The  Christian  philosopher,  1857. 

— Gleanings  of  sacred  philosophy,  1852. 

— Rumford  (Count),  Essays,  political,... and  philosophical, 5. ed.,  1800.  j 

— Scoffern  (J.),  Philosophy  of  common  life,  1857. 

— Tupper  (M.  F.),  Proverbial  philosophy,  1857. 

Phlogiston.  Higgins  (W.),  Comparative  view  of  ...  theories,  1789. 
Photography.  Abney  (W.  de  W.),  Treatise,  3rd  ed.,  1885. 

— Hunt  (R.),  Popular  treatise  on  photography,  1841. 

Manual  of  photography,  3rd  ed.,  1853. 

— Price  (L.),  Manual  of  photographic  manipulation,  1858. 

— Sutton  (T.),  Dictionary  of  photography,  1858. 

Phthisis.  Yeoman  (T.  H.),  Consumption  of  the  lungs,  1848. 

Physic.  See  Materia  medica  ; — Medicine  ; — Pharmacy  ; etc. 

Physics,  or  Natural  philosophy.  ( See  also  Geology  Natural  j 

SCIENCE.) 

— Annals  of  philosophy,  by  T.  Thomson,  etc.,  1813-26. 

— Bergman[n]  (T.  [O.]),  Physical  and  chemical  essays,  1788-91. 

— Chemical  news,  [journ.  of  physical  science,]  1860-64,  1883-1900.  ' 

— Davy  (H.),  Collected  works,  ed.  by  J.  Davy,  1839-40. 

— Deschanel  (A.  P.),  Elementary  treatise  on  natural  philosophy,  1 

6th  ed.,  1880  ; 12th  ed.,  1891. 

— Edinburgh  philosophical  journal,  1819-26. 

Edinburgh  new  philosophical  journal,  1826-51,  1855-64. 
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Physics,  or  Natural  philosophy — continued. 

— Everett  (J.  D.),  Text-book  of  physics,  9th  ed.,  1896. 

— Ganot  ([A.]),  Elementary  treatise  on  physics,  7th  ed.,  1875  ; 

12th  ed.,  1886. 

Natural  philosophy,  7th  ed.,  1890. 

— Grove  (W.  R.),  Correlation  of  physical  forces,  6th  ed.,  1874. 

— Jahresbericiit,  Eng.,  Annual  report  of  the  progress  of  chemistry, 

physics,  etc.,  [for  1847-50]. 

— - Journal  of  natural  philosophy,  etc.,  by  W.  Nicholson,  1797-1802. 

— Peddie  (W.),  Manual  of  physics,  1892. 

— Stewart  (B.),  Lessons  in  elementary  physics,  1886. 

— Stewart  (B.)  <0  W.  W.  H.  Gee,  Lessons  in  elementary  practical 

physics,  1885-87. 

— Young  (T.),  Course  of  lectures  on  natural  philosophy,  new  ed., 

[1807]. 

Physiography.  Humboldt  ([F.  H.]  A.  v.),  Cosmos,  transl.,  1860. 
Physiology.  ( See  also  Veterinary  Art.) 

— Brown  (A.  C.)  J-  T.  R.  Fraser,  On  the  connection  between  che- 

mical constitution  and  physiological  action,  1868. 

— Halliburton  (W.  D.),  Essentials  of  chemical  physiology,  1893. 

— Huxley  (T.  H.),  Lessons  in  elementary  physiology,  new  ed.,  1879. 

— Lehmann  (C.  G.),  Physiological  chemistry,  1851-54. 

— McKendrick  (J.  G.),  Text-book  of  physiology,  1888-89. 

Pidoux  (H.).  See  Trousseau  (A.)  <L-  H.  P. 

Piesse  (G.  W.  Septimus).  Art  of  perfumery.  Second  edition. 
London,  1856. 

— Same.  Fourth  edition.  London,  1879.  20  + 506  p. 

— Same.  Fifth  edition.  London,  1891.  16  + 498  p. 

Pifferi  (Giuseppe).  Breve  cenno  e preparazione  di  un  nuovo  com- 
posto  [sol f o-arsenio-f enato]  di  chinina.  Roma,  1879.  12  p. 

Placotomus  (Joannes).  Pharmacopoea  in  compendium  redacta. 

Antwerpise,  1560.  256  p. 

Plants.  See  Botany. 

Poetry.  Tupper  (M.  F.),  Proverbial  philosophy,  1857. 

Poisons.  See  Toxicology. 

Political  science.  Rumford  (Count),  Essays,  political,  economical, 
and  philosophical,  5th  ed.,  1800. 

Pomet  (Pierre).  Compleat  history  of  druggs,  [from  the  French] ; 
[with]  what  is  further  observable  on  the  subject,  from  Lemery 
and  Tournefort.  Third  ed.  London,  1737.  24  + 428  p.  + 86  pi. 
Porter  (H.  C.).  See  Strasburger  (E.),  F.  Noll,  H.  Schenck,  etc. 
Potassium  (Bichromate  of).  Fraser  (T.  R.),  1894. 

Powell  (Richard).  See  Royal  College  of  Physicians  of  London, 
Pharmacopoeia,  translated,  with  notes,  &c.,  3rd  ed.,  1815. 
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Prantl  (K.).  Elementary  text-book  of  botany,  revised  by  S.  H. 
Vines,  Second  edition.  London,  1881.  8 + 344  p. 

— Same.  Fifth  edition.  London,  1892.  8 + 344  p. 

Preceptors.  See  College  of  Preceptors,  London. 

Prentice  (Bertram).  Uber  einige  Derivate  der  Dimethylacrylsaiire 
und  Phenyldimethylpyrazolidon.  Munchen,  1895.  40  p. 

Prescribing  and  Prescriptions.  ( See  also  Formulae  ; — Receipts.) 

— Beasley  (H.),  Book  of  prescriptions,  5th  ed.,  1876  ; 7th  ed.,  1892. 

— Ince  (J.),  Latin  grammar  of  pharmacy,  2nd  ed.,  1883;  5th  ed., 

1890  ; 6th  ed.,  1894. 

— Manuscripts,  Physicians’  holograph  prescriptions.  * 

— Martindale  (W.),  Analyses  of  12,000  prescriptions,  1894. 

— Morellus  (P.),  Methodus  prsescribendi,  1680. 

— Pereira  (J.),  Selecta^  prsescriptis,  17th  ed.,  1881  ; 18th  ed.,  1890. 

— Proctor  (B.  S.),  Lectures  on  practical  pharmacy,  1873 ; 2nd  ed., 

1883  ; 3rd  ed.,  1892. 

— Ruddiman  (E.  A.),  Incompatibilities  in  prescriptions,  1897. 

Price  (John  A.  P.).  See  Hoblyn  (R.  D.),  Dictionary  of  terms  used 

in  medicine,  12th  ed.,  1892. 

Price  (Lake).  Manual  of  photographic  manipulation.  London,  1858. 
10  + 256  p. 

Priestley  (Joseph).  Experiments  and  observations  on  different  kinds 
of  air.  London,  1790.  3 vol. ; of  vol.  1-2,  2 copies. 

Prior  (Richard  Chandler  Alexander).  On  the  popular  names  of 
British  plants.  London,  1863.  28  + 252  p. 

Procter  jun.  (William).  See  Philadelphia  College  of  Pharmacy. 
Proctor  (Barnard  S[impson]).  Lectures  on  practical  pharmacy. 
London,  1873.  16  + 400  p.  +32  pi.  of  prescriptions. 

— Same.  Second  edition.  London,  1883.  16  + 494  p.  +32  pi. 

— Same.  Third  edition.  London,  1892.  16  + 540  p.  +32  pi. 

— Manual  of  pharmaceutical  testing.  London,  1890.  8 + 176  p. 

— Same.  Second  edition.  London,  1899.  8+192  p. 

Prout  (William).  Chemistry,  meteorology,  and  the  function  of 
digestion,  considered  with  reference  to  natural  theology.  [Second 
edition.]  London,  1834.  26  + 572  p.  +1  col.  map.  (Bridge- 

water  treatise,  8.) 

Proverbial  philosophy.  See  Tupper  (M.  F.),  1857. 

Quain  (Jones).  Elements  of  anatomy.  Sixth  edition.  London, 
1856.  3 vol. 

Quain  (Richard).  Dictionary  of  medicine.  Lond.,  1883.  2 vol.,  3 pi. 

— Same.  New  edition.  London,  1894.  2 vol. 

Queensland.  Evans  (E.),  The  garden  of  Queensland,  1899. 

— Rutlidge  (C.  S.),  Guide  to  Queensland. 
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Quincy  (John).  Pharmacopoeia  officinalis  efc  extemporanea ; or,  Com- 
plete English  dispensatory.  Sixth  ed.  Lond.,  1726.  16-1-736  p. 

— Same.  Seventh  edition.  London,  1728.  16  + 736  p. 

— Same.  Tenth  edition.  London,  1736.  16  + 700  + 60  p.  ‘I  copies. 

— Praelectiones  pharmaceutic®  ; or,  Course  of  lectures  in  pharmacy, 

with  preface  by  P.  Shaw.  London,  1723.  4+16  + 212  p. 

— See  also  Lewis  (W.),  New  dispensatory,  1753,  etc. 

— See  also  Royal  College  of  Physicians  of  London,  Dispensatory, 

1721. 

Quinology.  Howard  (J.  E.),  Examination  of  Pavon’s  barks,  1863. 

— Howard  (J.  E.),  Quinology  of  the  East  Indian  plantations,  1869. 

— Pifferi  (G.),  Breve  cenno  e preparazione  di  un  nuovo  composto 

[solfo-arsenio-fenato]  di  chinina,  1879. 

Radcliffe  (John).  Pharmacopoeia  Radcliffiana ; or,  Dr.  R.’s  prescrip- 
tions. Second  edition.  London,  1716.  12  + 610  p. 

Ramsay  (Andrew . Crombie).  Geology  of  the  island  of  Arran. 

Glasgow,  1841.  8 + 78  p.  +1  map  +1  pi. 

Ramsay  (William).  Elementary  systematic  chemistry.  London, 
1891.  12  + 360  p. 

Reason  why  (The).  London,  1857. 

Receipts.  ( See  also  Formulas; — Prescribing  and  Prescriptions.) 

— Beasley  (H.),  Druggist’s  general  receipt  book,  2nd  ed.,  1852  ; 

8th  ed.,  1878  ; 9th  ed.,  1886. 

— Cooley  (A.  J.),  Cyclopaedia  of  practical  receipts,  4th  ed.,  1864 ; 

5th  ed.,  1872  ; 6th  ed.,  1880;  7th  ed.,  1892. 

Record  of  the  International  Exhibition,  1862.  Glasgow. 

Redwood  (Theophilus).  Gray’s  Supplement  to  the  pharmacopoeias. 
London,  1847. 

— Same.  Second  edition.  London,  1848.  10  + 1070  p.  2 copies. 

— Electricity  as  a source  of  light.  London,  1879.  32  p. 

— See  also  Bell  (J.),  Historical  sketch  of  prog,  of  pharmacy,  1880. 

— See  also  Mohr  (C.  F.),  Practical  pharmacy,  with  additions,  1849. 

— See  also  Pereira  (J.),  Elements  of  materia  medica,  abridg.,  1872. 
Rees  (George  Owen).  On  the  analysis  of  blood  and  urine,  in  health 

and^disease.  London,  [1836  ?].  8+148  p. 

Reid  (David  Boswell).  Academical  examination  on  the  principles 
of  chemistry.  Edinburgh,  1825.  Yol.  2. 

— Rudiments  of  chemistry.  Edinburgh,  1841. 

leid  (J.).  Life  of  Dr.  J.  R.,  by  G.  Wilson.  Edinburgh,  1852. 
leligion.  See  Theology  (Natural). 

temington  (Joseph  P.).  The  practice  of  pharmacy.  Philadelphia, 

1886.  1080  p. 

-Same.  Third  edition.  Philadelphia,  1894.  28  p. +p.  25-1448. 
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Remsen  (Ira).  Introduction  to  the  study  of  the  compounds  of  car- 
bon ; or,  Organic  chemistry.  London,  1889.  10  + 364  p. 

— Inorganic  chemistry.  London,  1889.  22  + 828  p. 

Rennie  (James).  See  Jourdan  (A.  J.  L.),  Pharmacopoeia  univers. 
Renodaeus  (Joannes)  [or  Jean  de  Renou].  Medicinal  dispensatory. 
London,  1657.  [852]  p. 

Retrospect  of  medicine  : by  W.  and  J.  Braith waite.  London, 
1840-69. 

Revista  farmaceutica.  See  Sociedad  de  farmacia  nac.  Argentina. 
Ricardou  (J.  M.).  Contribution  a l’etude  des  asclepiadacees.  Paris, 
1893.  104  p.  +4  pi.  2 copies. 

Rice  (Charles).  See  American  Pharmaceutical  Association. 

— See  New  remedies,  American  druggist,  1883-90. 

Richter  (Otto).  Chemical  constitution  of  inorganic  acids,  bases,  and 
salts,  based  on  “Typo-nucleus  theory.”  Edin.,  1882.  52  p. 

Richter  (Victor  von).  Chemistry  of  the  carbon  compounds  ; or, 
Organic  chemistry  ; authorised  translation  by  E.  F.  Smith,  from 
fourth  German  edition.  London,  1886.  16  p.  + p.  9-710. 

— Same.  Second  edition.  London,  1891.  1040  p. 

— Same.  Third  edition.  Philadelphia,  1899.  Vol.  1. 

— - Text-book  of  inorganic  chemistry.  Second  American  from  the 
fourth  German  edition.  London,  1888.  432  p.  +1  col.  pi. 

— Same.  Fourth  edition.  London,  1896.  432  p.  + 1 pi. 

Riddle  (J.  E.).  See  White  (J.  T.),  Latin- English  dictionary. 

Ringer  (Sydney).  Handbook  of  therapeutics.  Tenth  edition. 

London,  1883.  12  + 688  p. 

Ritchie  (R[obert]  Peel).  On  the  remedies  used  by  the  Caffres  to 
prevent  blood  poisoning  from  anthrax.  Edinburgh,  1887.  82  p. 
Robertson  (W.).  English  and  Latin  dictionary.  Cambridge,  1674.  , 
Rocks.  Miller  (H.),  Testimony  of  the  rocks,  1858. 

Rodwell  (George  Farrer).  Dictionary  of  science.  London,  1871. 
(Haydn  series.) 

Rogers  (Nathaniel).  See  Elliotson  (J.),  Principles  of  med.,  1839. 
Roscoe  (Henry  E[nfield]).  Lessons  in  elementary  chemistry.  New 
edition.  London,  1882.  8 + 414  p.  + 1 col.  pi. 

— Same.  New  edition.  London,  1886.  14  + 460  p.  + 1 col.  pi. 

— Same.  Sixth  edition.  London,  1892.  12  + 504  p.  +1  col.  pi. 

— Spectrum  analysis.  London,  1869.  16  + 348  p.  +5  pi. 

Roscoe  (LI[enry]  E[nfield])  & C.  Schorlemmer.  Treatise  on  chemis- , 

try.  London,  1879-89.  3 vol.  in  8. 

JVote.— ~Vo].  1,  Non-metallic  elements. — Vol.  2,  pts.  1-2,  Metals. — 

Vol.  3,  pts.  1-5,  Organic.  Vol.  1 and  vol.  2,  pt.  1,  are  reprints. 

— Same.  New  edition.  London,  1890-95.  Vol.  1 ; vol.  2,  pt.  2 ; 

vol.  3,  pt.  2. 
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Rose  ([Heinrich  or~\  HeAri).  Traite  cornplet  de  chimie  analytique  ; 

tome  1,  analyse  qualitative.  Paris,  1859. 

— Eng.  Practical  treatise  of  chemical  analysis  [qualitative]  ; 

translated,  with  additions,  by  A.  Normandy.  London,  1848. 
Rouse  Brothers.  Dictionary  of  synonyms  for  chemists.  London, 
1898.  224  p. 


Royal  College  of  Physicians  of  Edinburgh.  Pharmacopeia  Collegii 
Regii  Medicorum  Edinburgensis.  Edin.,  1722.  2 + 10  + 212  p. 

— Same.  Edinburgh  1732. 


— Same. 

— Same. 

— Same. 

— Same. 

— Same. 

— Same. 

— Same. 


Edinburgh  1735. 
Edinburgi,  1744. 
Edinburgh  1756. 
Edinburgi,  1792. 
Edinburgi,  1807. 
Edinburgi,  1813. 
Edinburgi,  1817. 


20  + 254  p. 

20  + 208  p. 

20  + 208  p. 

21  + 264  p. 

— Pharmacopeia  of  the  R.  C.  of  P.  of  E.  [Second  English  edition.] 

Edinburgh,  1841.  38  + 222  p.  2 copies. 

— Eng.  Pharmacopeia  Edinburgensis ; or,  Dispensatory  of  the 

Royal  College  of  Physicians  in  Edinburgh ; translated  by  P.  Shaw. 
Fifth  edition,  [with]  Translation  of  the  dispensatory  of  the  Royal 
Hospital  at  Edinburgh.  London,  1753.  12 + 268  + 4+ 112  p. 

— See  also  Christison  (R.),  Dispensatory,  2nd  ed.,  1848. 

— See  also  Royal  College  of  Physicians  of  London,  New  London 

pharmacopeia,  translated  and  arranged  by  P.  Squire,  1851. 

— See  also  Thomson  (A.  T.),  Conspectus,  9th  ed.,  1828.  • 

— Catalogue  of  the  library.  Edinburgh,  1870. 

Royal  College  of  Physicians  of  London.  Pharmacopeia  Londinensis 
[secunda].  Londini,  1650.  38  + 206  p. 

— Pharmacopeia  Collegii  Regalis  Londini  [tertia],  Londini,  1677. 

— Same,  [tertia.]  Londini,  1682. 

— Pharmacopeia  Collegii  Regalis  Medicorum  Londinensis  [quarta], 

Londini,  1721. 


— Same. 

[quinta.] 

Londini,  1724. 

- Same. 

[quinta.] 

Londini,  1746. 

— Same. 

[quinta.] 

Londini,  1747. 

— Same. 

[quinta.] 

Londini,  1757. 

— Same. 

[sexta.] 

Londini,  1788. 

— Same. 

[SEXTA.] 

Londini,  1790. 

— Same. 

[NONA.] 

Londini,  1836. 

— Same. 

[decima.] 

Londini,  1851. 

— Eng. 

Pharmacop 

>eia  Londinensis  ; 

[translated]  by  N.  Culpeper.  London,  1653. 

Same.  [Another  edition,  with  additions.]  London,  1661. 
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— En<j.  [Pharmacopoeia  Londinensis  ; or,  New  London  dispensatory, 

translated  by  W.  Salmon.  London,  1676?]  T.-p.  w. 

— Eng.  Dispensatory  of  the  R C.  of  P.  in  L. ; [translated,]  with 

notes  by  J.  Quincy.  London,  1721.  16  + 378  p.  + 1 pi. 

— Eng.  Dispensatory  of  the  R C.  of  P.,  L.  ; translated,  with 

remarks,  etc.,  by  H.  Pemberton.  London,  1746.  10  + 420  p. 

— Same.  Third  edition.  London,  1751.  10  + 414  p. 

— Eng.  Pharmacopoeia  of  the  R.  C.  of  P.  of  L. ; translated,  with 

notes,  etc.,  by  T.  Healde.  Seconded.  London,  1788.  16  + 352  p. 

— Eng.  Pharmacopoeia,  translated  by  H.  Campbell.  Lond.,  1809. 

— Eng.  Pharmacopoeia  of  the  R.  C.  of  P.  of  L. ; translated,  with 

notes,  etc.,  by  R.  Powell.  Third  edition.  London,  1815. 

— Eng.  Translation  of  the  corrected  edition  of  the  Pharm.  Lond., 

with  notes  by  a London  physician.  Lond.,  1815.  16  + 118  p. 

— Eng.  Pharmacopoeia  of  the  R.  C.  of  P.,  L.,  translated  by 

R.  J.  Thornton.  Second  edition.  London,  1817.  12  + 238  p.  ; 

— Eng.  Pharmacopoeia  of  the  R.  C.  of  P.  of  L.,  translated  by 

G.  L.  Tuthill.  London,  1824.  12  + 206  p. 

— Eng.  Translation  of  the  Pharmacopoeia  of  the  R.  C.  of  P.  of  L., 

with  notes,  by  R.  Phillips.  Fourth  edition.  London,  1841. 

— Same.  [Last  edition.]  London,  1851.  16  + 568  p. 

— Eng.  Lexicon  pharmaceuticum  : pharmacopoeias  of  London, 

Edinburgh  and  Dublin,  by  T.  Castle.  Second  edition.  London, 
1828.  20  + 356  p. 

— Eng.  New  London  pharmacopoeia,  translated  and  arranged 
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Wilson  (J.  A.).  See  Wilson  (G.),  Memoir,  by  J.  A.  W.,  1860. 
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